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PREFACE. 


The  German  Author,  in  his  brief  Preface  to  the  original  work  upon 
which  the  present  treatise  is  based,  thus  describes  his  purpose : — 

"  In  its  power  to  assume  always  that  form  of  energy  which  hc^pens 
to  be  the  most  useful,  lies  the  great  importance  of  Electricity.  This 
importance  has  been  brought  home  to  the  public  at  large  by  means  of 
the  many  recent  exhibitions.  Public  interest  has  been  roused,  and  there 
is  everywhere  a  desire  for  information,  and  a  demand  for  a  guide  through 
this  mysterious  and  far-extended  territory.  Although  there  is  no  want 
at  present  of  works  and  periodicals  which  treat  of  the  science  of  elec- 
tricity, it  is  not  everybody's  business  to  go  through  fifty  volumes  to  pick 
out  from  amongst  the  useful  and  useless  that  which  is  needed,  and 
finally  to  retain  just  enough  to  make  up  one  volume. 

*•  The  task  of  saving  the  general  reader  that  trouble  I  have  under- 
taken, and  have  sought  to  convey  a  clear  insight  into  the  whole  science 
of  modern  electro-technics,  without  requiring  on  the  reader's  part  any 
special  knowledge  beyond  that  of  ordinary  education.  The  very  com- 
plete index  is  further  intended  to  make  the  work  of  use  as  a  book  of 
reference." 

In  the  preparation  of  this  English  Edition,  we  have  sought  to  pre- 
serve all  the  many  excellent  features  that  make  Dr.  Urbanitzk/s  work 
so  admirably  adapted  for  a  popular  and  practical  treatise.  We  have  not 
hesitated,  however,  to  alter  the  method  with  great  freedom  where  it  was 
out  of  accord  with  English  modes  of  thought  or  reasoning,  and  to  add 
descriptions  of  apparatus  made  and  used  in  this  country,  and  matters 
generally  interesting  to  English  readers,  which  were  not  found  in  the 
German  edition. 

In  the  main  divisions  of  the  subject  we  have,  to  a  great  extent, 
followed  the  original.    The  best  order  for  elucidating  the  principles  of 
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this  and  kindred  sciences  is,  as  a  rule,  the  historical  order  of  discovery. 
The  facts  that  are  first  found  in  order  of  time  are  those  that  are  most 
palpable  and  lie  nearest  to  hand  ;  while,  on  the  other  hand,  the  dis- 
coveries of  recent  years  are  drawn  from  the  more  intricate  phenomena, 
which  require  to  be  searched  after.  But  the  order  of  development  is 
thus  almost  exactly  the  reverse  of  the  order  of  importance  and  utility,  as 
regards  the  purposes  of  life  ;  nor  is  the  order  of  discovery  strictly  iden- 
tical with  a  logical  arrangement  Dr.  Urbanitzky  has  taken  account  of 
this  difierence,  by  first  expounding  the  Principles  of  Electrical  Science 
in  their  historical  sequence,  in  the  first  part  of  the  work,  and  then  dealing 
with  the  applications  of  electricity  to  industrial  life,  in  a  second  part. 
Moreover,  the  same  plan  is  used  in  dealing  with  the  separate  branches 
of  the  subject,  as  is  applied  to  the  work  as  a  whole ;  and  hence  in  each 
of  the  sections  on  Dynamos,  Motors,  Accumulators,  Telephones,  Tele- 
graphs, etc.,  the  historical  sketch  of  the  progress  of  discovery  precedes 
the  general  examination  of  the  subject. 

This  plan  appeared  so  judicious  that  we  have  followed  it  out  fully, 
though  we  have  endeavoured  to  simplify  the  second  part  by  a  rearrange- 
ment of  some  of  the  sections.  In  one  respect,  however,  we  have  not 
followed  the  German.  The  biographies  of  discoverers  and  inventors, 
with  their  portraits,  seemed  unduly  to  dilute  the  strictly  scientific 
record  ;  and  with  some  reluctance,  therefore,  these  interesting  personal 
details  have  been  omitted. 

Although  the  systematic  exposition  of  the  science,  as  a  whole,  is  to 
be  found  in  the  first  part,  a  sufficient  explanation  of  the  principles  is 
given  in  each  section  to  make  the  applications  intelligible  to  the  readers 
who  are  particularly  interested  in  the  one  branch  of  the  subject  treated 
of  in  that  section,  and  who,  therefore,  consult  the  work  for  that  parti- 
cular branch. 

To  facilitate  reference,  an  account  of  the  units  of  electric  measure- 
ments, and  the  principal  laws  connecting  them,  are  collected  in  an 
Appendix  to  Part  I. 

Dr.  Urbanitzky  makes  considerable  use  of  the  analogy  between  a 
flow  of  water  and  a  flow  of  electricity,  for  rendering  easier  the  compre- 
hension of  the  meanings  of  terms,  and  the  retention  by  the  memory  of 
the  relation  between  the  different  electrical  quantities.  This  analogy 
has  been  made  use  of  in  the  following  cases : — 
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Page    43. — The  analogy  between  potential  and  level 

1 16. — The  pressure  of  water  and  the  E.  M.  F.  of  electricity. 

124. — The  law  of  divided  currents  and  the  theory  of  Wheat- 
stone's  Bridge. 

248. — The  action  of  a  Gramme  collector  and  the  union  of  a 
double  flow  of  water. 

353, — A  small  quantity  of  water  with  a  high  fall  feeding  a 
number  of  water-mills  at  different  levels,  compared 
with  a  system  of  machines  in  series ;  and  a  small  fall 
^  of  a  large  quantity  of  water  feeding  machines  at  the 

same  level,  compared  with  a  system  of  machines 
abreast 

It  has  been  urged  that  the  analogy  may  be  carried  too  far,  and,  in 
particular,  that  the  flow  of  water  through  a  pipe,  unlike  the  flow  of  elec- 
tricity through  a  wire,  has  no  effect  on  the  region  outside.  To  this 
objection  we  might  reply  that  analogies  are  never  intended  as  proofs, 
but  as  illustrations.  No  analogy  is  perfect ;  a  perfect  analogy  would 
become  an  identity.  Although  the  analogy  between  two  sets  of  pheno- 
mena may  be  traced  to  a  great  length — 

**  Though  each  resemble  each  in  every  part, 
A  diderence  strikes  at  length  the  musing  heart," 

and  the  detection  of  the  diversity  amidst  general  resemblances,  may 
be  of  as  much  advantage  to  the  student  as  the  recognition  of  the 
resemblances.  But  it  is  by  no  means  clear  that  we  have  exhausted  the 
analogy  in  the  case  before  us.  For  instance,  although  water  flowing 
through  a  closed  pipe  has  no  field  of  influence  outside  the  pipe,  if  we 
substitute  a  stream  for  the  closed  conduit,  the  analogy  continues — 

"  Streams  never  flow  in  vain  where  streams  abound. 
How  laughs  the  land  with  various  plenty  crowned." 

The  stream  must  be  drawn  upon,  however,  in  order  that  its  influence 

may  be  utilised,  and  so  also  must  the  current.     Whenever  the  influence 

of  the  field  surrounding  any  part  of  the  circuit  is  taken  advantage  of  for 
b 
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mechanical  or  other  work,  a  counter  electro-motive  force  is  produced 
which  is  equivalent  to  a  reduction  of  the  difference  of  level 

We  have  next  to  notice  the  points  in  which  we  have  not  followed  the 
original.  The  Author's  anxiety  to  avoid  the  appearance  of  a  mathe- 
matical work,  which  might  make  the  subject  repulsive  to  many,  has  led 
him  to  avoid  all  symbolic  statements  whatever.  But  frequently  the 
symbolic  form  is  the  simplest  and  most  intelUgible  expression  of  a 
relation^  and  is  far  more  readily  comprehended  by  the  general  reader 
than  a  lengthy  expression  in  words..  Hence  we  have  followed  up  the 
verbal  statement  of  laws  by  repeating  the  statement  in  the  symbolic 
or  equational  form.  By  this  plan  we  have  not  forfeited  anything  of  the 
popular  character  of  the  work,  but  we  have  at  the  same  time  caused  the 
popular  introduction  to  lead  up  to  the  more  scientific  or  technical  treat- 
ment in  every  branch  of  the  subject  as  it  occurs.  Again,  whenever  the 
laws  which  were  simply  enunciated  in  the  original,  admit  of  simple 
demonstrations,  we  have  given  the  proofs ;  and,  in  the  case  of  dynamo- 
machines  and  motors,  we  have  extended  the  "  plotting-out "  methods 
which  are  briefly  mentioned  by  Dr.  Urbanitzky,  and  made  these  methods 
the  means  of  explaining  the  theories  of  Marcel  Deprez,  Dr.  Frohlich,  and 
Dr.  Sylvanus  Thompson. 

Again,  we  have  made  less  use  than  the  original  of  the  theory  of 
Symmer  and  Du  Fay,  namely,  that  there  are  two  kinds  of  electricity, 
and  that  a  current  consists  of  a  double  flow — a  flow  of  positive  elec- 
tricity in  one  direction,  and  a  flow  of  negative  electricity  in  the  other  or 
opposite  direction.  This  theory  is  fully  explained  in  its  historical  con- 
nection, but  we  have  speedily  replaced  it  by  the  modem  forms  of  speech, 
which  do  not  pledge  us  to  any  assumption  as  to  the  nature  of  electricity. 
The  only  assumption  we  make  is  that,  whatever  electricity  may  be,  one 
body  may  have  more  or  less  of  it  than  another,  and  that  as  compared 
with  a  standard  body,  such  as  the  earth,  one  body  may  have  an  excess 
and  another  a  defect.  Though  there  are  not  two  kinds  of  electricity^ 
there  are  two  kinds  of  electrification;  one  being  a  state  in  which  there  is 
more  electricity  than  on  an  equal  surface  of  surrounding  bodies,  and  the 
other  kind  a  state  in  which  there  is  less.  To  follow  out  the  older  theory 
would  require  that  the  unit  of  current  should  be  half  that  which  is  now 
universally  adopted,  and  of  the  other  units,  some  should  be  doubled  or 
quadrupled,   and  others  should   be  halved   or  quartered.      According, 
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therefiwe,  to  the  view  we  have  adopted,  all  electrical  machines  or  bat- 
teries are  but  instruments  for  altering  the  distribution  of  electricity. 
Any  cause  which  is  sufficient  to  alter  the  distribution  of  electricity 
produces  an  electro-motive  force,  or  potential  difference,  and  no  chaise 
of  electricity  whatever  can  l)e  made  sensible  without  some  difference  of 
potential  between  the  charged  body  and  the  earth  or  neighbouring  con- 
ductors. Friction  between  non-conducting  bodies  gives  rise  to  a  great 
potential  difference,  producing  a  lai^e  charge  on  even  a  small  conductor ; 
.  whereas  the  galvanic  cell  or  the  contact  of  conductors  produces  a  very 
small  potential  difference,  giving  a  small  charge  only  to  any  conductor 
of  moderate  size.  On  the  other  hand,  when  the  conductor  is  large  the 
galvanic  cell  will  develop  a  large  quantity  of  electricity,  and  the  friction 
machine  only  a  small  quantity. 

The  practical  system  of  electrical  units — the  ampere,  the  volt,  and  the 
ohm — have  been  used  throughout,  and  their  connection  with  the  so-called 
absolute  units  is  traced  in  the  Appendix  to  Part  I. 

The  explanations  of  the  phenomena  of  magneto-electric  induction  are 
given  by  means  of  Faraday's  law  and  Maxwell's  rule — that  is  to  say,  by 
the  conception  of  lines  of  force 

To  emphasise  the  principal  objects  of  the  work,  an  Introduction  by 
Professor  John  Perry  reviews  the  following  essential  characteristics : — 

1.  The  method  of  following  up  analogies  as  far  as  possible.  To  this 
we  have  already  referred. 

2.  The  advisability  of  keeping  in  view  the  older  methods  and  instru- 
ments, so  as  not  to  allow  recent  discoveries  to  cause  them  to  be  regarded 
as  useless.  Instruments  that  have  been  for  a  time  regarded  merely  as 
toys,  may  suddenly  be  brought  into  demand  for  practical  purposes,  and 
ought  not  to  be  lost  sight  of.  It  is  becoming  the  fashion,  for  instance, 
to  look  upon  frictional  or  statical  electric  machines  as  things  of  the  past; 
but  there  are  several  discoveries  of  late  years  which  seem  to  hint  that 
they  may  yet  be  utilised  to  a  greater  extent  than  hitherto.  As  an 
example.  Professor  Lodge  has  shown  that  dust  and  vapour  suspended 
in  the  air  can  l)e  "  settled "  by  an  electric  discharge,  consisting  of  a 
continuous  series  of  electric  sparks.  This  fact,  when  once  stated,  has 
speedily  been  applied  to  clear  the  atmosphere  in  lead-smelting  works 
from  the  fumes  of  volatilised  lead.  Almost  contemporaneously  with 
this  discovery,  comes  the  invention  of  the  ingenious  influence  machine  of 
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Wimshurst,  which  produces  with  a  minimum  of  difficulty  and  mechani- 
cal labour,  a  continuous  series  of  such  sparks,  and  appears  admirably- 
adapted  for  any  purpose— of  which  more  may  possibly  be  discovered — 
requiring  the  simple  production  of  electric  discharges  through  the  air. 

3.  The  third  point  entered  into  more  fully  in  the  Introduction,  is  the 
advantage  to  the  cause  of  discovery  of  the  general  diffusion  of  a  know- 
ledge of  the  chief  electric  phenomena  through  the  community.  The 
applications  of  electro-technical  science  in  regard  to  illumination,  the 
transmission  of  power,  intercommunication,  etc.,  are  before  all  eyes,  and 
there  is  a  pressing  desire  to  know  more  about  them,  not  only  on  the 
part  of  the  professional  public,  but  also  on  the  part  of  educated  and 
intelligent  people  generally. 

Our  aim  has  been  to  supply  that  information  in  a  form  suitable  for 
the  general  inquirer,  and  yet  to  connect  with  it  detailed  and  definite 
facts  and  figures  which  may  be  of  service  to  technical  students  and 
professional  workmen. 

We  have  only  to  state  in  conclusion,  that  the  draft  translation  of 
the  original  work  (which  has  received,  however,  very  free  handling,  for 
reasons  already  indicated)  has  been  executed  by  Mr.  Emil  Beyer.  And 
we  have  also  to  thank  the  numerous  electrical  engineers  or  inventors 
who  have  rendered  valuable  aid  in  bringing  the  work  up  to  date,  by 
supplying  information  (often  accompanied  by  illustrations)  and  revising 
the  proof-sheets  of  the  text.  Amongst  these  we  are  particularly  in- 
debted to  Messrs.  Ayrton  and  Perry,  Mr.  James  Wimshurst,  Mr. 
Alexander  Schanschieff,  the  Brush  Company,  the  Exchange  Telegraph 
Company,  and  Messrs.  Siemens,  Edison  &  Co.,  Gerard  &  Co.,  Higgins, 
and  Fuller. 
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The  history  of  electrical  engineering  differs  from  that  of  any  other  application  of 
the  principles  of  natural  philosophy  in  this  important  respect,  that  long  after 
practical  men  had  developed  elaborate  mathematical  investigations,  the  results 
of  which  were  absolutely  necessary  to  them,  nearly  all  the  teachers  of  the 
science  of  electricity  in  colleges  and  schools  remained  in  a  state  of  ignorance 
of  everything  except  what  may  be  called  a  list  of  electrical  tricks.  We  may  say 
that,  up  to  as  late  as  about  1870,  there  were,  really  no  text-books  on  the  science 
of  electricity.  There  were,  indeed,  publications  in  which  the  speculations  of 
Franklin  and  other  waiters  of  from  seventy  to  one  hundred  years  ago,  on  the 
nature  of  electricity,  were  fully  entered  into.  Careful  descriptions  were  given 
of  rubbed  glass-plate  machines,  of  batteries  of  Leyden  jars,  the  giving  of  shocks, 
the  production  of  scenic  effects  by  electric  sparks,  and  the  use  of  glass-legged 
stools.  In  general,  such  information  was  given  as  might  be  found  useful  by 
practical  jokers.  The  information  on  magnetism  was  of  much  the  same  childish 
order.  The  department  of  voltaic  electricity  or  galvanism,  as  it  was  called, 
consisted  of  descriptions  of  various  forms  of  voltaic  cells,  and  of  methods  of 
joining  cells  together,  so  as  to  produce  a  maximum  current  in  a  circuit,  with 
perhaps  a  description  of  the  single-needle  telegraph.  The  book  was  usually 
redeemed  from  worthlessness  by  some  account  being  given  of  Faraday's 
experiments ;  but  readers  found  that  the  main  outcome  of  Faraday's  work  was 
the  Ruhmkorff  induction  coil,  whose  important  function  was  to  illuminate 
Geissler's  tubes  for  children's  parties. 

That  electricity  from  a  rubbed  glass  machine  had  anything  in  common 
with  voltaic  electricity;  that  calculations  might  be  made  concerning  electric 
phenomena;  that,  in  fact,  there  was  a  science  of  electricity  as  distinguished 
from  a  mere  natural  history ; — such  facts  as  these  were  almost  unknown  to  the 
writers  of  text-books  and  teachers.  The  researches  of  Cavendish,  of  Faraday, 
and  of  Joule  were  knoT^Ti  to  a  few ;  Thomson's  magnificent  series  of  papers  had 
been  published,  some  of  them  more  than  twenty  years ;  in  fact,  the  science  of 
electricity,  as  we  know  it  now,  had  really  been  developed.  But  it  was  buried  in 
The  Cambridge  and  Dublin  Mathematical  Journal^  The  Philosophical  Magazine^ 
and  the  transactions  of  a  number  of  learned  societies.  A  knowledge  of  the 
meaning  of  electric  potential  might  be  arrived  at  in  a  roundabout  way  by  a  student 
of  the  higher  mathematics  who  approached  it  from  the  astronomical  side,  but 
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only  a  few  men,  besides  Sir  William  Thomson  himself,  saw  any  connection  be- 
tween mathematical  investigations  on  the  subject  of  potential  and  ordinary 
electric  phenomena.  It  was  a  weary  time  for  young  students.  We  knew  that 
there  was  some  connection ;  we  knew  that  Thomson  was  really  able  to  make 
calculations  of  a  useful  kind  in  his  practical  work  on  submarine  cables,  but 
there  was  no  text-book  and  there  was  no  teaching.  Even  those  who  were  so 
privileged  as  to  come  in  contact  with  Thomson  during  this  dark  interval,  had  a 
feeling  of  ignorance  when  he  spoke  of  potential,  as  we  now  speak  of  it;  a 
hopeless  feeling  that  it  was  impossible  to  grasp  the  connection  between  our 
mathematical  work  and  ordinary  electric  phenomena.  Yet  poor  as  the  help 
might  be  which  was  affprded  to  English  students  of  electrical  science,  they 
were  highly  favoured  mortals  in  comparison  with  students  in  France,  where 
even  the  results  of  Faraday's  experiments  were  unappreciated. 

At  length,  in  1870,  Dr.  Everett  wedded  notions  of  potential  to  the  detached 
experimental  information  of  a  French  treatise  on  electricity,  which  he  translated ; 
and  the  books  of  Fieeming  Jenkin  and  Clerk  Maxwell,  published  soon  after- 
wards, completely  removed  all  impediments  in  the  way  of  electrical  students. 
The  full  meaning  of  Ohm's  law  became  clear  \  electro-motive  force,  difference 
of  potential,  resistance,  current,  capacity,  lines  of  force,  magnetisation,  chemical 
affinity,  were  measurable,  and  could  be  reasoned  about,  and  calculations  could 
be  made  about  them  with  as  much  certainty  as  calculations  in  dynamics. 
Information  was  now  published  which  had  long  been  known  to  the  practical 
electrical  engineer,  but  which  had  been  really  unknown  to  the  writers  of  text- 
books and  the  teachers  of  science.  It  may  be  said  that  from  1870  the  teaching 
of  electricity  has  ceased  to  be  a  mere  lecture-room  exhibition  of  tricks  and 
startling  electrical  effects,  and  has  become  a  more  and  more  widely  known 
science.  But  it  is  only  since  about  that  time ;  and  while  it  is  useless  to  speculate 
on  what  might  have  occurred  had  Sir  William  Thomson  condescended  to  write 
in  1857  a  text-book  on  electricity  such  as  he  was  then  capable  ot  producing, 
it  may  safely  be  said  that  it  is  very  seldom  that  a  man's  inability  to  comprehend 
how  ignorant  his  contemporaries  are,  has  produced  such  evil  effects  in  retarding 
the  progress  of  industrial  invention. 

But  now  that  we  have  at  last  a  science  of  electricity,  and  that  the  applica- 
tions of  the  principles  of  this  science  are  proceeding  so  rapidly  in  the  invention 
of  new  machines,  we  are  apt  to  neglect  a  part  of  the  subject  which  was 
certainly  not  neglected  twenty  years  ago,  namely,  the  historical  part.  We  are 
apt  to  forget  the  names  of  the  men  whose  discoveries  have  been  welded  together 
by  Thomson  and  Maxwell;  to  forget  that  Pliny  described  the  electrical  pro- 
perties of  amber;  that  the  Chinese  were  acquainted  with  the  directive  property 
of  a  magnet  long  before  the  adventurers  who  discovered  Iceland  (describe 
by  Snorro  Thurlesson) ;  that  gradually  from  these  early  times  our  knowledge  of 
the  subject  has  been  getting  greater  and  greater,  and  that  if  at  any  time  the 
knowledge  of  a  few  had  been  published  more  freely,  we  should  now  be  much 
more  advanced  than  we  are.     It  hardly  seems  possible  to  us,  now^-days,  to 
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ima^ne  that  the  acute  thinkers  of  Greece  lived  with  exactly  the  same  sort  of 
phenomena  occurring  around  them,  as  occur  around  us  now;  that  the  lightning- 
flash  taught  them  nothing  of  electrical  phenomena ;  that  they  knew  nothing  of 
the  earth  currents  which  are  continually  flowing ;  and  that  they  never  happened 
to  transmit  speech  in  any  of  the  many  simple  ways  by  which  we  And  that  it  may 
be  transmitted  now. 

There  can  be  no  doubt  that  the  people  of  one  hundred  years  hence  will 
wonder  in  the  same  way,  that  we  shall  have  remained  so  oblivious  of  phenomena 
occurring  around  us,  to  which  they  will  not  be  able  to  shut  their  eyes.  Of  all 
the  many  wonderful  but  simple  inventions  which  they  will  make  themselves, 
and  which  are  unknown  to  us,  the  discovery  of  a  single  one  at  the  present  time 
would  be  a  great  event.  They  will  probably  speak  to  one  another  at  a  distance 
without  any  artificial  connection  between.  They  will  probably  "be  able  to  see 
one  another's  actions  at  great  distances,  just  as  if  they  were  close  together. 
Many  of  the  phenomena  hinted  at  in  Eastern  stories,  and  now  regarded  by  us 
as  bibulous,  will  be  happening,  and  will  not  be  thought  extraordinary  ;  and  the 
vrilstaff  will  have  already  become  familiar  to  the  hands  of  man.  To  hasten 
such  discoveries  ought  to  be  the  aim  of  everybody ;  for  the  social  changes  pro- 
duced by  the  agency  of  the  steam-engine  in  factories,  in  ships,  and  in  railways, 
and  by  the  agency  of  other  applications  of  scientific  principles,  are  too  great  to 
be  put  in  comparison  with  those  produced  in  the  history  of  man  by  any  other 
agencies. 

However,  it  is  not  only  by  the  study  of  the  few,  but  also  by  the  in- 
telligent observation  of  the  many,  that  discoveries  are  brought  about.  We 
must  give  to  every  unit  of  the  population  the  chance  of  becoming  a  Watt 
or  a  Faraday.  It  is  by  the  spread  of  education  among  the  masses  of  the 
people,  that  we  are  hastening  the  discovery  of  new  civilising  agents.  The 
history  of  electrical  engineering  during  the  last  fifteen  years  is  one  of  the  best 
illustrations  that  can  be  given  of  the  fact,  that  for  many  people  to  have  some 
knowledge,  however  low  in  level  it  may  be,  is  as  necessary  to  the  development 
of  discovery  as  for  a  few  people  to  have  knowledge,  however  high  in  level 
Very  slow  and  difficult  has  the  progress  been  since  the  beginning  of  this  century, 
when  the  electric  arc  was  discovered ;  since  Faraday's  discovery  of  electro- 
magnetic induction,  which  is  the  principle  of  all  dynamo-electric  machines ; 
since  Grove  invented  his  gas  battery,  Ritter  his  secondary  piles,  and  Plants  the 
germ  of  the  modem  accumulator.  But  between  i860  and  1870,  mainly,  I 
believe,  in  consequence  of  the  work  done  by  the  Science  and  Art  Department, 
a  working  knowledge  of  the  principles  of  the  science  which  until  then*  had  only 
been  known  to  a  few  people  became  the  property  of  thousands  of  mechanics, 
and  it  may  almost  be  said  that  the  rate  of  progress  in  electrical  discovery 
became  proportional  to  the  number  of  people  who  had  some  electrical  knowledge. 
The  small  magneto-electric  machine,  regarded  as  a  toy  for  giving  shocks,  led  to 
the  machine  invented  by  Wilde,  in  1866,  in  which  excited  electro-magnets 
were  employed.     In  that  year  Varley  and  others  made  independently  one  of  the 
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grandest  discoveries  of  the  century,  and  presently  a  machine  was  in  use  which 
excited  its  own  field  magnets,  the  type  of  all  dynamo-machines  since  that  time. 
With  this  principle  of  Varley's,  and  using  the  form  of  armature  employed  by 
Pacinotti  in  1860,  Gramme  invented,  in  187 1,  his  famous  continuous  current 
generator,  which  has  revealed  to  the  world  how  much  electrical  power  is 
obtainable  from  a  small  machine. 

The  world  has  seldom  seen  such  a  period  of  scientific  unrest  as  occurred 
(mainly  in  this  country  and  in  America)  from  1878  to  1883;  but  amidst  the 
multitude  of  discoveries  and  inventions  which  are  the  products  of  that  restless 
period,  there  are,  I  repeat  it,  few  which  were  made  by  the  mathematical  leaders. 
Most  of  them  may  be  regarded  as  the  results  of  the  demand  which  the  workmen 
had  already  begun  to  make  for  a  clear  knowledge  of  the  principles  which  underlie 
their  operations.  There  were  thousands  of  workmen  who  were  continually 
asking  for  advice,  or  for  more  knowledge  of  what  was  already  known  to  the 
few ;  and  the  few  aroused  themselves,  and  put  their  knowledge  in  simpler  and 
more  exact  forms  before  the  world  \  still  discoveries  and  inventions  were  made 
not  by  the  learned  few,  but  by  the  fortunate  few  of  the  unlearned  many.  We 
had  the  Gramme  and  Siemens  dynamo-machines  followed  rapidly  by  a 
hundred  others,  so  much  alike  in  principle,  that  when  one  is  clearly  under- 
stood the  principle  of  another  is  known  after  a  very  short  examination.  What 
was  wanted  for  the  proper  working  of  an  arc  electric  light  became  known 
to  the  many ;  and  in  a  short  time  hundreds  of  interesting  methods  of  regu- 
lating the  electric  light  were  abroad.  That  a  filament  of  carbon  in  a  state 
of  incandescence  from  the  passage  of  an  electric  current  could  be  used  as  a 
lamp,  had  been  known  to  the  few  for  many  years ;  but  immediately  after  this 
fact  became  generally  known  hundreds  of  incandescent  lamps  were  invented. 
In  this  treatise  we  are  introduced  to  the  names  of  the  discoverers  in  electrical 
science,  their  discoveries  and  inventions  of  machines  and  instruments  are 
described,  and  an  attempt  is  made  to  explain  the  action  of  these  machines  and 
instruments  through  electrical  principles. 

It  is,  however,  to  be  observed  that  in  attempting  to  put  electric  principles 
before  the  general  reader,  the  fact  that  these  principles  are  essentially  of  a 
mathematical  character  cannot  be  ignored.  It  is  true  that  in  applicadons  of 
electricity,  as  in  applications  of  mechanics,  the  student  is  often  able  to  arrange 
apparatus  with  which  many  curious  phenomena  may  be  observed,  without  his 
having  much  knowledge  of  electrical  or  mechanical  magnitudes ;  but  there  can 
be  no  doubt  that  there  is  an  immense  waste  of  time  and  knowledge  due  to 
attempts  of  this  kind.  Without  a  quantitative  knowledge  of  scientific  principles, 
we  have  students  seeking  for  the  elixir  of  life,  the  philosopher's  stone,  and 
perpetual  motion.  The  old  alchemists  certainly  made  discoveries,  and  the 
search  for  perpetual  motion  has  led  to  great  advancements  in  science,  or  if  to 
nothing  else,  to  the  knowledge  that  there  cannot  be  perpetual  motion.  It  is  also 
quite  true  that  if  Mr.  Graham  Bell  had  been  well  acquainted  with  Fourier's 
mathematical  analysis,  he  would  have  scorned  to  make  the  experiments  which 
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led  to  the  discovery  of  the  telephone.  We  are,  however,  too  much  in  the 
habit  of  foi^etting  how  numerous  are  the  experimenters  of  this  order  who 
discover  nothing  whatever,  and  whose  time  is  completely  wasted ;  and  it  may  be 
laid  down  as  a  general  rule  for  electrical  students,  that  he  who  has  not  a 
quantitative  knowledge  of  the  principles  of  electrical  science  will  only  waste 
his  time  in  making  original  experiments. 

I  am  sorry  to  say  that,  even  now,  the  ordinary  telegraph  operator,  and  many 
people  who  have  to  deal  with  electric  lighting  machinery,  are  unacquainted  with 
the  fact  that  electricity  can  be  measured.  We  cannot  imagine  a  mechanical 
engineer  regarding  a  distance  of  a  few  inches  as  being  equal  to  the  distance  of  a 
few  miles,  or  even  of  a  few  thousand  miles ;  we  cannot  imagine  a  grocer  to 
confound  an  ounce  of  sugar  with  a  ship's  load  of  the  same  material ;  but  this 
gives  too  truthful  an  idea  of  the  vagueness,  and  general  want  of  definiteness, 
which  till  a  few  years  ago  existed  in  the  minds  of  nearly  all  students  of  this 
subject,  and  which  even  now  exists  in  the  minds  of  a  great  many  practical 
electricians.  Perhaps  when  electricity  is  supplied  to  houses  generally  for 
lighting,  heating,  and  driving  purposes,  at  a  certain  rent  per  horse-power,  and 
is  dealt  with  by  private  persons  as  familiarly  as  water,  this  vagueness  will 
finally  disappear. 

To  get  exact  ideas  in  any  department  of  physics  we  have  one  firm 
foundation  to  build  upon,  namely,  that  a  certain  amount  of  energy,  or  power 
of  doing  work,  remains  always  the  same,  however  it  may  change  its  form. 
We  have  many  sources  of  electricity :  the  rubbed  plate-glass  machine 
(page  52),  the  induction  machine  (page  57),  the  voltaic  cell  (page  93),  the 
thenno-pile  (page  113),  the  magneto-electric  machine  (page  227),  the  dynamo- 
electric  machine  (page  235),  and  others.  To  all  these  some  form  of  energy 
is  given,  and  they  convert  this  energy,  badly  or  well,  into  electric  energy. 
To  the  first  two  and  the  last  two  of  those  I  have  mentioned,  mechanical 
energy  '\s  given  by  hand  or  from  a  steam-engine,  and  this  mechanical  energy 
is  converted  partly  into  heat,  which  may  be  regarded  as  a  loss,  and  partly  into 
the  electric  energy  which  we  require  ;  but  the  electric  energy  is  less  in  amount 
than  the  mechanical  energy  given  to  the  machine.  In  a  voltaic  cell  zinc  is 
burned ;  that  is,  what  may  be  called  chemical  energy  is  used  up,  and  electrical 
energy  is  given  out.  In  the  thermo-pile  again,  heat  energy  is  given  to  the  pile, 
part  of  it  being  given  out  as  electrical  energy. 

Suppose  that  the  thermo-pile  of  Fig.  403  has  its  terminals  connected  by  a 
long  conducting  wire.  Now  it  may  be  shown  in  a  variety  of  ways  that  the  wire 
is  not  in  the  same  condition  as  when  the  pile  is  disconnected.  Thus,  it  is 
found  that  the  wire  now  possesses  magnetic  properties,  and  that  it  is  being 
heated.  Without  knowing  what  electricity  is,  we  are  in  the  habit  of  saying  that 
electricity  is  passing  through  the  wire,  and  we  think  of  it  in  pretty  much  the 
same  way  as  we  think  of  water  passing  along  a  pipe.  However  long  the  wire 
may  be,  some  electricity  will  pass  through  it,  so  that  if  part  of  the  circuit  is 
at  a  distant  place,  electricity  will  pass  through  the  wire  at  that  distant  place, 
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heating  the  wire  and  making  it  exhibit  magnetic  properties.*  If  an  Ammeter, 
or  any  other  form  of  galvanometer,  forms  part  of  the  circuit,  the  readings  of  that 
instrument  enable  us  to  measure  what  we  call  the  quantity  of  electricity  passing. 
When  the  circuit  is  broken  at  any  place  and  again  made,  the  current  is  stopped 
and  then  flows  again.  By  this  we  mean  that  the  wire  loses  its  magnetic  pro- 
perties, and  ceases  to  get  heat  when  the  circuit  is  broken,  and  regains  its  mag- 
netic properties,  and  begins  to  receive  heat  again  when  the  circuit  is  made. 
Again,  if  the  circuit  at  any  place  is  broken,  and  the  two  ends  of  the  wire 
are  connected  merely  by  dilute  sulphuric  acid,  or  another  electrolyte,  it  is 
found  that  the  liquid  undergoes  chemical  decomposition. 

Now  by  any  of  these  three  properties  of  the  circuit  we  can  measure  what 
we  call  the  quantity  of  electricity  passing  any  place  per  second,  or  what  is  called 
the  current  When  we  find  that  a  wire  is  receiving  heat,  we  know  that  this  heat 
energy  can  only  have  been  obtained  by  an  expenditure  of  some  other  form  of 
energy  somewhere  else.  When  by  suddenly  making  an  electric  circuit,  or  break- 
ing it ;  or  by  successions  of  makes  and  breaks,  we  cause  magnetic  needles  or 
magnets,  or  electro-magnets,  to  move,  we  are  developing  mechanical  energy  which 
must  have  disappeared  as  another  form  of  energy  somewhere  else.  When  we 
cause  the  chemical  decomposition  of  an  electrolyte,  we  develop  chemical  energy 
which  must  have  disappeared  as  some  other  form  of  energy  somewhere  else. 
We  give  then  to  the  thermo-pile  heat,  or  to  another  generator  we  give  me- 
chanical energy  from  a  steam-engine,  and  by  means  of  a  metallic  circuit 
connecting  the  terminals  of  that  machine,  which  may  only  be  a  few  yards  or 
may  be  many  miles  long,  we  are  able  to  develop  mechanical  energy,  or  heat 
energy,  or  chemical  energy,  at  any  place  in  the  circuit. 

Joule^s  experiments  tell  us  that  any  generator  gives  out  exactly  as  much 
energy  as  is  given  to  it,  but  much  appears  in  the  form  of  heat,  so  that  it  is 
the  object  of  an  inventor  to  construct  a  generator  of  electrical  energy  which  shall 
give  out  as  much  as  possible  of  the  energy  supplied  to  it  in  the  form  of  electrical 
energy.  A  clear  distinction  must  be  made  between  electricity  and  electrical 
energy,  A  miller  does  not  merely  speak  of  the  quantity  of  water  in  his  mill-dam ; 
he  has  also  to  consider  the  height  through  which  it  can  fall.  A  weight  of  one 
thousand  pounds,  felling  through  a  distance  of  one  foot,  represents  the  same 
energy,  that  is,  can  give  out  the  same'  amount  of  work  in  falling,  as  one  pound 
through  one  thousand  feet.  A  mere  statement,  then,  of  the  quantity  of  electricity 
given  out  by  a  machine  is  insufficient ;  it  is  also  necessary  to  state  what  is  the 
height  or  difference  of  potential  through  which  it  is  falling.  The  quantity  of  elec- 
tricity in  a  thunder-cloud  is  comparatively  small,  but  the  difference  of  potential 
through  which  this  quantity  passes  when  discharge  occurs  is  exceedingly  great. 
So  it  is  with  the  two  fectors  of  the  electrical  energy  developed  by  a  glass-plate 

*  Energy  disappears  in  the  thermo-pile  and  appears  at  a  distant  place.  But  we  do  not  know  what 
has  been  its  direction  of  flow  in  the  wire ;  nor  whether  it  may  not  have  flowed  in  two  directions  at 
once.  Indeed  it  seems  rather  probable  that  the  energy  passes  through  the  space  outside  the  «vire« 
and  not  through  the  wire  itself. 
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machine.  The  quantity  of  electricity  obtainable  from  the  machine  per  second  is 
comparatively  small,  but  it  is  like  a  small  quantity  of  water  at  an  exceedingly 
great  height ;  whereas,  in  the  other  machines  mentioned,  we  have,  in  the  analogy 
of  the  miller,  a  very  great  quantity  of  water  and  a  very  small  difference  of  level. 

This  water  analogy  is  very  useful,  because  everybody  has  fairly  exact  notions 
ibout  water,  and  because,  within  certain  limits,  the  analogy  is  a  true  one.  The 
following  table  gives  it  more  fiiUy  : 


Water. 

1.  Steam-pump  bums  coal  and  lifts 
water  to  a  high  leveL 

2.  Energy  available  is,  amount  of 
water  lifted  X  difference  of  level. 

3.  If  we  let  all  the  water  flow  away 
through  a  channel  to  a  lower  level  without 
doing  work,  its  energy  is  all  converted 
into  heat  because  of  frictional  resistance 
of  the  pipe  or  channel 

4.  If  we  let  water  work  a  hoist  as  well 
as  flow  through  channels,  less  water  flows 
than  before,  less  power  is  wasted  in  fric- 
tion. 

5.  However  long  and  narrow  may  be 
the  channels,  water  may  be  brought  from 
any  distance,  however  great,  to  give  out 
almost  all  its  original  energy  to  a  hoist. 
This  requires  a  great  head  and  small 
quantity  of  w^ter. 

6t  If  a  pump  produces  a  very  slow  con- 
tinuous flow  of  water  in  an  endless  pipe 
which  may  or  may  not  work  water-pres- 
sure engines  by  its  motion,  the  work  done 
on  every  pound  of  water  passing  through 
the  pump  is  called  the  total  available  head, 
or  pressure,  and  it  is  greater  than  the 
greatest  difference  of  pressure  observable 
between  any  two  points  in  the  circuit. 


Electricity, 

1.  Generator  bums  zinc,  or  uses  me- 
chanical power,  and  lifts  electricity  to  a 
higher  level  or  potential 

2.  Energy  available  is,  amount  of 
electricity  X  difference  of  potential 

3.  If  we  let  all  the  electricity  flow 
through  a  wire  from  one  screw  of  our  gene- 
rator to  the  other  without  doing  work,  all 
the  electrical  energy  is  converted  into 
heat  because  of  resistance  of  the  wire. 

4.  If  we  let  our  electricity  work  a 
machine  as  well  as  flow  through  wires, 
less  flows  than  before,  less  power  is  wasted 
through  the  resistance  of  the  wire. 

5.  However  long  and  thin  the  wires 
may  be,  electricity  may  be  brought  from 
any  distance,  however  great,  to  give  out 
almost  all  its  original  energy  to  a  ma- 
chine. This  requires  a  great  difference 
of  potentials  and  a  small  current. 

6.  If  a  generator  produces  a  flow  of 
electricity  in  a  circuit  which  may  or  may 
not  work  electro-motors,  the  energy  given 
to  every  unit  quantity  (or  coulomb)  of 
electricity  passing  through  the  generator 
is  called  the  electro-motive  force  of  the 
generator,  and  it  is  greater  than  the 
greatest  difference  of  potential  observable 
between  any  two  points  in  the  circuit 


In  fact,  if  we  could  leave  out  of  account  the  kinetic  energy,  or  energy  of 
motion  of  water,  there  is  the  most  exact  agreement  between  the  laws  of  pumps, 
circuits  of  pipes,  and  water-pressiure  engines,  and  the  laws  of  electric  generators, 
electric  circuits,  and  electro-motors.  It  will  be  readily  understood  that  for  some 
purposes  it  is  necessary  to  have  our  electrical  energy  in  the  shape  of  a  small 
quantity  of  electricity  falling  through  a  great  difference  of  potential,  and  that 
for  other  purposes  we  must  have  a  great  quantity  of  electricity  falling  through  a 
small  difference  of  potential 
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When  we  possess  an  electric  circuit  from  a  generator,  we  are  able  to  convert 
the  electric  energy  into  other  forms  of  energy  at  any  place.  In  every  part  of 
the  circuit  some  heat  is  being  produced,  and  to  produce  a  high  temperature 
at  any  place  it  is  only  necessary  to  introduce  a  thin  wire,  say  a  platinum  wire 
or  carbon  filament.  Introducing  an  electro-motor  at  any  place  enables  us  to 
convert  the  electric  energy  into  mechanical  energy.  Thus  an  electric  generator 
receiving  mechanical  energy  from  a  steam-engine  gives  out  electric  energy;  this 
energy  can  be  conveyed  many  miles  along  metallic  wires  to  an  electro-motor, 
which  converts  it  into  mechanical  energy  again.  I  think  I  shall  never  forget 
the  astonishment  of  a  workman  in  Sheffield,  who  had  put  up  a  saw-bench  for 
use  at  a  lecture  by  Professor  Ayrton,  and  was  about  to  rehearse  his  part  of 
the  performance  to  be  gone  through  during  the  lecture.  He  looked  at  the 
motionless  saw,  and  he  laid  his  hand  on  the  wood ;  he  saw  that  there  was  a 
belt  from  a  little  mite  of  an  electro-motor  to  the  saw,  two  wires  dangled  from 
the  ceiling  to  the  motor,  and  this  was  all.  He  was  evidently  beginning  to 
think  that  he  was  the  victim  of  a  hoax ;  but  when  at  the  distant  place  a 
water-engine  was  started  to  drive  the  distant  machine,  when  the  saw  set  off 
nearly  at  its  full  speed,  and  the  two  dangling  wires  were  evidently  the  only 
means  of  communication,  this  thoughtful  workman's  face  expressed  only  blank 
amazement  and  puzzled  curiosity. 

I  have  already  observed  that  we  have  instruments  which  enable  us  to 
measure  the  electric  power  of  the  distant  generator,  the  power  wasted  by  con- 
version into  heat  in  the  circuit,  the  electric  power  received  by  the  motor  or 
lamp,  or  other  useful  converter,  and  the  mechanical  power  or  light  or  heat 
given  out  by  the  motor  or  lamp ;  and  by  easy  reasoning  we  find  out  what  are  the 
conditions  for  the  most  efficient  transmission  of  power. 

In  electric  lamps  we  usefully  convert  electric  energy  into  heat  and  light, 
although  some  of  our  energy  is  always  being  uselessly  converted  into  heat 
in  our  connecting  wires.  One  remedy  is  to  make  these  connecting  wires  of 
very  thick  copper,  but  this  is  an  expensive  and  only  a  partial  remedy.  The 
problem  before  us  is  this :  Electrical  energy  may  be  transmitted  to  a  distance, 
and  even  to  many  thousands  of  miles ;  but  can  it  be  transformed  at  the  distant 
place  into  mechanical  or  any  other  required  form  of  energy,  nearly  equal  in 
amount  to  what  was  supplied?  Unfortunately,  in  all  actual  experiments 
hitherto  made,  the  waste  in  transmission  has  been  very  considerable ;  but, 
fortunately,  we  may  have  perfect  faith  in  the  laws  already  stated,  and  these  laws 
tell  us  that  such  waste  is  not  at  all  a  necessity.  We  shall,  I  believe,  at  no  distant 
date,  have  great  central  stations,  possibly  situated  at  the  bottom  of  coal-pits,  where 
enormous  gas-engines  will  drive  dynamo  machines.  We  shall  have  wires  laid 
along  every  street,  tapped  into  every  house,  as  gas-pipes  are  at  present.  We 
shall  have  the  quantity  of  electric  energy  used  in  every  house  registered  as  gas 
is  at  present,  and  it  will  be  supplied  to  electro-motors  to  drive  machinery,  to 
produce  ventilation,  to  replace  stoves  and  fires,  to  work  apple-parers,  and 
mangles,  or  such  things  as  barbers'  brushes,  as  well  as  to  give  everybody  an 
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electric  light  My  reason  for  arriving  at  this  conclusion  is  a  very  simple  one. 
Suppose  that  there  is  an  electric  generator  at  Niagara,  driven  by  a  turbine 
water-wheel.  Let  there  be  wires  to  an  electro-motor  in  New  York,  giving  out 
mechanical  power.  The  power  received  by  the  motor  is  proportional  to  the 
current  multiplied  by  the  motor's  potential  difference.  The  power  wasted  in 
heating  the  circuit  is  proportional  to  the  square  of  the  current.  Hence,  if  a 
one  horse-power  motor  has  its  potential  difference  increased,  since  it  needs  less 
current,  and  since  the  loss  is  proportional  to  the  square  of  the  current,  there  is 
less  loss  than  before.  In  fact,  by  increasing  the  potential  differences  of  gene- 
rators and  motors,  we  can  reduce  the  loss  of  energy  in  transit  as  much  as  we 
please. 

During  the  last  six  years  the  progress  made  in  electric  engineering  has  been 
mainly  due  to  improvements  in  the  mechanical  arrangements  of  dynamo 
machines,  electro-motors,  arc  and  incandescent  lamps,  and  in  the  electric 
supply  cables  used  in  general  systems  of  electric  lighting  and  transmission  of 
power.  These  improvements  have  been  effected  almost  altogether  by 
mechanical  engineers,  whose  knowledge  of  electrical  science,  ten  years  ago, 
was  extremely  insignificant.  There  can,  therefore,  be  no  doubt  that  in  the  hands 
of  the  numerous  body  of  practical  men  who  have  a  pecuniary  interest  in  making 
such  improvements,  electrical  engineering  will  rapidly  become  more  important 
to  the  community  than  any  other  department  of  civil  engineering.  There  are 
still  difficulties  due  to  the  sparking  of  the  brushes  of  dynamo  machines  and 
motors;  short  circuits  occasionally  occur  through  defective  insulation  of  the 
wires  with  which  machines  are  wound.  The  management  of  electric  light  installa- 
tions, and  electric  railways,  and  systems  of  telpherage,  cannot  yet  be  left  altogether 
to  common  stokers  x>f  steam-engines.  But  the  time  is  rapidly  approaching  when 
the  slight  difficulties  here  referred  to  will  have  completely  disappeared.  This 
will  take  place  in  proportion  as  some  real  knowledge  of  the  subject  shall  become 
more  generally  diffused  amongst  the  practical  workers  therein,  as  already  in 
part  realised,  and  described  in  the  earlier  portion  of  this  Introduction.  Towards 
such  an  object  it  may  be  hoped  that  this  book,  giving  as  it  does  something  like 
a  connected  view  of  the  chief  practical  applications  of  electricity  in  man's 
service,  with  some  explanation  of  the  principles  upon  which  they  depend,  and 
the  manner  in  which  the  various  quantities  concerned  in  their  proper  adaptation 
are  measured,*  related,  and  adjusted,  will  in  some  degree  contribute. 

JOHN    PERRY. 

*  As  I  think  it  of  the  greatest  importance  that  readers  of  books  on  electricity  should  no  longer 
have  only  vague  notions  of  the  magnitudes  with  which  they  deal,  the  table  on  the  following  page  is 
pat  at  once  before  their  notice.  The  succeeding  pages  of  the  text  will  give  more  detailed  explanation 
of  most  of  tbeno. 
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ELECTRICAL     MAGNITUDES 

(SOME  RATHER  APPROXIMATE). 

Resistance  cf 

One  yard  of  copper  wire,  one-eighth  of  an  inch  diameter  0*002  ohms. 

One  mile  of  ordinary  iron  telegraph  wire 10  to  20  „ 

Some  of  our  selenium  cells 40  to  1,000,000        „ 

A  good  telegraph  insulator 4,000,000,000,000    „ 

Electro-motive  force  of 

A  pair  of  copper-iron  junctions  at  a  difference  of  tem- 
perature of  i"  Fahr.      o*ooo,oi  volts. 

Contact  of  zinc  and  copper 075  „ 

One  Danieirs  cell     i*i  „ 

Mr.  Latimer  Clarices  standard  cell I '45  ** 

Difference  of  potential  at  the  terminals  of  an  incandescent 

lamp  used  in  ordinary  lighting 50  to  no     ,, 

Board  of  Trade  limit  of  difference  of  potential  between  any 
two  points  in  an  electric  circuit  used  in  continuous 

current  lighting     200  „ 

Electro-motive  force  of  one  of  Dr.  De  la  Rue's  batteries  ...     11,000         „ 
Lightning-flashes         probably  many  millions  of  volts. 

Currents  usually  measurfd-^ 

Using  electrometer almost  infinitely  small  currents. 

Using  delicate  galvanometer  0*000,000,000,040  amperes. 

Current    received  from   Atlantic  cable,  when  25  words 

per  minute  are  being  sent        0*000,001  ,, 

Current  in  ordinary  land  telegraph  lines 0*003  „ 

Current  through  an  ordinary  incandescent  lamp 0*5  to  i  ., 

Current  from  dynamo  machine  used  in  electric  lighting...  5  to  500  „ 

In  any  circuit  containing  a  generator  of  electricity,  the  electro-motive  force  of  the  generator  is 
equal  to  the  current  in  amperes  multiplied  by  the  resistance  of  the  circuit  in  ohms. 

The  resistance  (in  ohms)  of  any  piece  of  wire  forming  part  of  an  electric  circuit,  is  equal  to 
the  difference  of  potential  (in  volts)  between  its  ends  divided  by  the  current  (in  amperes)  passing 
through  it 

Rate  of  production  of  heat  or  other  forms  of  energy  in  watts  (746  watts  =  i  horse-power) : 
In  the  whole  of  a  circuit,  is  the  current  (in  amperes)  multiplied  by  the  electro-motive  force  (in 
volts).  In  any  wire  forming  part  of  a  circuit,  is  the  current  (in  amperes)  multiplied  by  the 
difference  of  potential  (in  volts)  between  the  ends  of  the  wire,  or  the  square  of  the  current 
(in  amperes)  multiplied  by  the  resistance  (in  ohms). 

In  a  20-candle  incandescent  light  we  find  that  75  watts  are  usually  expended. 

Rate  at  which  electric  energy  is  given  to  an  electro-motor,  is  the  difference  of  potential  at  the 
terminals  of  the  motor  (in  volts)  multiplied  by  the  current  (in  amperes).  This  energy  is  con- 
verted partly  into  heat  and  partly  into  mechanical  energy  by  the  motor. 

Rate  at  which  electric  energy  is  being  given  out  by  a  generator,  is  the  difierence  of  potential 
at  its  terminals  (in  volts)  multiplied  by  the  current  (in  amperes). 
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ERRATA. 

Page   88,  line    i, /v  "Dufay"  riM^  "Du  Fay." 

„  153.  line  319,  for  "  Mdvinger"  read  "  Meidinger." 

„  178,  line  23,  and  under  diagram,  for  "  Ball"  Magnet  read  "  Bell  '  Magnet 

,  ao6,  line  40,  for  **  Nobanitzky  "  read  "  Urbanitzky." 

,.  2ZI,  line  a6,  „  „ 

,,  212,  line  12,  ,.  .. 

„  360, lines  19,  21.  and  under  diagram,  for  "  British "  read  "  Brash'*  regulator. 

„  401,  line    8,  /or  "  Buschtetwarder  "  read  "  BuschtShrader.** 
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ELECTRICITY 

IN    THE   SERVICE   OF    MAN. 


PART    I. 

Zbc  principlee  of  £Iectric(ti?* 


EARLY  HISTORY  OF  MAGNETISM  AND  ELECTRICITY. 

Early  and  Classical  References  to  Magnetism. — ^The  ancients  were 
acquainted  with  the  natural  loadstone,  although  we  cannot  determine  the  exact 
date  when  it  was  discovered  They  had,  however,  very  exaggerated  notions 
of  its  powers.  According  to  Plinius,  the  loadstone  was  first  found  by  a  shepherd 
named  Magnes,  and  hence  the  term  magnet  Other  historians  refer  to  the  load- 
stone under  the  name  of  "  Lithos  Herakleia,"  which  meant  Hercules  stone,  or 
the  stone  of  Heraklea.  The  town  of  Heraklea,  at  a  later  period,  received  the 
name  of  Magnesia,  which  may  have  been  the  origin  of  the  word  magnet 
Lucrez  (bom  95  B.c)  mentions  the  fact  that  the  loadstone  had  the  power  of 
attracting  and  repelling  iron. 

Klaproth  attributes  the  discovery  of  the  magnetic  needle  to  the  Chinese, 
as  early  as  the  year  121  a.d.  Another  Chinese  work,  dating  from  the  eleventh 
century,  mentions  the  fact  that  sailors  made  use  of  the  magnetic  needle,  and  are 
said  to  have  been  acquainted  with  its  deflections.  Magnetic  needles  were  first 
employed  by  the  Chinese  on  land  journeys,  and  not  sea  voyages.  The  cele- 
brated Tchi-nan-tschin  had  a  magnetic  needle,  of  which  Poggendorff  gives  a 
description. 

History  of  Magnetism  during  the  Middle  Ages. — Nothing  cer- 
tain is  known  about  the  exact  period  when  the  compass  was  brought  to  Europe. 
We  find  in  a  piece  of  poetry  called  "  La  Bible,"  composed  by  Guyot  de  Provins, 
dated  1190,  some  lines  to  the  effect  that  sailors  consulted  the  magnetic  needle 
when  bad  weather  set  in.  Jacques  de  Vitry,  in  his  "  Historia  Naturalis"  (1215 — 
1220),  mentions  the  magnetic  needle  as  being  at  that  time  no  longer  a  novelty. 

The  first  European  who  took  into  account  the  declinations  of  the  needle 
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was  probably  Christopher  Columbus.  Its  deflection  from  the  due  north  had 
been  previously  attributed  to  the  incorrect  construction  of  the  instrument 
Variations  in  the  deflection  of  the  needle  at  the  same  place  were  first  noticed 
by  Henry  Gellibrand  in  the  year  1634. 

In  the  year  1544  the  discovery  of  the  inclination,  or  dip,  was  made  by  Hart- 
mann,  who  mentions  the  fact  in  a  letter  to  Albrecht  of  Prussia.  Robert  Norman 
(1576),  in  making  more  accurate  experiments  to  ascertain  the  cause  of  "dip," 
found  that  iron^  when  magnetised,  did  not  increase  in  weight.  The  reason  for 
the  inclination,  or  dip  of  the  magnetic  needle,  was  satisfactorily  explained  by 
William  Gilbert,  whom  we  shall  have  occasion  to  mention  later  oa  Gilbert  and 
Hartmann  were  aware  that  similar  poles  repelled  each  other.  Gilbert  observed, 
further,  that  pieces  of  iron  vertically  suspended  became  magnets,  especially  when 
the  bar  of  iron  had  a  similar  inclination  to  that  of  the  dipping  needle,  and  that 
the  poles  of  the  magnets  thus  formed  nearest  the  earth  proved  to  be  N.  poles. 
From  these  facts  he  concluded  that  the  earth  was  itself  an  enormous  magnet ; 
he  therefore  claims  the  discovery  of  the  earth's  magnetism.  This  affords  an 
easy  and  satisfactory  explanation  for  the  increase  of  inclination  from  the  equator 
to  the  poles.  Hudson,  the  discoverer  of  the  bay  bearing  his  name,  practically 
proved  Gilbert's  theory  by  his  journey  into  northern  latitudes  in  1608.  Gilbert 
also  found  that  a  bar  of  iron  having  the  direction  of  the  needle  could  be 
magnetised  byhiajtimering:  the  magnetism  being  lost  when  the  bar  was  heated, 
but  regained  when  the  bar  was  cooled  ;  in  fact,  that  the  bar  might  be  magnetised 
again  by  making  it  red  hot,  and  allowing  it  to  cool  whilst  inclined  at  an  angle 
equal  to  that  of  the  dipping  needle. 

Early  History  of  Electricity. — It  is  difllicult  to  give  the  exact  date  at 
which  the  first  observations  of  electrical  phenomena  were  made.  Thales,  one  of 
the  seven  sages  of  Greece,  who  was  bom  at  Mileta  in  the  year  640  B.C.,  and  who 
died  in  548  B.C.,  is  supposed  to  have  been  the  first  who  observed  that  amber 
had  the  power  of  attracting  small  bodies.  Amber  was  known  to  the  Greeks  by 
the  name  "  elektron,"  and  from  this  name  the  word  electricity  has  been  derived. 
The  ancients  must  have  been  acquainted  with  the  effects  of  atmospheric 
electricity,  as  thunder-storms  in  most  southern  latitudes  are  of  frequent 
occurrence,  and  they  also  knew  of  the  St.  Elmo's  fire.  They  could,  how- 
ever, have  had  but  little  or  no  knowledge  of  electricity,  and  the  few  phenomena 
above  noticed,  with  which  they  were  acquainted,  they  were  quite  unable  to 
explain. 

Gilbert's  Discoveries. — The  science  of  electricity  remained  in  this  con- 
dition for  nearly  two  thousand  years,  when  Queen  Elizabeth's  physician,  William 
Gilbert,  made  a  series  of  fresh  discoveries  of  electrical  phenomena,  which  won 
him  the  title  of  the  founder  of  the  science.  He  was  bom  at  Colchester  in  1540, 
studied  at  Oxford  and  Cambridge,  and,  afler  travelling  for  some  time  on  the 
Continent,  established  himself  as  a  physician  in  London,  where  he  died  in 
1603.  Considering  the  period  at  which  Gilbert  lived,  his  scientific  knowledge 
must  have  been  remarkable.     It  gained  for  him  the  favour  of  the  queen,  who 
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gave  him  the  means  of  carrying  out  his  scientific  experiments,  and  also  appointed 
him  her  private  physician.  The  principles  and  theories  of  Lord  Bacon,  who 
frequented  Queen  Elizabeth's  Court,  probably  greatly  influenced  Gilbert.  It  is, 
however,  certain  that  he  did  not  follow  the  plan  previously  followed  by  the 
schoolmen,  of  making  daring  hypotheses  to  explain  natural  phenomena,  but 
formed  his  ideas  from  direct  experiment*.  This  is  exactly  the  plan  adopted  by 
Bacon.  Gilbert  discovered  that  other  bodies  besides  amber  could  be  electrified 
by  friction.  He  also  ascertained  that  the  production  of  electricity  was  affected 
by  moisture ;  that  hot  or  burning  bodies  lost  all  electricity ;  and  that  an  elec- 
trified body  attracts  a  variety  of  other 
bodies,  whereas  a  magnet  only  attracts 
steel  or  iron.  The  latter  fact  shows  that 
he  was  acquainted  with  the  difference 
between  electricity  and  magnetism. 

The  Jesi'it  Nicolo  Cabeo,  Francastro, 
Descartes,  ana  others  studied  electricity, 
but  were  satisfied  to  establish  learned 
theories  without  testing  them  by  actual 
experiments. 

Guericke's  Sulphur  Ball.— The 
next  scientist  who  increased  the  list  of 
important  electrical  discoveries  was  Otto 
von  Guericke.  He  was  bom  at  Magde- 
burg in  1602,  studied  law  at  Leipzig  and 
lena,  and  mathematics  and  mechanics  at 
Leyden.  Aftervisiting  France  and  England, 
and  being  employed  as  engineer  at  Erfurt, 
he  returned  to  Magdeburg,  where  he  was 
elected  mayor,  and  where  he  afterwards 

made  his  experiments.  In  1681  he  removed  to  Hamburg,  where  he  died 
five  years  later  (1686).  Up  to  this  time  electricity  had  been  produced  by 
taking  larger  or  smaller  pieces  of  various  substances  in  one  hand,  and 
mbbing  them  with  the  other,  the  amount  thus  obtained  being  very  small 
indeed.  Guericke  now,  however,  to  his  other  discoveries,  added  that  of 
an  electric  machine.  Having  cast  a  globe  of  sulphur,  he  supplied  it  with  a 
wooden  axle,  and  then  mounted  the  whole  on  a  frame  (Fig.  i),  the  hand 
being  employed  as  the  rubber.  Although  the  arrangement  was  a  very  simple 
one,  he  obtained  better  results  wnth  it  than  any  of  his  predecessors.  By 
means  of  it  he  discovered  that  the  production  of  electricity  in  large  quantities 
was  accompanied  by  light  and  sound.  He  further  found  that  the  electrified 
sulphur  globe  attracted  light  bodies,  which  it  afterwards  repelled  until  they  had 
touched  some  other  body. 

Discovery  of  Electrical  Luminosity. — About  the  same  time  Picard 
observed  the  luminosity  of  greatly  rarified  gases.     Experimenting  with  an  imper- 


Fig.  I. — Guericke's  Sulphur  BalL 
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fectly  exhausted  barometer  tube,  he  agitated  the  mercury  in  the  tube,  thus 
producing  electricity,  which  caused  the  mercury  vapour  and  the  remaining  air  to 
glow. 

Robert  Boyle  and  Dr.  Wall  made  further  discoveries,  the  former  finding  that 
substances  are  attracted  by  an  electrified  body  in  a  vacuum,  while  the  latter  was 
the  first  to  produce  the  electric  spark. 

Hawksbee,  who  lived  at  the  commencement  of  the  eighteenth  century,  gave 
the  first  proper  explanation  of  Picard's  observations.  He  experimented  in  the 
following  manner  :  Taking  several  glass  vessels  containing  mercury,  he 
exhausted  the  air  by  means  of  an  air-pump,  and  then  agitated  the  mercury. 
The  glow  which  was  thus  produced  inside  the  vessels  he  attributed,  to  electricity, 
and  to  test  the  point  he  was  led  to  construct  an  electrical  machine.  He  substi- 
tuted a  glass  globe  for  the  sulphur  ball  of  Guericke,  which  he  exhausted,  and 
thus  obtained,  besides  the  glow,  sparks  an  inch  long.  He  also  experimented 
with  other  substances,  such  as  sealing-wax,  etc.,  from  which  he  discovered  that 
the  electricity  of  these  bodies  was  not  of  the  same  character,  though  he  did 
not  go  so  far  as  to  recognise  the  positive  and  negative  electricities. 

Stephen  Gray  (1696 — 1736),  about  whom  little  is  known,  was  the  first  to 
draw  attention  to  the  classes  of  conducting  and  non-conducting  bodies. 
Experimenting  with  some  glass  tubing,  the  ends  of  which  he  closed  with  corks, 
he  found  that  although  the  corks  were  not  rubbed,  they  attracted  and  repelled 
small  bodies  exactly  like  the  excited  glass  tube.  He  followed  this  discovery  up, 
and  proved  the  difference  between  conductors  and  non-conductors,  or  insulators. 
He  also  ascertained  that  it  was  not  necessary  to  touch  the  bodies  for  the 
purpose  of  charging  them,  and  further,  that  the  distribution  of  electricity  on  a 
body  was  unaffected  by  the  mass  of  that  body. 

Discovery  of  the  fact  that  Electricity  is  of  two  kinds.—Charles 
Francois  de  Cisternay  du  Fay,  better  known  under  the  simple  title  of  Du  Fay, 
made  experiments  during  the  years  1733 — 1739.  He  found,  as  the  result 
of  his  investigations,  that  electrified  bodies  attract  all  unelectrified  bodies, 
electrifying  them  in  turn,  and  then  repelling  them;  also  that  there  are  two 
distinct  kinds  of  electricity — namely,  that  which  is  produced  by  rubbing  glass, 
etc.,  and  that  which  is  produced  by  rubbing  amber,  resin,  sealing-wax,  etc. 
He  termed  the  former  kind  vitreous  electricity,  and  the  latter  resinous  electricity. 
His  experiments  on  living  bodies  produced  a  great  sensation  at  the  time. 

The  Globe  Electric  Machine. — It  is  a  curious  fact  that  these  men 
wTre  content  to  produce  the  required  electricity  by  means  of  a  rubbed  glass 
rod,  and  none  of  them  thought  of  perfecting  Guericke's  and  Hawksbee's  elec- 
trical machines.  Litzendorf,  a  pupil  of  the  mathematical  Professor,  Christian 
August  Hansen,  proposed  to  use  in  the  place  of  the  glass  rod  a  glass  ball,  which 
might  be  rotated  by  means  of  a  wheel.  The  professor  carried  out  the  suggestion, 
and  thus  the  glass  ball  was  employed  a  second  time,  but  the  hand  was  still 
retained  as  the  rubber. 

The  Prime  Conductor. — Professor  George  Mathias  Bose,  who  died  in 
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1761,  constnictecj  the  first  prime  conductor,  which  was  simply  an  iron  tube, 
held  by  a  person  who  stood  on  a  cake  of  resin.  This  method  of  supporting  the 
conductor  he  soon  found  to  be  inconvenient,  and  he  therefore  suspended  it 
by  silk  threads.  Observing  that  the  person  rubbing  the  glass  ball  became 
charged  with  electricity  as  well  as  the  conductor,  he  put  a  kind  of  armour  all 
over  the  person  and  let  him  stand  on  a  large  cake  of  resin.  When  charged,  the 
person  began  to  glow  all  over,  the  effect  terminating  with  a  kind  of  halo  round 
the  head.  This  experiment  was  known  under  the  title  of  the  "beatification." 
He  also  succeeded  in  firing  gunpowder. 

Cylindrical  and  Plate  Machines. — Professor  Andreas  Gordon,  of 
Erfiirt,  changed  the  glass  globe  for  a  glass  cylinder ;  and  Giessing,  under  the 
direction  of  Professor  Johann  Winkler,  of  Leipzig,  constructed  a  cushion,  or 
rubber,  which  consisted  of  some  woollen  material  held  in  position  by  nietal 
catch  springs.  The  electrical  machine  now  possessed  both  rubber  and  prime 
conductor.  Benjamin  Wilson  (1746)  improved  the  conductor  by  adding  a 
series  of  points,  which  he  termed  the  collector;  and  Canton  (1762)  improved 
the  rubber  by  the  addition  of  amalagam  of  tin.  With  the  machine  as  thus 
improved  very  fair  results  were  obtained. 

Se\'eral  claim  to  have  been  the  first  to  use  a  glass  plate  instead  of  a  glass 
cylinder,  but  Poggendorff  says  that  Planta  was  the  first  who  made  use  of  the 
plate  machine.  Several  machines  with  very  large  plates  were  constructed ;  the 
Duke  de  Chaulnes  made  a  machine,,  the  plate  of  which  had  a  diameter  of 
nearly  five  feet ;  this  machine  gave  sparks  of  twenty-two  inches  in  length. 

The  Electric  Jar. — ^We  come  now  to  the  discovery  of  the  electric  jar. 
According  to  our  authority,  Poggendorff,  Dean  Kleist  was  the  inventor  of  the 
electric  jar.  In  1745  Kleist  brought  near  his  electrical  machine  a  medicine- 
bottle,  in  the  neck  of  which  there  happened  to  be  an  iron  nail.  Holding  the 
bottle  with  one  hand,  the  other  happened  to  touch  the  nail,  and,  to  his  surprise, 
he  received  a  violent  shock  \  he  made  several  experiments  to  trace  the  cause, 
and  communicated  with  several  people  regarding  them. 

About  the  same  time  Pieter  van  Musschenbroek  made  the  same  discovery. 
Musschenbroek,  Professor  at  Leyden,  observed  that  electrified  bodies  lose  their 
electricity  when  exposed  to  the  atmosphere.  To  prevent  the  electricity  from 
leaving  some  water,  he  put  the  water  into  a  glass  bottle,  and  conducted  the 
electricity  along  an  iron  nail.  Cunaens  at  Leyden,  who  worked  with 
Musschenbroek,  happened  to  hold  this  bottle  in  one  hand  in  order  to  charge  it, 
and  on  removing  the  bottle  from  the  conductor  he  touched  the  conducting 
wire  with  the  other  hand  ;  he  then  received  a  shock  like  Kleist.  Musschenbroek 
repeated  the  experiment,  but  got  so  frightened  that  he  wrote  to  Reaumur  :  "  not 
for  the  imperial  crown  of  France  would  he  expose  himself  a  second  time." 
R&iumur  mentioned  the  fact  to  the  Abbot  Rollet  in  Paris,  and  he  it  was  who 
introduced  the  term  Leyden  jar.  Winkler,  Grabath,  Le  Monnier,  Bevies 
(especially  Winkler  in  Leipsig)  worked  at  the  subject.  Dr.  Bevies  conceived  the 
happy  thought  of  covering  the  outside  of  the  jar  with  tinfoil.     After  some  time 
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he  tried  to  charge  a  glass  plate  covered  on  both  sides,  and  received  when  dis- 
charging it  a  violent  shock.  This  caused  Watson  to  construct  for  the  first  time 
a  perfect  Kleist,  or  Leyden  jar.  Watson  covered  earthenware  vessels  with  tin- 
foil almost  up  to  their  edges ;  he  knew  that  the  efficiency  of  the  jar  depended 
on  the  surface  of  tinfoil,  but  about  its  mode  of  action  he  had  no  notion. 

Franklin's  Discoveries. — Benjamin  Franklin  explained  this,  and  made 
important  discoveries  regarding  the  Leyden  jar.  He  found  that  an  insulated 
ball,  after  contact  with  the  inner  coating  of  the  jar,  was  repelled  by  the  outer 
coating,  and  vice  versa.  He  suspended  a  cork  ball,  which  received  its  charge 
from  the  outer  coating,  and  found  it  to  be  repelled  by  a  wire  in  connection 
with  the  inner  coating ;  he  further  made  wires  from  the  outer  and  inner  coating 
come  within  an  inch  or  so  of  each  other.  Between  these  wires  he  suspended 
the  cork  ball,  which  oscillated  until  the  jar  had  lost  all  its  electricity.  On  the 
basis  of  these  experiments  Franklin  tried  to  explain  the  behaviour  of  the 
Leyden  jar./  At  the  same  time  he  laid  down  a  law  of  electricity,  that  when  two 
oppositely  charged  conductors,  separated  by  an  insulator,  are  brought  near 
together  they  will  attract  each  otherj  Franklin,  one  of  America's  greatest 
citizens,  was  bom  in  1706.  On  his  statue  is  the  appropriate  epitaph,  "He 
snatched  the  lightning  from  heaven,  and  the  scepter  from  tyrants."  His  crowning 
invention  was  the  lightning  conductor.  He  thought  lightning  to  be  nothing  more 
than  an  enormous  electrical  spark,  though  he  was  not  the  first  to  entertain  this 
idea ;  we  know  that  Wall,  Rollet,  and  Winkler,  in  particular,  reasoned  in  the  same 
manner ;  but  he  was  the  first  to  give  clear  and  distinct  explanations,  and  to 
propose  experiments  to  prove  them.  Franklin  was  however  forestalled  in  the  ex- 
periment which  he  proposed ;  the  first  who  actually  made  the  experiment  were 
the  Frenchmen,  Dalibrand  and  Delor.  Franklin,  for  the  purpose  of  verifying 
his  theories,  commenced  experiments  (1752),  which  enabled  him  to  give 
directions  for  the  practical  construction  of  lightning  conductors.  He  reasoned 
thus  :  Knowing  that  lightning  and  the  sparks  produced  with  the  electrical 
machine  were  identical,  he  thought  if  it  were  possible  to  conduct  electricity  from 
the  clouds,  it  wpuld  be  equally  possible  to  rob  it*  of  its  destructive  power.  A 
spark  being  only  produced  along  a  conductor  that  has  a  break  in  it,  or  which  is 
too  weak  in  itself  to  render  this  electrical  spark  harmless,  it  would  only 
be  necessary  to  use  metal  rods  of  sufficient  strength,  and  to  have  them  well 
connected  with  the  earth.  Winkler,  in  Germany  (1753),  warmly  urged  the 
erection  of  lightning  conductors.  Through  his  influence  a  clergyman  had  the 
first  lightning  conductor  erected  near  his  house.  Unfortunately,  the  summer  of 
1756  being  very  dry,  the  superstitious  peasantry  ascribed  it  to  this  weather  rod, 
and  were  not  satisfied  until  they  saw  it  removed. 

Richmann's  Death. — Professor  Richmann,  at  Petersburgh,  had  in  his 
room  an  insulated  iron  rod  erected  for  the  purpose  of  studying  atmospheric  elec- 
tricity. During  a  thunderstorm  in  August,  1753,  Richmann  approached  to 
observe  his  rod,  when  a  large  spark  or  ball  of  fire  rushed  from  it  and  killed  him 
on  the  spot.     His  engineer,  Sokoloff,  who  was  present  at  the  time,  was  thrown 


Digitized  by 


Google 


Early  History  of  Magnetism  and   Electricity,  7 

to  the  ground,  but  recovered  after  a  short  time.  De  Romas,  in  France,  experi- 
mented on  atmospheric  electricity,  but  with  greater  care.  Like  Franklin,  he 
used  a  kite  of  lai;ge  dimensions.  The  line  by  which  he  held  this  electrical  kite 
had  wire  twisted  round  it,  and  terminated  in  a  rope  of  silk ;  to  the  extremity  of 
this  wire  rope  he  attached  a  cylinder  of  sheet-iron.  With  this  apparatus  he 
obtained  remarkable  results.  In  August,  1757,  by  using  a  similar  discharger,  he 
obtained  sparks  ten  feet  long.  The  sad  fate  of  Richmann  caused  great  sensa- 
tion, but  did  not  prevent  men  like  Le  Monnier,  Beccaria,  and  Cavallo  from 
continuing  their  experiments. 

The  use  of  electricity  in  medicine  was  brought  forward,  and  ways  of  measuring 
electricity  were  diligently  tried. 

Electrometers. — The  first  electrometer  was  constructed  by  John  Canton 
(who  lived  from  1718  to  1772  in  England);  it  was  the  well-known  pith-ball 
electrometer.  Several  others  constructed  electrometers  in  principle  like 
Canton's. 

Repulsion  between  two  pith-balls  was  observed  when  a  charged  body  was 
brought  near  them;  this  phenomenon  was  studied  and  explained  by  iEpinus 
and  Wilke.  They  further  proved  that  one  of  Franklin's  notions  about  the 
Leyden  jar  was  incorrect,  for  he  attributed  the  behaviour  of  the  jar  to  the 
peculiar  structure  of  the  glass. 

Symmer's  Theory. — The  science  of  electricity  was  advanced  not  a  little 
during  the  period  of  silk  stockings.  Robert  Symmer  (1759)  'used  to  wear  silk 
stockings,  and  always  two  pairs  at  a  time,  one  white  and  the  other  black  ;  when- 
ever he  pulled  one  pair  from  the  other  he  heard  a  crackling  noise,  which  he 
attributed  to  electricity  ;  he  found  also  that  stocknigs  of  the  same  colour 
repelled  each  other,  and  those  of  different  colours  attracted  each  other.  Although 
these  facts  proved  nothing  new,  Symmer  was  led  to  take  up  again  Du  Fay's  theory, 
that  there  are  two  different  kinds  of  electricity.  To  prove  his  theory  Symmer 
could  only  think  of  one  experiment.  He  sent  a  spark  through  paper  and 
examined  the  perforation.  The  edges  of  the  hole  which  the  spark  had  made 
were  turned  up  on  both  sides  of  the  paper.  According  to  Franklin's  theory, 
this  fact  could  not  very  well  be  explained  :  Symmer  explained  it  by  assuming 
that  "in  an  electric  discharge  two  streams  of  electricity  flow  in  opposite  direc- 
tions" Although  he  could  only  propose  this  one  experiment  to  maintain  his 
theory,  electricians  considered  it  conclusive.  Franklin  was  kind  enough  to  send 
Symmer  an  apparatus  which  he  thought  might  aid  him  in  establishing  his  theory, 
though  opposed  to  his  own.  Symmer's,  or  rather  Du  Fay's  theory,  received 
further  support  by  Lichtenberg's  discovery  of  electrical  dust  figures  in  1777. 
These  dust  figures  assume  different  shapes  when  first  produced  by  positive,  and 
then  by  negative  electricity,  and  znce  versa,  Lichtenberg  also  introduced  the 
terais  -I-  and  — . 

The  charging  of  coated  insulators  and  the  improvement  of  measuring  m- 
stmments  now  received  attention.  Volta  constructed  the  electrophorus,  which 
led  him  on  to  the  discovery  of  the  condenser,  an  instrument  which  condenses 
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or  accumulates  electricity.  Volta,  in  1781,  also  devised  the  straw  electroscope. 
Both  Bennet  and  Volta  thought  of  using  the  condenser  and  electroscope 
combined. 

Coulomb's  Balance. — After  Coulomb's  researches,  nothing  was  added 
to  the  knowledge  of  statical  electricity  for  a  considerable  time.  Charles 
Augustin  de  CoulomT)  (bom  in  June,  1736)  published  in  1784  the  results  of 
his  celebrated  researches  on  the  force  of  torsion  and  elasticity  of  metal  wires. 
He  constructed  shortly  afterwards  the  torsidn-balance,  an  instrument  still  in  use. 

Animal  Electricity. — Some  electrical  phenomena  in  the  animal  kingdom 
next  received  attention.  Reaumur  (about  17 14)  pointed  out  that  the  electrical 
shad-fish  was  capable  of  imparting  violent  shocks.  These  he  attributed  to  the 
muscular  power  of  the  animal's  tail.  It  was  afterwards  assumed  that  these 
shocks  might  be  of  an  electrical  nature,  and  this  was  proved  experimentally 
by  Dr.  John  Walsh  in  1772.  He  experimented  on  the  electrical  shad-fish,  and 
showed  that  in  order  to  obtain  the  shock  the  fish  must  be  touched  on  both 
sides  at  the  same  time.  Many  experiments  in  different  directions  were  made 
to  solve  the  problem  as  to  the  source  of  the  electricity  of  the  torpedo  and 
electric  eel,  but  even  up  to  the  present  time  much  uncertainty  prevails. 

Galvani  and  Volta. — Luigi  Alvisio  Galvani  (born  1737)  made  some 
important  discoveries  through  noticing  the  motions  of  a  frog's  leg.  The  publi- 
cation of  his  experiments  and  explanations  were  much  talked  of,  and  a  scientific 
war  commenced  between  Galvani's  and  Volta's  followers.  Alessandro  Volta  was 
born  1745,  he  first  publishing  the  results  of  his  researches  between  1769  and  177 1, 
which  brought  his  name  before  the  public  Poverty  and  disease  prevented 
Galvani  from  following  up  his  discoveries.  Volta  made  experiment  after  experi- 
ment, which  ultimately  resulted  in  the  discovery  of  the  pile.  In  1800  he 
informed  the  Royal  Institution,  London,  of  his  invention.  The  value  of  Galvani's 
and  Volta's  discoveries  is  best  understood  in  following  the  further  growth  of 
that  particular  branch  of  electrical  science  which  is  termed  Galvanism.  Volta 
and  Galvani  no  doubt  laid  the  foundation,  but  to  complete  the  structure  required 
such  men  as  Oersted,  Ampere,  and  Faraday. 

Oersted's  Discovery. — It  has  been  said  that  an  apple  Ming  to  the 
ground  caused  the  discovery  of  the  law  of  gravitation ;  the  motion  of  a  frog's 
leg  led  to  the  discovery  of  galvanism ;  chance  led  Oersted  to  observe  the 
influence  an  electrical  current  has  on  the  magnetic  needle.  Are  all  these , 
discoveries  to  be  attributed  to  chance  only  ?  and  how  is  it  to  be  explained  that 
these  so-called  chances  only  happen  with  great  men?  Whewell  says,  in  his 
"History  of  Inductive  Science,"  "These  accidents,  if  accidents  at  all,  are 
more  like  the  spark  that  sends  the  charge  of  a  gun  to  a  directed  aim." 

Hans  Christian  Oersted  was  bom  1777;  his  most  important  discovery  was 
that  of  electro-magnetism  (18 19).  Oersted's  discovery  explains  the  behaviour  of 
iron  rods  through  which  lightning  had  passed,  and  also  explains  the  polarisation 
of  magnetic  needles.  Ampere  took  great  interest  in  Oersted's  discoveries,  and 
through    them  was  finally  led  to  his  celebrated  theory  of   electro-dynamics. 
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Ampere's  theory  was  not  so  readily  accepted  by  his  contemporaries  as  might 
have  been  expected.  In  1822  Sweigger  constructed  a  galvanometer,  and  Pro- 
fessor Seebeck  discovered  thermo-electricity.  Georg  Simon  Ohm,  born  1787, 
laid  down  a  law  (1827)  for  galvanic  batteries,  and  Arago  published  the  results 
of  his  researches  on  Rotation-magnetism. 

Properly  speaking,  the  early  history  of  electricity  comes  to  a  close  here,  and 
the  science  of  electricity  commences  with  the  results  of  the  researches  of 
Davy  and  Faraday.  The  one  who,  as  it  were,  prepared  the  ground  was  Humphry 
Davy  (bom  1778).  His  researches  regarding  the  influence  of  the  electrical 
current  on  chemical  compounds  were  begun  in  1806,  and  led  him  to  the  decom- 
position of  the  alkaline  earths  and  the  discovery  of  the  alkaline  metals.  Chlorine 
was  found  to  be  an  element,  and  the  products  of  decomposed  bodies  to  be 
analogous  to  positive  and  negative  electricity,  etc  etc.  This  observation  led 
to  the  electro-chemical  theory.  Although  water  was  decomposed  by  Carlisle 
and  Nicholson  in  1800,  no  proper  explanation  of  the  result  could  be  furnished. 
Davy,  however,  proved  water  to  consist  of  oxygen  and  hydrogen  only. 

We  owe  to  Faraday,  his  pupil,  the  further  working  out  of  Davy's  notions. 
Michael  Faraday  (bom  1791)  was  no  doubt  one  of  the  greatest  physicists 
that  ever  lived.  We  need  not  go  into  the  details  of  his  discoveries  in  many 
other  branches  of  science.  For  us,  his  name  is  chiefly  associated  with  the  law 
of  electro-statics,  diamagnetism,  and  induction.  The  enormous  importance  of 
this  discovery  of  induction  may  easily  be  seen  by  pointing  to  the  present  con- 
dition of  electro-technics,  />.  to  the  telegraph,  telephone,  and  dynamo  machine. 

Faraday  substituted  the  term  electrode  for  pole,  naming  the  positive  electrode 
the  annode,  the  negative  electrode  the  kathode.  He  also  constmcted  the  volta- 
meter, by  means  of  which  he  discovered  the  laws  of  electrolysis  in  1853. 

MAGNETISM. 

The  Loadstone. — There  is  an  ore  in  nature  termed  by  mineralogists 
magnetic  iron-stone,  which  possesses  certain  remarkable  properties.  If  we  take 
a  piece  of  this  ore  which  has  been  shaped  a  little,  and  plunge  it  into  iron 
filings,  fringes  of  the  filings  adhere  to  it  If  we  suspend  it,  so  that  it  can  turn 
ft-eely,  as  by  placing  it  in  a  chair  or  saddle  of  paper  hung  by  a  fine  thread,  or  by 
floating  it  on  cork,  it  sets  itself  in  a  fixed  direction,  pointing  neariy  north  and 
south.  All  these  properties  we  imply  when  we  call  it  a  loadstone,  or  natural 
magnet  If  we  draw  the  point  of  the  loadstone  three  or  four  times  along  a 
small  sewing-needle  from  the  eye  to  the  point,  it  communicates  its  properties  to 
the  needle.  The  loadstone  gives  the  needle  some  power  it  had  not  before.  We 
describe  what  we  have  done  to  the  needle  by  saying  we  have  magnetised  it,  or 
have  imparted  magnetism  to  it  Hence  we  have  natural  magnets  like  the 
loadstone,  and  artificial  magnets  like  the  sewing-needle.  For  the  future  we 
shall  employ,  in  the  place  of  our  irregulariy-shaped  natural  magnet,  a  regular  bar 
of  steel,  made  a  magnet  by  being  drawn  across  another  magnet     An  artificial 
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magnet,  such  as  this  bar  magnet,  possesses  the  same  three  properties  as  the 
loadstone  :  i .  It  attracts  iron.  2.  When  suspended,  it  yields  to  the  directive 
force  of  the  earth.  3.  When  we  draw  it  along  a  piece  of  steel,  it  makes  the 
steel  a  magnet 

The    Poles   of  a    Magnet. — Some  simple  experiments  will  help  us  to 
examine  more  clearly  these  magnetic  phenomena.     Fig.   2  represents  an  iron 

ball  suspended  by  a  silk 
thread  from  a  wooden  stand. 
If  we  bring  near  this  iron 
ball  a  magnet,  the  iron  ball 
is  attracted  by  it,  and  held 
in  contact  If  we  substitute 
other  substances,  as  stone 
or  brass,  for  the  iron,  the 
magnet  exercises  no  power 
over  them.  If  we  now 
suspend  the  magnet  in  the 
same  way,  and  bring  a  piece 
of  iron  near  it,  the  magnet 
moves  towards  the  piece  of 
iron.  From  these  experi- 
ments we  conclude  that  the 
iron  and  the  magnet  attract 
each  other,  but  that  the 
magnet  is  not  influenced 
by  other  substances.  If  we  now  bring  near  different  parts  of  the  magnet  our 
iron  ball,  we  soon  observe  that  the  two  ends  of  the  magnet  influence  the  iron 
ball  at  a  considerable  distance,  whilst  the  centre  of  the  magnet  has  no  power 
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Fig.  2.— The  Magnetic  Pendulum. 


Fig,  3. — Magnet  and  Iron  Filings. 

over  the  ball.  The  magnetism  is  thus  not  evenly  distributed  over  the  bar. 
The  law  of  distribution  of  magnetism  along  the  magnet  is  roughly  shown  by 
plunging  the  magnet  in  iron  filings,  when  they  adhere  to  it  in  the  manner  shown 
in  Fig.  3.  The  fringe  of  iron  filings  is  thickest  at  the  ends  of  the  magnet, 
while  in  the  centre  there  are  none.  The  extremities  of  the  magnet  are  termed 
poles ;  the  space  indicated  by  the  line  m  m^  is  termed  the  neutral  hne,  or 
neutral  zone. 

Declination. — ^We  further   observe  that  our  suspended  magnet  (free  to 
turn)  takes  up  a  definite  position  relatively  to  the  earth.     The  pole  pointing 
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Fig.  4. — Declination  Needle. 


towards  the  north  pole  of  the  earth  we  term  the  north-seeking  pole,  and  that 

pointing  to  the  south  we  term  the  south-seeking  pole.     Exact  measurements, 

however,  have  shown  this  direction  not  to  be  exactly  north  and  south ;  and  the 

angle  contained    by  the  magnetic  needle 

and  the  true  meridian  is  called  the  decli-       ■■iiiiiiiiillllinirill  11 

nation. 

Inclination,  or  Dip.  —  We  find, 
further,  that  the  suspended  magnet  does 
not  remain  horizontal ;  the  angle  which  the 
axis  makes  with  the  horizontal  plane  is  the 
dip,  or  inclination.  In  our  latitudes  the 
north-seeking  pole  points  downward. 

Declination  and   inclination  vary  with 
time  and  place.    The  magnetic  declination, 
for  example,  at  Vienna  at  present  is  :  10^ 
W. ;  inclination,   63**.     At  Berlin  declina- 
tion is  12^  ;  inclination,  67**.      The  declination  for  Europe,  Africa,  and  the 
Atlantic  Ocean  is  west;  that   is,  the  north-seeking  pole  of  the  needle  points 
west  of  true  north.     The  declination  for  America  and  Asia  is  east     In  the 
northern  hemisphere  the  north-seeking  pole  points 
downward;  in  the  southern,  the  south-seeking  pole 
points  down. 

Magnetic  Needles. — ^The  form  of  a  magnetic 
needle  arranged  to  show  the  declination  is  repre- 
sented in  Fig.  4,  where  the  needle  moves  upon  a 
perpendicular  axis  or  pivot  a  b,  A  dipping  needle 
arranged  to  show  the  inclination  is  shown  in  Fig.  5, 
where  the  needle  s  n  turns  upon  the  horizontal 
axis  a  ^.  Fig.  6  represents  a  simple  compass.  It 
consists  of  a  magnetic  needle  resting  on  a  steel  pivot, 
protected  by  a  brass  case  covered  with  glass,  and  a 
graduated  circle  marked  with  the  letters  N,  S,  E,  W, 
to  indicate  the  cardinal  points  ;  <?  ^  is  a  lever  which 
arrests  the  needle  by  pushing  it  against  the  glass  when 
the  button,  d^  is  pressed.  The  mariner's  compass  is 
more  complicated ;  it  generally  consists  of  a  card 
pivoted  on  a  vertical  axis,  and  directed  by  having  on  its  lower  surface  two  or 
more  parallel  magnets.  The  upper  surface  of  the  card  is  divided  into  degrees, 
and  also  into  thirty-two  parts  of  11  i°  each.  The  presence  of  any  iron  or  steel 
in  the  neighbourhood  of  the  compass  alters  the  direction  of  the  magnetic  force, 
and  causes  what  is  termed  a  deviation  of  the  north  and  south  line  from  the 
magnetic  meridian. 

Mutual  Action  of  Magnets. — It  has  been  said  that  a  magnet  possesses 
the  power  of  attracting  iron,  the  force  with  which  it  does  this  being  strongest 


Fig.  5.— Inclination  Needle. 
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nearest  the  poles,  and  diminishing  towards  the  middle  until  it  becomes  zero. 
There  is  no  difference  between  the  poles  of  a  magnet  in  this  respect,  but  there 
is  a  further  action  between  magnets,  which  we  now  proceed  to  describe. 

Having  marked  the  north-seeking  end  of  two  magnets,  let  us  suspend  one  of 
them.  If  we  bring  a  piece  of  soft  iron  first  to  one  end  and  then  to  the  other, 
we  find  that  it  is  attracted  at  both.  Now  take  up  the  other  magnet,  and  present 
its  marked  end  to  the  similar  pole  of  the  suspended  magnet  The  resulting 
action  is  not  attraction,  but  repulsion.  If  we  turn  the  unmarked  end  to  the 
unmarked  end,  the  one  repels  the  other,  as  before.  If  we  next  bring  the 
marked  end  of  one  to  the  unmarked  end  of  the  other,  we  get  attraction  and  not 
repulsion. 

Hence,  there  is  a  difference  in  the  actions  on  a  suspended  magnet  of  a  non- 
magnetised  piece  of  iron  and  of  another  magnet     The  non-magnetised  piece  of 

iron  attracts  both  poles,  but  the 
action  between  two  magnets  is  not 
quite  so  simple.  Between  mag- 
nets similar  poles  repel,  but  dis- 
similar poles  attract ;  thus  the 
north-seeking  end  repels  the  north- 
seeking  end,  the  south-seeking  end 
repels  the  south-seeking  end,  while 
the  north-seeking  end  attracts  the 
south-seeking  end,  and  vice  versSL 
Fig.  6.— Simple  Compass.  The    Earth    a   Magnet. — 

This  difference  between  the  poles 
accounts  for  the  fact  that  when  a  magnet  is  free  to  move  it  invariably  takes  the 
position  pointing  north  and  south.  Since  magnets  at  all  parts  of  the  earth  tend  to 
take  up  this  position,  it  follows  that  the  earth  itself  must  possess  a  distinct  magnetic 
north  pole  and  a  magnetic  south  pole.  Careful  experiments  at  various  parts  of 
the  earth,  however,  have  proved  that  the  magnetic  poles  of  the  earth  do  hot 
correspond  with  its  geographical  poles,  the  magnetic  north  pole  being  situated 
in  lat.  70^  5'  N.,  and  long.  96^  46'  W.,  or  to  the  north-west  of  Hudson's  Bay. 
The  magnetic  south  pole  of  the  earth  has  never  been  reached,  but  it  appears 
from  the  distribution  of  magnetism  as  if  there  were  two  magnetic  south 
poles. 

Here  we  encounter  a  difficulty ;  it  follows  from  what  we  have  stated  that  the 
magnetism  of  the  magnetic  north  pole  must  be  opposite  in  character  to 
that  of  the  north-seeking  end  of  the  magnet,  and  similar  to  that  of  the  south- 
seeking  end.  In  what  terms,  then,  are  we  to  distinguish  between  these  opposite 
kinds  of  magnetism  ?  We  cannot  at  the  same  time  call  both  the  north-seeking 
pole  of  a  magnet  and  the  pole  of  the  earth  to  which  it  points  north  poles,  for 
the  poles  that  attract  each  other  are  dissimilar.  There  are  various  methods  of 
getting  over  this  difficulty,  but  as  they  always  lead  to  some  complication  or 
confusion,  we  shall  merely  refer  to  the  ends  of  the  magnet  as  north-  and  south- 
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seeking  ends^  and  ask  the  student  to  bear  in  mind  that  the  north  magnetic  pole 
of  the  earth  and  the  north-seeking  pole  of  a  magnet  have  magnetism  of  opposite 
character — ^they  are  dissimilar  poles. 

Magnetic  and  Magnetised  Bodies. — The  behaviour  of  magnets 
towards  one  another  enables  us  to  ascertain  the  magnetic  condition  of  any  piece 
of  iron.  First  present  the  north-seeking  end  of  the  magnet  and  then  the  southr 
seeking  end  to  the  piece  of  iron ;  if  the  piece  of  iron  attracts  both  poles,  it  is 
unmagnetised,  that  is,  it  is  not  a  magnet ;  but  if  it  attracts  either  of  the  poles 
of  the  magnet,  and  repels  the  other,  then  it  is  a  magnet  having  a  north-seeking 
and  a  south-seeking  magnetic  pole. 

Magnetic  Induction  and  Distribution. — If  we  continue  and  vary  the 
above  experiment  we  find  that  a  piece  of  soft  iron  in  the  presence  of  a  magnet 
is  not  only  attracted,  but  becomes  a  magnet  itself,  capable  of  attracting  another 
piece,  which  again  might  attract  a  third  piece  of  iron,  and  so  on ;  only  the 
magnetic  strength  of  each  succeeding  piece  is  less  than  that  of  the  preceding 
one.  On  the  magnet  being  withdrawn,  all  these  pieces  of  iron  become 
detached  from  each  other,  showing  that  they  were  only  magnetised  when 
the  first  piece  touched  the  magnet.  Again,  if  we  suspend  an  iron  bar 
over  a  surface  covered  with  iron  filings,  the  filings  and  iron  bar  have  no 
action  upon  each  other  ;  but  if  we  now  suspend  a  magnet  over  the  iron  bar  the 
filings  are  attracted  by  the  iron  bar  even  when  it  does  not  touch  the  magnet. 
This  effect  is  not  lessened  by  placing  between  bar  and  magnet  a  sheet  of  glass, 
wood,  or  pasteboard.  The  filings,  however,  fall  from  the  bar  immediately  on 
the  magnet  being  withdrawn.  If  we  want  to  ascertain  the  magnetic  condition 
of  the  bar  of  iron  whilst  the  magnet  is  above  it,  we  can  do  so  by  means 
of  a  declination  needle,  and  we  find  that  the  pole  nearest  the  south-seeking 
pole  of  the  magnet  exhibits  south  magnetism,  and  the  opposite  pole  north 
magnetism. 

From  this  we  see  the  bar  ot  iron  has  become  a  magnet  for  the  time  being, 
without  actually  being  touched  by  the  magnet.  During  all  these  experiments  the 
original  magnet  may  be  observed  to  have  lost  nothing  of  its  power.  It  is 
neither  weakened  by  being  used  to  magnetise  a  piece  of  steel,  nor  by  acting 
inductively  on  soft  iron.  When  pieces  of  iron  are  brought  near  a  magnet,  the 
iriOgnetism  of  the  magnet  does  not  flow  over  to  the  piece  of  iron,  but  the  latter 
i>ecomes  a  magnet  by  induction.  The  vertical  bars  of  iron  railings  often  be- 
come magnetised  in  our  latitudes,  the  lower  ends  having  north-seeking  mag- 
netism and  the  upper  ends  south-seeking  magnetism.  The  magnetism  of  the 
earth  in  the  northern  hemisphere  draws  the  north-seeking  magnetism  in  the  bai* 
towards  its  lower  end,  whilst  the  south-seeking  magnetism  in  the  bar  is  driven 
towards  its  upper  end. 

Magnetism  not  a  Fluid. — If  magnetism  were  some  kind  of  fluid  which 
flowed  over  from  the  one  body  to  the  other  during  the  process  of  magnetisation, 
we  should  have  observed  some  signs  of  magnetisation  in  the  wood,  glass,  or 
pasteboard  sheet  which   we   placed   between  the  iron  bar  and  the  magnet; 
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but  these  did  not  show  the  slightest  signs  of  magnetisation.  Again,  the  piece 
of  iron  magnetised  could  have  only  one  kind  of  magnetism,  depending  upon 
which  pole  of  the  magnet  touched  or  was  near  the  piece  of  iron ;  but  this 
we  observed  was  not  the  case.  Lastly,  the  magnet  would  lose  some  of  its  power 
at  each  experiment,  and,  on  the  other  hand,  the  piece  of  iron  would  give  signs 
of  magnetisation  when  removed  from  the  magnet,  at  least  for  some  time. 

The  phenomena  observed   in  the  previous  experiments  are  explained   by 
assuming  that  every  piece  of  iron  has  both  kinds  of  magnetism,  equally  dis- 


Fig*  7.— Magnetic  Induction. 


tributed  in  all  parts  of  the  piece ;  consequently,  the  two  opposite  kinds  of 
magnetism,  when  the  iron  is  unmagnetised,  neutralise  each  other,  and,  therefore, 
the  piece  of  iron  appears  unmagnetised.  This  may  be  shown  by  magnetising 
a  piece  of  watch-spring,  and  then  bending  it  so  that  the  two  poles  come 
together.  On  dipping  these  poles  when  in  this  position  in  filings,  it  will  be 
found  that  no  filings  adhere  to  them,  and  no  signs  of  magnetism  are  exhibited 
by  the  piece  of  watch-spring. 

If  we  bring  a  magnet  near  to  or  in  contact  with  a  piece  of  soft  iron  a  b  (Fig. 
7),  the  two  kinds  of  magnetism  in  the  iron  are  separated,  and  the  kind  of  mag- 
netism opposite  to  the. approach- 
ing or  nearest  pole  of  the  magnet 
struggles  to  get  nearest  it,  and 
the  similar  kind  of  magnetism 
to  that  of  the  approaching  pole 
tries  to  get  away  from  it.  The 
piece  of  iron  therefore  becomes 
a  magnet,  with  exactly  opposite 
poles  to  the  magnet  itself,  as 
may  be  seen  in  Fig.  7.  When 
the  magnet  is  removed  from  the 
piece  of  iron,  the  two  kinds  of 
magnetism  in  the  latter  tend  to 
demagnetise  it  again.  In  this 
manner  magnetic  attraction  is 
explained  :  it  may  be  represented  as  the  tendency  of  two  opposite  poles,  one 
of  which  is  produced  by  the  induction  of  the  other,  to  attract  each  other. 

Lines  of  Force. — This  will  also  explain  the  position  iron  filings  take  up 
when  placed  on  a  surface  which  is  influenced  by  a  magnet.  If  a  small  suspended 
magnet  be  carried  round  a  large  bar  magnet,  each  pole  of  the  small  magnet  is 
attracted  by  one  pole  and  repelled  by  the  other  pole  of  the  stationary  magnet. 
The  two  forces  on  each  pole  have  a  resultant  which  causes  the  small  magnet  to 


Fig.  8. — ^lagnetic  Curves. 
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take  up  a  definite  direction  for  each  position.     A  curve  drawn'  so  that  each  of 
these  directions  of  the  needle  forms  a  tangent -to  it  is  termed  a  curve  of  force. 

A  much  readier  method  of  showing  these  curves  or  lines  of  force  is  to  place 
a  bar  or  horse-shoe  magnet  under  a  sheet  of  paper,  and  sprinkle  iron  filings  over 
it  The  filings  will  arrange  themselves  as  they  rebound  from  the  paper  and  come 
to  rest  in  a  series  of  beautifully  regular  curves,  which  were  first  termed  lines  or 
curves  of  force  by  Faraday.  Fig.  8  exhibits  the  manner  in  which  the  fihngs 
aminge  themselves  about  a  horse-shoe  magnet.  Different  curves  may  be 
obtained  by  placing  two  magnets  side  by  side  with  unlike  poles  adjacent,  side 
by  side  with  like  pole  adjacent,  also  by  {facing  the  magnets  end  to  end  instead 
of  side  by  side  and  so  on. 

Another  illustration  of  the  magnetic  induction  that  leads  to  the  arrangement 
of  the  filings  in  the  form  of  curves  may  be 
shown   by    the   following  experiment.      {See 

Fig.  9-) 

If  two  pieces  of  iron  are  suspended  by 
means  of  silk  threads,  on  the  north-seeking 
pole  of  a  magnet  being  brought  near  them 
they  become  magnetised,  and  in  both  we  find 
the  north  -  seeking  pole  farthest  from  the 
north-seeking  pole  of  the  magnet,  the  south- 
seeking  pole  nearest  the  north-seeking  pole  of 
the  magnet.  Since  similar  poles  repel  each 
other,  it  follows  that  the  suspended  pieces  of 
iron  diverge.  The  filings  in  the  magnetic  curve 
represent  such  magnetised  pieces  of  iron,  each 
in  turn  becomes  a  magnet,  and  the  magnetic 
curves  must  diverge  exactly  like  the  bars  in 
our  illustration. 

It  has  been  ascertained  by  experiment  that 
in  soft  iron  the  separation  of  the  two  kinds 
of  magnetism  takes  place  easily  and  quickly. 
VVTien  under  the  influence  of  a  magnet,  a  bar  of  soft  iron  becomes  a  magnet 
quickly  itself,  but  it  becomes  demagnetised  as  quickly  when  the  influencing 
magnet  is  removed.  It  is  also  ascertained  that  it  takes  considerably  longer  to 
niagnetise  annealed  iron  or  steel,  and  also  to  demagnetise  it.  The  magnet  made 
of  soft  iron  is  termed  a  temporary  magnet,  and  the  steel  magnet  a  permanent 
one.  No  ordinary  piece  of  iron  after  once  being  magnetised  loses  all  its  mag- 
netism, and  no  piece  retains  the  maximum  amount  of  induced  magnetism.  The 
magnetism  which  thus  remains  is  called  residual  magnetism.  The  cause  of  this 
phenomena  appears  to  be  some  kind  of  molecular  resistance  which  occurs  among 
the  particles  of  the  iron,  and  this  force,  which  opposes  magnetisation  or  de- 
magnetisation, is  termed  coercive  force.  The  kind  of  iron  in  which  this  torce  is 
greatest  retains  its  magnetism  best. 


9. — Magnetic  Double  Pendulum. 
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Theory  as  to  the  Constitution  of  Magnets. — ^We  might  find  an 
explanation  of  some  of  the  facts  we  have  observed  by  the  assumption  that  there 
is  some  kind  of  fluid,  or  ether,  or  whatever  we  like  to  call  it,  flowing  from  one 
magnet  to  the  other ;  but  the  phenomena  of  induction  have  shown  us  the 
impossibility  of  such  an  assumption.  The  following  facts  will  lead  us  to  a  more 
satisfactory  explanation  of  the  constitution  of  magnets.  If  we  break  a  long, 
thin  magnet,  such  as  a  magnetised  knitting-needle,  at  the  middle,  or  neutral 
line,  we  obtain  two  magnets,  each  of  which  has  a  north-  and  a  south-seeking 
pole.  Let  these  two  pieces  be  again  broken,  then  each  of  the  smaller  pieces 
thus  obtained  will  be  a  magnet,  both  its  ends  attracting  filings,  while  the  north- 
seeking  pole  points  in  the  same  direction  as  the  north-seeking  pole  of  the 
original  magnet,  and  the  south  seeking-pole  in  the  same  direction  as  the  south- 
seeking  pole  in  the  Original  magnet,  as  shown  in  Fig.  lo.     If  we  consider  this 


Fig.  10. — Effect  of  Breaking  a  Magnet 

to  be  continued  till  the  portions  become  infinitely  small,  we  are  led  to  the 
conclusion  that  a  magnet  consists  of  little  parts,  or  molecules,  each  of  which 
possesses  a  north-  and  a  south-seeking  pole,  and  that  all  the  north-seeking  poles 
lie- in  one  direction,  and  all  the  south-seeking  poles  in  the  opposite  direction. 
There  is  a  free  north-seeking  pole  at  one  end,  and  a  free  south-seeking  pole  at 
the  other,  but  every  intermediate  north-seeking  pole  is  neutralised  by  the 
presence  of  an  adjacent  south-seeking  pole. 

According  to  this  theory,  it  is  not  difficult  to  explain  the  different  magnetic 
phenomena  we  have  noticed,  as,  for  instance,  the  action  of  magnetic  induction. 
If  we  bring  a  piece  of  iron  near  the  south-seeking  pole  of  a  magnet,  all  the 
south-seeking  ends  of  the  molecules  of  the  magnet  are  directed  towards  the  piece 
of  iron,  and  as  they  are  nearer  than  their  north-seeking  poles,  their  influence 
therefore  prevails.  The  molecules  which  are  at  first  scattered  over  the  iron  with 
their  poles  pointing  in  all  directions,  when  under  induction  turn  their  north-seeking 
poles  towards  the  magnet  The  end  of  the  piece  of  iron  nearest  the  magnet 
will  exhibit  magnetism  opposite  to  that  of  the  pole  to  which  it  is  presented. 
According  to  this  view,  magnetisation  is  nothing  more  than  a  determined  position 
of  all  the  molecular  magnets,   all  their  north-seeking  poles  pointing   in  one 
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Fig.  II.— Single  Touch. 


direction,  whilst  their  south-seeking  poles  point  in  the  opposite  direction.     A 
piece  of  iron  is   in  an  unmagnetised  condition  when  the  molecules  assume 
various  and  mixed  directions.     This  may  be  proved  by  a  simple  experiment     If 
we  nearly  fill  a  glass  tube  with  steel  filings  which  have  been  magnetised,  and 
pass  the  pole  of  a  magnet  along  the  tube  several  times,  the  tube  of  filings  will 
behave  like  any  ordinary  bar  magnet     The  filings  are  now  turned  with  their 
poles  facing  the  same  way,  but  if  we  now  shake  the  filings  in  the  tube  it  loses 
its  magnetism,  as  the  poles  of  the  particles  of  filings  are  no  longer  turned  in  the 
same  direction.*    In  the  same  simple  manner  the  existence  of  the  neutral  zone 
may  be  explained.     When  we  bring  a  piece  of  iron  near  the  middle  of  a  magnet, 
as  at  M  M  (Fig.  3)  it  is  not  influenced,  because  there  are  an  equal  number 
of  particles  on  each  side  01 
that  line  having  poles  pro- 
ducing equal   and   opposite 
effects. 

According  to  Ampere's 
theory,  the  magnetism  of  the 
molecules  is  caused  by  elec- 
tric currents  which  circulate 
in  them;  this  we  shall  con- 
sider in  a  later  chapter. 

Methods  of  Making 
Magnets. — Pieces  of  steel 
and  iron,  as  we  have  pre- 
viously stated,  may  be  turned  into  magnets,  the  former  into  permanent,  the 
latter  into  temporary  magnets.  There  are  three  methods  of  magnetising  steel 
by  means  of  permanent  magnets ;  they  are  termed  the  single  touch,  double 
or  divided  touch,  and  the  circular  touch. 

Single  Touch. — Place  one  pole  of  a  magnet  at  the  middle  of  the  piece 
of  steel  to  be  magnetised,  as  shown  in  Fig.  11.  Then  draw  the  magnet  from 
the  middle  towards  the  end  of  the  piece  of  steel ;  repeat  this  several  times, 
but  take  the  magnet  off  at  every  stroke,  and  always  draw  the  magnet  irom 
the  middle  towards  the  end  of  the  piece  of  steel.  In  this  case  w^e  obtain 
a  south-seeking  pole  at  the  end  of  the  bar  at  which  the  north-seeking  pole 
of  the  magnet  is  drawn  off,  all  the  south  poles  of  the  molecules  of  the  steel 
being  turned  towards  this  end.  Next  take  the  second  pole  of  the  magnet  (in  our 
case  the  south-seeking  pole),  and  place  it  in  the  middle  of  the  steel,  and  draw 
It  along  the  bar  in  the  opposite  direction ;  we  shall  thus  obtain  a  north-seeking 

•  The  foUowing  experiment  favours  this  h3rpothesis.  A  glass  cylinder  is  fitted  with  flat  glass 
*wbi  and  is  filled  with  water  in  which  magnetic  oxide  of  iron  is  diffused.  A  coil  of  insulated  wire  is 
'^'wwl  round  the  cylinder.  On  looking  at  a  light  through  the  ends,  the  liquid  appears  muddy,  and 
'wy  Bltle  light  can  get  through ;  but  when  a  current  of  electricity  traverses  the  wire,  the  liquid 
•Ppean  dearer  and  more  light  passes.  The  reason  is  that  the  particles  of  the  oxide  on  being  mag- 
i^etised  anange  themselves  so  that  their  lengths  are  in  the  direction  of  the  axis  of  the  cylinder,  and 
» they  obstruct  less  light. 
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pole.  The  magnet,  during  the  operation,  does  not  lose  any  of  its  power.  It 
is  a  matter  of  indifference  which  of  the  poles  is  taken  first.  The  same  result 
may  be  obtained  in  several  other  ways :  for  instance,  by  placing  two  magnets 
on  the  steel  and  drawing  them  simultaneously  from  the  middle  towards  the 
ends  of  the  steel 

Double  or  Divided  Touch. — ^Arrange  the  bar  of  steel  and  magnets 
as  shown  in  Fig.  12.  The  magnets  make  an  angle  of  about  20**  with  the 
steel  bar,  and  between  them  is  a  piece  of  wood,  shaped  as  in  the  figure ;  now 
move  magnets  and  wood  fi-om  the  middle  towards  one  end  of  the  steel  bar, 
then  back  again  to  the  middle,  and  from  the  middle  towards  the  remaining  side 
of  the  bar ;  repeat  this  until  the  bar  seems  to  take  up  no  more  magnetism,  then 
take  off  both  magnets  at  the  same  time,  but  fi-om  the  middle.  A  horse-shoe 
may  also  be  used  instead  of  the  bar  magnets. 

Circular  Touch. — Let  four  bars  be  placed  in  the  form  of  a  rectangle  (or 
two,  that  have  the  shape  of  a  horse-shoe,  in  an  oblong).     Place  a  magnet  at 


Fig.  12.— Divided  Touch. 

any  point  and  draw  it  round  the  figure.  Take  off  the  magnet  exactly  where 
you  commenced,  and  at  that  spot  you  will  have  a  pole  opposite  to  the  pole  of 
the  magnet  you  operate  with.  The  circular  stroke  may  be  used  upon  one  bar 
only,  having  the  shape  of  a  horse-shoe,  if  provided  with  an  armature,  which  is  a 
piece  of  soft  iron. 

The  chemical  composition,  hardness,  and  dimensions  of  the  piece  of  steel  to 
be  magnetised  ought  to  be  taken  into  consideration,  in  deciding  the  method  to 
be  adopted.  After  a  piece  of  steel  has  received  a  certain  number  of  strc^es 
with  a  magnet  of  a  certain  power,  it  becomes  a  permanent  magnet,  and  is  said 
to  be  saturated.  This,  however,  does  not  mean  that  the  piece  might  not  be 
made  more  powerful  by  using  a  more  powerful  magnet.  Again,  the  strength  of 
magnetism  produced  cannot  be  extended  beyond  a  certain  limit,  no  matter  how 
powerfiil  the  magnet  we  use.  This  limit  is  called  the  maximum  of  saturation. 
The  hardness  of  the  steel,  the  manner  in  which  it  has  been  hardened,  and  the 
amount  of  carbon  in  it,  influence  the  limit  to  which  it  can  be  magnetised.  The 
magnetism  is  increased  when  the  steel  is  rich  in  carbon,  and  when  it  is  very 
hard.  When  the  steel  is  without  carbon  its  hardness  greatly  influences  the 
result;  when  rich  in  carbon,  this  influence  of  its  hardness  is  not  so  great. 
The  tempering,  etc.,  of  the  steel  is  also  to  be  taken  into  consideration.  Owing 
to  these  and  other  causes,  it  is  impossible  to  lay  down  exact  rules  for  the 


Digitized  by 


Google 


Magnetism.  19 

production  of  powerful  magnets.  According  to  Jamin,  hard  steel,  rich  in  carbon, 
is  best  for  permanent  magnets.  Cast  iron  is  capable  of  receiving  permanent 
magnetism,  but  its  maximum  of  saturation  is  not  great 

Bars  of  steel  often  become  magnetised  by  hammering,  friction,  etc  The 
magnetism  in  a  piece  of  steel  is  weakened  by  heating  the  steel,  entirely 
destroyed  by  heating  the  steel  to  redness,  and  somewhat  increased  by  plunging 
the  steel  in  cold  water. 

That  magnetism  is  not  only  distributed  along  the  surface  of  a  body,  but 
enters  it  more  or  less  according  to  the  constitution  of  the  body,  has  been  shown 
by  Jamin  in  his  experimeAts  with  corrosives.  He  found  that  a  magnet  may 
possess  several  layers  of  magnetism,  dififering  from  each  other,  and  he  obtained 
what  he  termed  abnormal  magnets,  that  is,  magnets  with  two  north  poles,  but 
no  south  pole,  and  so  on.  He  took  a  normd  magnet,  magnetised  its  upper 
layer  oppositely,  so  that  he  had  now  a  south  pole  where  formerly  there  was  a 
north  pole.  The  new  north  pole  of  his  magnet  was  brought  into  contact  with 
some  acid,  which  destroyed  the  upper  layer  of  the  magnet.  When  examined, 
the  magnet  showed  its  original  magnetism,  that  is,  south.  The  remaining  pole 
of  the  magnet,  that  is,  the*  south  pole,  was  not  put  into  acid,  and  it  remained 
south.  This  magnet,  then,  had  two  south  poles,  but  no  north  pole.  Abnor- 
mal magnets  are  obtained  through  irregular  stroking  with  different  poles.  The 
different  poles  in  such  a  magnet  are  called  consequent  or  consecutive  poles. 

Lifting  Power  of  a  Magnet. — ^The  lifting  power  of  a  magnet  may 
be  ascertained  by  hanging  weights  from  a  properly-fitting  armature  until  the 
armature  falls  off,  then  the  power  of  the  magnet  is  equal  to  the  maximum  weight 
held  up.  If  the  weights  are  gradually  increased  from  day  to  day,  the  magnet 
will  be  found  to  bear  a  load  much  above  that  which  it  would  have  held  if  the 
load  had  been  suddenly  applied.  Small  magnets  bear  greater  loads  in  proportion 
to  their  own  weights  than  large  ones;  and,  as  a  rule,  the  lifting  power  of 
horse-shoe  magnets  is  greater  than  that  of  an  ordinary  bar  magnet  The  lifting 
power  is  also  increased  by  making  the  area  of  contact  between  the  armature 
and  the  magnet  greater.  Long  thin  magnets  are  more  powerful  in  proportion 
to  their  weights  than  thick  ones,  hence  if  any  number  of  thin  magnets  are 
placed  in  a  bundle  we  get  a  magnet  considerably  stronger  than  a  solid  one  of 
the  same  weight,  or  than  any  of  the  component  magnets.  It  is,  however,  less 
than  the  sum  of  the  strengths  of  the  separate  magnets.  Thus,  when  Jamin 
placed  six  equal  magnets  weighing  three  kilogrammes,  and  having  a  bearing 
power  of  18  kilogrammes,  upon  each  other,  the  compound  magnet  had  not  a  bear- 
ing power  of  six  times  eighteen,  or  108  kilogrammes,  but  only  of  64  kilogrammes. 
On  taking  it  to  pieces,  each  of  the  component  magnets  was  then  found  to 
have  only  a  bearing  power  of  from  9  to  10  kilogrammes.  Jamin,  by  arranging 
the  magnets  in  this  manner,  produced  the  compound  magnet  which  bears  his 
name,  a  drawing  of  one  being  shown  in  Fig.  13.  It  consists  of  steel  bands, 
whose  ends  are  kept  in  position  by  the  brass  cap  shown  in  the  figure.  The 
compound  magnet,  or,  as  it  is  sometimes  called,  the  magnetic  battery,  represented 
c  2 
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in  Fig.  14,  has  the  components  arranged  to  diminish  the  influence  which  the 
poles  of  the  steel  bands  have  upon  each  other.  They  are  made  of  unequal 
lengths,  so  that  their  poles  do  not  fall  together. 

Magnetic  Influence  at  a  Distance.  The  Torsion  Balance.— 
We  can  consider  experimentally  the  force  of  attraction  or  repulsion  between  two 
magnetic  poles  only  when  the  magnets  employed  are  at  a  short  distance  from 
each  other.  Under  these  conditions  it  is  observed  that  the  following  law  is  true, 
namely,  the  force  exerted  by  one  magnetic  pole  on  another  in  its  neighbour- 


Fig.  13.— Jamin's  Compound  Magnet. 


Fig.  14. — Magnetic  Battery. 


hood,  is  inversely  proportional  to  the  square  of  the  distance  between  the  poles. 
This  is  known  as  the  law  of  inverse  squares,  and  it  may  be  experimentally 
proved  by  means  of  Coulomb's  torsion  balance  (Fig.  15). 

This  instrument  consists  essentially  of  a  silver  wire  f  f^  by  which  the  magnet 
«  J  is  suspended,  the  torsion  of  which  is  measured.  This  wire  is  attached  to  a 
top  called  the  torsion  head,  which  moves  upon  a  graduated  circle  5,  on  which 
the  angle  of  torsion  is  read  by  means  of  the  index  /.  The  knob  k  is  employed 
to  adjust  this  circle  and  the  magnet  n  s,  A  second  graduated  circle  t  t  is 
also  engraved  on  the  larger  glass  cylinder,  to  give  the  angle  through  which  the 
magnet  n  s  moves.  The  second  magnet  n  s  is  introduced  through  a  hole  in  the 
glass  plate,  its  lower  pole  n  being  on  a  level  with  the  magnet  n  s.  When  a 
wire  is  twisted,  the  force  with  which  it  tends  to  untwist  is  proportional  to  the 
amount  of  twist,  hence  the  force  required  to  twist  x  degrees  is  .r  times  the 
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force  required  to  twist  one  degree.  In  other  words,  the  force  of  torsion  is  pro- 
portional to  the  angle  of  torsion.  If  B  be  the  measure  of  the  angle  of  torsion, 
and  F  the  force,  then  F  =  ,  where  a  is  a  constant  depending  on  the  size  and 
qualities  of  the  wire  and  the  mode  of  measuring  the  angle. 

In  order  to  prove  the  above  law,  adjust  the  magnet  n  shy  means  of  ^,  until  it 
lies  in  the  magnetic  meridian,  so  that  the  wire  //  by  which  the  magnet  is  suspended 
shall  have  no  torsion  of  any  kind  Having  done  this,  ascertain  what  force  of 
torsion  is  ne(?essary  to  move  the  suspended  magnet  one  degree  out  of  the  magnetic 
meridian  when  not  influenced  by  the  magnet  n  s.  As  an  example,  suppose  it 
requires  9^  of  torsion  to  produce  a  deflection  of  the  magnet  of  i*?,  then  a  force 
producing  x  degrees  of  deflection  will  be  equiva- 
lent to  9  j:  degrees  of  torsion.  Having  brought 
the  magnet  n  s  into  the  magnetic  meridian  again, 
introduce  the  magnet  n  s,  the  north-seeking  pole 
of  which  will  cause  n  to  move  in  the  direction 
T  T.  The  wire  will  thus  become  twisted,  and 
the  magnet  will  take  up  some  fixed  position 
where  the  force  of  torsion  is  equal  to  the  force 
of  repulsion  exerted  between  the  two  poles.  Then 
the  force  of  repulsion  is  usually  the  sum  of  three 
tenns.  It  equals  the  number  of  degrees  through 
which  the  magnet  is  deflected  x  9. 

+  the  number  of  degrees  of  torsion  due  to  the 
twist  by  the  magnet 

+  the  number  of  degrees  of  torsion  due  to  the 

tiUTi  of  the  torsion  head. 
Suppose  this  equilibrium  occurs  when  n  is  re- 
pelled through  16^,  then  the  force  exerted  on  the 
pole  corresponds  to  16x9-1-16-1-0  or  160^.  By 
turning  i,  the  pole  n  may  be  brought  nearer  the 
fixed  pole  n;  for  instance,  let  k  be  turned  till  the  distance  is  8*^..  Let  us 
suppose  that  it  requires  i\  complete  turns  of  the  torsion  head  to  reduce 
the  deflection  from  16**  to  8**,  then  the  force  of  repulsion  =  8x94-84-1^  of 
360**  =  72-1-8-1-540  ==  620*^.  This,  we  see,  is  nearly  four  times  the  former, 
but  the  distance  is  now  only  half  what  it  was  before ;  hence  it  is  evident,  as 
previously  stated,  that  the  repulsive  force  between  two  magnets  is  inversely 
proportional  to  the  square  of  the  distance.  Similar  experiments  may  be  carried 
out  at  other  distances,  and  with  various  strengths  of  the  magnetic  poles. 

Proceeding  in  this  manner,  and  also  varying  the  strength  of  the  poles, 
Coulomb  proved  the  following  fundamental  law  of  magnetism,  which  includes 
that  of  the  inverse  squares  already  given  : 

77u  force  exerted  between  two  magnetic  poles  is  proportional  to  the  strength 
of  the  polesy  and  inversely  proportional  to  the  square  of  the  distance  between 
them. 


Fig.   15. — Magnetic  Torsion 
Balance. 
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Thus,  if  m  and  m^  be  the  strengths  of  the  poles,  and  d  the  distance  they  are 
apart,  then  the  force /exerted  between  them  is 

/.    Pitru 

If  we  make /and  d  unity,  the  product  mm^  must  also  be  unity,  and  it 
follows  that  the  unit  magnetic  pole  is  that  which  repels  a  similar  and  equal  pole 
at  unit  distance  with  unit  force. 

This  unit  is  defined  in  the  centimetre-gramme-second  or  C.  G.  S.  system, 
which  is  the  system  of  fundamental  units  employed  in  scientific  work,  as  that 
pole  which  repels  a  similar  and  equal  pole  at  the  ^distance  of  one  centimetre 
with  the  force  of  one  dyne^  the  dyne  being  that  force  which  causes  a  gramme 
of  mass  to  move  with  the  velocity  of  a  centimetre  per  second  at  the  end  of  a 
second. 

The  Magnetic  Field. — We  have  noticed  th^t  a  magnet  exerts  a  certain 
influence  on  pieces  of  iron  and  steel  which  lie  in  its  neighbourhood.  The  pole 
of  another  magnet  also  experiences  a  force  varying  with  its  distance  from  the 
magnet.  We  have  also  seen  that  iron  filings  form  themselves  into  certain  curves 
within  this  region,  which  are  termed  lines  of  force.  The  region  through  which 
a  magnet  exerts  this  magnetic  influence,  or  force,  is  termed  a  magnetic  field.  The 
force  which  a  magnetic  pole  experiences  at  a  point  in  the  magnetic  field  is 
determined  by  the  intensity  of  the  field  at  that  point,  and  its  direction  is  the 
direction  of  the  lines  of  force.  The  latter  is  determined  by  the  direction  in  which 
a  free  pole  would  move.  The  intensity  of  the  field  at  any  point  is  measured  by  the 
force  exerted  on  a  umt  pole  placed  at  that  point,  and  the  unit  intensity  is  that  which 
exerts  the  force  of  a  dyne*  on  a  unit  magnetic  pole.  If/ be  the  force  which  a  pole 
of  strength  m  experiences  at  a  point  where  the  intensity  of  field  is  11,  then 

f-^mff. 

Intensity  of  Field  shown  by  Lines  of  Force. — If  we  carry  a  small 
magnetic  needle  about  a  pole  of  a  magnet,  and  draw  lines  to  which  it  will  always 
be  a  tangent,  we  obtain  lines  which  converge  to  the  poles.  {See  Fig.  8.) 
Suppose  these  lines  drawn,  not  in  one  plane  only,  but  in  solid  space.  Now 
imagine  a  small  ring  moved  in  the  neighbourhood  of  the  pole.  The  number  of 
lines  that  pass  through  the  ring  will  vary  inversely  as  the  square  of  its  distance  firom 
the  pole.  But  this  is  the  law  of  force.  Hence  this  number  may  be  taken  to 
measure  the  force  at  any  point.  Since  the  lines  of  force  may  be  drawn  to  pass 
through  every  part  of  the  magnetic  field,  the  intensity  of  the  field  at  a  point  may 
be  measured  by  the  number  of  lines  of  force  which  pass  through  a  unit  area  placed 
perpendicular  to  the  direction  of  the  lines  of  force  at  that  point  A  uniform 
magnetic  field  will  therefore  be  one  in  which  the  intensity  of  the  field  at 
every  point  determined  in  this  manner  is  the  same  ;  in  other  words,  the  field  is 

*  See  Appendix  to  Part  L 
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nnifonn  when  the  lines  of  force  are  parallel.  Thus  a  small  field  at  a  con- 
siderable distance  from  a  magnet  will  be  fairly  uniform,  hence  the  magnetic 
field  due  to  the  earth  in  a  room  free  from  the  presence  of  magnets  will  be 
practically  uniform,  and  the  direction  of  the  lines  of  force  will  be  that  of  the 
dipping  needle  placed  in  the  direction  indicated  by  the  declination  needle. 

The  Magnetic  Moment  of  a  Magnet. — It  is  impossible  to  have  a 
single  magnetic  pole  existing  independent  from  one  of  opposite  character;  hence 
it  becomes  necessary  to  determine  the  action  produced  on  these  combined 
poles.  The  tendency  of  the  force  to  turn  an  ordinary  bar  magnet  suspended 
in  a  magnetic  field  may  be  determined  by  considering  the  action  on  one  of  its 
poles,  and  since  the  action  on  the  other  tends  to  turn  the  magnet  in  the  same 
direction  we  combine  the  two  by  doubling  the  first.  Thus  in  a  uniform  field  two 
equal  opposite  and  parallel  forces  act  on  the  poles  of  a  bar  magnet,  tending 
to  turn  it  on  its  axis  and  set  it  in  the  direction  of  the  lines  of  force.  The  pair 
of  forces  acting  in  this  manner  are  in  mechanics  termed  a  couple.  In  a  field 
the  intensity  of  which  is  H^  the  pole  of  a  magnet  of  strength  m  is  acted  on  by 
a  force  equal  to  the  product  H  m,  and  if  the  distance  between  the  poles  be  4 
then  the  action  of  the  couple  on  the  magnet  is 

c^mlH. 

The  product  m  l\s  termed  the  magnetic  moment  of  the  magnet.    It  is  evident, 
from  the  above  formula,  that  the  magnetic  moment  of  a  magnet  may  be  con- . 
sidered  as  defined  by  the  couple  acting  on  a  magnet  placed  perpendicular  to  the 
lines  of  force  in  a  field  of  unit  intensity. 

The  Intensity  of  Magnetisation. — By  magnetic  intensity  is  meant 
that  power  which  is  necessary  to  separate  the  two  kinds  of  magnetism,  or  rather, 
to  determine  the  molecules  in  the  substance  in  the  direction  or  position  which 
constitute  them  a  magnet ;  and  the  force  required  to  do  this  determines  the 
power  of  the  magnet.  As  we  do  not  know  the  nature  of  magnetism,  we  are  not 
able  to  measure  its  intensity  directly.  We  measure  it  by  one  of  its  effects, 
namely,  the  tendency  of  the  magnet  to  take  up  a  fixed  position  relatively  to  the 
earth.  This  tendency  not  only  depends  on  the  earth's  magnetism,  but  on  the 
strength  or  intensity  of  the  magnet's  magnetism  ;  the  greater  the  intensity  in  the 
needle  the  sooner  will  it  adjust  itself  to  its  position.  For  this  force  of  adjust- 
ment a  unit  has  been  proposed  by  Gauss,  who  also  constructed  an  instrument 
which  showed  in  what  time  adjustment  took  place.  This  instrument  is  known 
as  a  magnetometer. 

Terrestrial  Magnetism. — ^The  earth  itself  has  been  shown  to  be  a  large 
magnet,  in  consequence  of  which  a  magnetic  needle  adjusts  itself  in  a  direction 
north  and  south.  The  influence  the  earth  has  over  the  magnetic  needle  must  be 
the  same  as  that  of  a  large  magnet  over  a  small  one.  A  large  magnet  would 
cause  the  magnetic  needle  to  place  itself  with  its  axis  along  the  lines  of  force, 
and  the  earth  does  the  same.  The  lines  of  force  in  this  case  are  termed 
magnetic  meridians,  and  the  magnetic  needle  sets  itself  along  these  meridians. 
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Since  the  magnetic  poles  do  not  correspond  with  those  of  the  earth,  it  follows 
that  the  magnetic  meridians  will  not  coincide  with  the  geographical  meridians. 
The  inclination  of  the  magnetic  to  the  geographical  meridian  at  any  place  v& 
what  we  have  termed  the  declination. 

As  the  distribution  of  magnetism  is  very  irregular  along  the  surface  of  the 
earth,  the  declination  must  vary  from  place  to  place.  This  magnetic  declination 
has  been  accurately  measured  at  different  places,  and  from  these  results  charts 
have  been  prepared,  showing  the  declination  throughout  the  world. 

We  have  already  shown  that  besides  the  form  of  needle  termed  the  declina- 
tion needle,  there  is  another  termed 
the  Inclination,  or  dipping  needle, 
which  we  have  described.  The 
angle  made  by  the  direction  of  the 
needle  and  the  horizontal  plane 
is  called  the  inclination^  or  angle 
.  of  dip.  It  has  been  ascertained 
that  the  inclination  or  dip  varies 
from  place  to  place,  and  accurate 
measurements  of  the  inclination 
have  been  made  at  various  posi- 
tions on  the  earth  ;  and  from  these 
partial  observations  charts  have 
been  drawn  showing  the  inclination 
throughout  the  world.  The  maxi- 
mum inclination  occurs  at  the 
magnetic  poles,  where  the  needle 
is  vertical,  and  at  about  equal  dis- 
tances from  these  poles  the  angle 
of  inclination  is  zero. 

In  the  northern  hemisphere 
generally  the  inclination  needle 
has  its  north-seeking  pole  dipping 
downwards,  and  in  the  southern 
hemisphere  its  south-seeking  pole  dipping  downwards.  It  has  been  already 
stated  that  the  magnetic  north  pole  of  the  earth  must  have  opposite  magnetism 
to  that  of  the  north-seeking  end  of  the  magnetic  needle. 

A  knowledge  of  the  magnetic  condition  of  the  earth  enables  us  to  examine 
the  magnetic  conditions  of  other  bodies.  To  determine  the  magnetic  condition 
of  the  earth  at  any  place,  we  have  to  measure  the  direction  and  intensity  of  the 
magnetic  force  at  that  place ;  the  direction  we  get  by  means  of  the  declination 
and  inclination  needles,  the  total  intensity  by  calculation.  To  determine  the 
declination  at  different  places,  Lamont  devised  an  instrument  represented  in 
Fig.  1 6.  It  consists  of  a  graduated  disc  b  moving  on  the  base  a,  through  the 
centre  of  which  passes  a  pivot  terminating  in  a  third  disc,  to  which  the  telescope 


Fig.  l6. — Lamont*s  Reflecting  Declinometer. 
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L  as  well  as  the  diametrically  opposite  verniers  are  attached.    The  brass  cover 
M  terminates  in  the  tube  t,  from  the  upper  end  of  which  the  magnet  a  b  \s 


I 


i 


suspended  by  means  of  a  silk  thread,  d  is  an  opening  to  allow  of  the  rays 
oHight  from  a  little  mirror  being  reflected  along  the  telescope  l.  This  mirror 
s  rigidly  attached  to  the  magnet  a  by  being  capable  of  turning  with  it  and  thus 
"idicating  its  deflection.     A  glass  tube  vv  surrounds  the  magnet  a  by  to  protect 
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it  from  dust  and  currents  of  air,  etc.  In  order  to  arrange  the  axis  of  the 
telescope  perpendicular  to  the  plane  of  the  mirror  at  d,  the  telescope,  instead  of 
the  usual  spider  threads,  is  provided  with  a  mirror,  upon  which  a  cross  has 
been  scratched.  When  this  cross  is  seen  in  the  reflection  the  axis  of  the  tele- 
scope is  perpendicular  to  the  mirror. 

Variation  of  Declination. — Observations  made  with  this  and  similar 
instruments  show  that  the  declination  not  only  changes  for  different  places,  but 
also  that  it  varies  at  different  times  at  the  same  place.  Places  having  the  same 
declination  at  the  same  time  may  be  connected  together  by  certain  definite  lines, 
termed  isogones^  or  isogonic  lines.  The  isogenic  lines,  of  which  the  declination 
is  zero,  are  called  agones.    These  lines  are  represented  in  Fig.  17. 

The  changes  that  occur  at  different  times  are  of  four  kinds,  three  being 
periodic  and  one  irregular.  The  variations  of  declination  which  extend  over 
long  periods  of  time  are  termed  secular  variations.  Besides  these,  there 
are  also  annual  and  daily  variations,  the  whole  change  being  completed  in 
the  year  or  day  respectively.  Besides  the  variations  that  resemble  oscilla- 
tions and  recur  regularly  there  are  changes  of  the  nature  of  disturbances 
These  irregular  variations,  as  a  rule,  appear  together  with  the  aurora  borealis, 
and  will  be  again  referred  to  when  we  come  to  consider  atmospheric 
electricity. 

From  the  declination  chart  we  see  that  one  portion  of  the  world  has  western 
declination,  the  other  part  eastern.  The  two  parts  are  separated  from  each 
other  by  the  agones,  or  neutral  lines,  of  which  up  to  the  present  two  distinct 
portions  are  known.  One  line  of  no  declination  runs  from  Hudson's  Bay  across 
the  eastern  portion  of  North  America,  the  Atlantic  Ocean,  the  West  Indies,  the 
eastern  portion  of  South  America,  then  back  again  to  the  ocean.  The  second 
goes  over  Asiatic  Russia  (Liat.  40**  and  50S  east),  the  Caspian  Sea,  the  eastern 
portion  of  Arabia,  and  through  the  western  half  of  Australia.  It  is  suspected 
that  both  parts  form  closed  curves.  All  the  isogones  intersect  each  other  at 
two  points,  which  are  near  the  geographical  poles,  and  are  called  magnetic  poles, 
and  lie  near  Boeotia  Felix  and  the  volcanoes  Erebus  and  Terror.  Tables  of 
secular  variation  show  us  that  until  the  seventeenth  century  the  declination 
'  for  Europe  was  eastern,  and  then  changed  into  western.  The  following  tables 
give  the  declination  observed  at  Paris  and  London : 
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London. 
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•1580        . 
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At  present  the  declination  for  Europe  is  west,  being  again  on  a  decrease, 
Ganes  and  Weber  collected  observations  made  during  twenty-four  hours,  for 
four  fixed  days  of  the  year,  at  different  places  on  the  globe,  to  determine  the 
daily  variations  in  the  earth's  magnetism. 

They  found  that  the  declination  in  Europe  is  a  minimum  in  the  morning, 
majdmum  shortly  after  mid-day,  and  then  decreases  until  evening.  The  maximum 
difference,  although  not  the  same  for  all  seasons,  is  only  nine  minutes. 

Inclination,  as  we  have  previously  mentioned,  is  determined  by  means  of  the 
inclination,  or  dipping  needle,  which  must  be  either  freely  suspended,  or  allowed 
to  turn  on  a  horizontal  axis  passing  through 
the  centre  of  gravity  of  the  needle,  friction 
in  the  bearings  being  as  much  as  possible 
avoided.  Fig.  i8  shows  a  simple  arrange- 
ment of  the  inclination  needle.  It  consists 
of  the  dipping  needle  ab^  capable  of  moving 
about  the  horizontal  axis  at  w,  the  pivots 
of  which  are  arranged  to  move  in  their 
bearings  wnth  as  little  friction  as  possible. 
On  the  vertical  graduated  circle  K,  is  mea- 
sured the  inclination  or  dip.  The  graduated 
circle  k^  and  vernier  n  are  employed  to 
arrange  the  needle  and  circle  k,  in  the 
magnetic  meridian,  the  whole  instrument 
being  carefully  levelled  by  means  of  the 
level  w  and  the  screws  s  s.  The  instru- 
ments employed  at  the  Kew  Observatory 
are  more  exact  and  delicate  than  the  one 
here  described,  the  fractions  of  degrees 
being  read  off  by  means  of  microscopes 
which  are  attached  to  the  same  rods  as  the 
verniers.* 

Variation  of  Inclination. — Like  declination,  inclination  varies  for 
place  and  time ;  here,  too,  places  may  be  found  that  have  the  same  inclination. 
The  lines  which  join  these  places  are  called  isoclinic  lines,  and  the  isoclinic 
line  of  which  the  inclination  is  o  is  called  the  magnetic  equator,  or  aclinic  line  ; 
from  the  magnetic  equator  to  the  magnetic  poles  the  inclination  varies'  from 
o*^  to  90^.  At  the  magnetic  equator  the  inclination  needle  would  take  up  a 
horizontal  position;  in  the  northern  hemisphere  its  north  pole  points  down- 
wards ;  in  the  southern  hemisphere  its  south  pole  points  downwards,  and  at  the 


Fig.    18.— Inclinometer,^  or  Dipping 
Needle. 


*  At  the  Observatory  at  Greenwich  the  declination  needle  is  roade  to  record  its  own  movements 
e»ery  day.  The  magnet  carries  a  small  mirror  on  which  a  beam  of  light  falls  in  a  dark  room  The 
light  is  reflected  on  to  photographic  paper  ruled  for  hours  and  minutes,  and  placed  round  a  cylinder 
turned  by  the  dock.  The  dark  line  traced  by  the  spot  of  light  is  a  permanent  record  of  the  move- 
menu  of  the  magnet. 
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magnetic  poles  it  assumes  a  vertical  position.  The  magnetic  equator  does 
not  run  parallel  with  the  geographical  equator,  but  cuts  it  at  several  places,  as 
shown  in  the  chart  (Fig.  19). 
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The  following  figures  show  the  variations  of  the  inclination  observed  at 
Paris  and  London : 
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It  is  difficult  to  detennme  whether  the  variations  of  dip  are  periodical ;  since 
1835  the  dip  for  Paris  seems  to  be  increasing,  whilst  for  London  it  shows  a 
steady  decrease. 

Intensity  of  Terrestrial  Magnetism. — To  determine  the  earth's  mag- 
netism, we  have  not  only  to  know  declination  and  dip,  but  intensity  also ;  which 
is  obtained  by  taking  into  account  the 
directive  force  of  the  earth.  Several 
methods  are  known  for  obtaining  this 
result.  The  instrument  Gauss  used 
for  the  purpose  is  shown  in  Fig.  20. 
The  magnet  is  held  by  the  frame  s  s, 
which  is  suspended  by  means  of  wires 
running  over  pulleys,  and  carrying  a 
graduated  scale  k.  From  the  centre 
of  the  scale  rises  a  tube,  to  which  is 
attached  a  vernier,  and  the  mirror  S. 
The  mirror  serves  the  purpose  of  re- 
flecting the  divisions  of  a  scale  under 
a  telescope  not  far  distant.  The  first 
thing  to  be  done  is  to  regulate  the 
instrument  and  bring  the  mirror  into 
such  a  position  that  when  the  suspen- 
sion wires  lie  in  the  same  plane  then 
the  mirror  is  at  right  angles  to  this 
plane.  For  this  purpose  a  bar  of 
copper  of  the  same  weight  and  shape 
as  the  magnet  is  placed  in  the  frame. 
The  apparatus  assumes  the  position 

of  equilibrium,  and  the  two  parts  of  the  wire  are  then  in  the  same  plane.  The 
mirrors  and  telescope  are  then  turned  until  the  middle  of  the  scale  is  seen  by  the 
reflections  coinciding  with  the  vertical  spider-thread  in  the  telescope.  The  scale 
as  well  as  the  mirror  is  then  perpendicular  to  the  plane,  which  contains  both  the 
wires  and  optic  axis  of  the  telescope. 

We  now  replace  the  bar  of  copper  by  the  magnet.  The  forces  which  act  on 
the  magnet  are  its  weight,  the  couple  arising  from  terrestrial  magnetism,  and  the 


Fig.  20. — The  Bifiiar  Magnetometer. 
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tensions  of  the  wires.  Each  of  these  tensions  may  be  regarded  as  made  up  of 
two  components,  one  being  vertical,  and  the  other  horizontal.  The  vertical  com- 
ponents balance  the  weight,  and  the  horizontal  components  form  a  couple  (or  two 
equal  and  opposite  forces).  The  distance  between  the  wires  is  so  regulated  that 
this  couple  is  greater  than  the  couple  due  to  the  earth's  magnetism.  We  now 
make  three  observations,  and  count  the  number  oi  the  oscillations  of  the  magnet 
in  three  positions. 

1.  Place  the  magnet  and  frame  in  the  direction  of  the  magnetic  meridian, 
the  north-seeking  end  being  towards  the  north.  Adjust  the  apparatus,  slightly 
disturb  the  magnet,  and  count  the  oscillations.  Let  the  number  per  minute 
be  N,  then  the  sum  of  two  couples  is  proportional  to  n^. 

2.  Reverse  the  magnet  so  that  the  north-seeking  end  is  towards  the  south. 
Let  n  be  the  number  of  oscillations  per  minute.  Then  the  diflference  of  the 
couples  is  proportional  to  N^. 

3.  In  the  third  position  the  upper  part  of  the  suspension  apparatus  is  turned 
round  till  the  axis  of  the  magnet  is  perpendicular  to  the  magnetic  meridian.  When 
there  is  equilibrium  in  this  case  we  can  calculate  the  value  of  the  couple  due  to 
the  tensions,  and  this  couple  then  balances  the  couple  due  to  terrestrial  magnetism. 

If  H  be  the  product  of  the  earth's  horizontal  magnetic  force  and  the 
moment  of  the  magnet, 

F  the  couple  due  to  the  tensions, 

1  gives  F  -h  H  =  K  n2  where  k  is  a  constant. 

2  gives  F  -  H  =  K  «3. 

3  gives  F  sin  a  =  H,  where  a  is  the  angle  between  the  magnet  and  suspen- 

sion head. 

From  I  and  2    g  =  --3— — g  which  should  agree  with  3. 

The  transverse  position,  therefore,  is  suitable  for  detecting  and  comparing 
changes  in  h. 

Another  method  more  frequently  used  in  English  laboratories  makes  use  of 
the  unifilar  declinometer.  This  method  enables  us  (i)  to  compare  the  magnetic 
moments  of  a  magnet  under  different  conditions  of  magnetisation ;  (2)  to  com- 
pare the  strengths  of  two  magnetic  fields ;  or  (3)  to  measure  the  moment  of 
the  magnet  and  the  strength  of  the  field  in  which  it  is,  that  is  to  say,  the  earth's 
horizontal  force.  For  these  experiments  we  require  to  know  a  quantity  termed 
the  moment  of  inertia  of  the  magnet.  Let  k  be  this  quantity.  Let  m  be  the 
magnetic  moment  of  the  magnet,  h  the  horizontal  component  of  the  earth's 
magnetic  force,  and  n  the  number  of  oscillations  per  second,  when  the  magnet  is 
suspended  in  the  magnetic  meridian,  and  then  slightly  disturbed.  It  is  proved  by 
mathematical  reasoning  that 

M  H  =  2irK«2. 

To  separate  m  and  h  another  equation  is  also  required.  This  is  obtained  by 
placing  the  magnet  with  its  centre  at  a  distance  r  from  the  centre  of  a  suspended 
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magnetic  needle,  and  in  the  same  magnetic  meridian,  and  observing  the  deflec- 
tion, a.  If  our  magnet  be  at  right  angles  to  the  line  of  centre,  or,  as  it  is  called, 
"broadside  on,"  then  by  equating  the  effects  of  the  magnet  and  the  earth  when 
there  is  equilibrium,  we  obtain 

M  =  H  r'  tan  a. 

In  these  two  equations  a  and  n  are  known  from  the  observations,  and  k  is 
calculated  by  measurement.  In  the  case  of  a  bar  magnet  of  mass  /w,  length  /, 
and  breadth  ^,  the  axis  of  oscillation  being  perpendicular  to  the  side  lb. 

It  follows  that  now  both  M  and  h  can  be  found  from  the  two  equations. 

Example. — The  magnet  weighed  67  grammes,  and  its  length  was  975  cen- 
timetres, and  its  breadth  -503  centimetre.  The  time  of  oscillation  when  the 
magnet  was  suspended  by  a  single  thread  was  4*4  seconds,  and  when  it  was 
used  broadside  on  to  deflect  another  magnet,  at  a  distance  of  20  centimetres, 
it  gave  an  angle  whose  tangent  was  found  from  the  tables  to  be  '322.  The 
third  equation  gives  for  k  245,  and  the  others  give  us  m  h  =  7954,  and  m  -f  h 
=  2568.    Hence,  m  =  452,  and  h  =  •176. 

The  force  here  referred  to  was  simply  a  horizontal  force.  The  total  force 
of  the  earth's  magnetism  on  either  pole  of  the  needle  has  the  efiect  of  two 
forces,  one  pulling  the  needle  into  the  magnetic  meridian,  which  we  may  call 
the  horizontal  part  (or  component),  and  the  other  pulling  one  end  of  the  needle 
down.  This  latter  may  be  called  the  vertical  component.  We  may  easily 
determine  the  total  force  when  we  know  the  horizontal  component  and  the 
angle  of  dip.  We  have  but  to  choose  a  scale  and  to  construct  a  triangle  thus  : 
I^w  AB,  a  horizontal  line,  to  represent  on  the  chosen  scale  the  horizontal 
force;  next  draw  b  c,  making  the  angle  a  b  c  equal  to  the  angle  of  dip ;  then 
draw  A  c  perpendicular  to  a  b,  and  meeting  b  c  in  C.  Then  on  the  chosen  scale 
AC  represents  the  vertical  component  v,  ab  the  horizontal  component  h,  and 
BC  the  total  force  t. 

T  =  H  -^  cos  a  b  c,  and  t^  =  h^  +  v*. 

The  observations  yet  made  seem  to  point  to  a  steady  increase  of  intensity. 
At  Munich  (Germany),  it  has  been  as  follows  : 


1853  . 

1-9578 

1857 

1-9706 

1862 

I -9821 

1867 

1-9973 

I87I 

2-0093 

The  horizontal  component  of  the  earth's  magnetic  force  at  Kew  (England), 
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has  been  carefully  calculated  in  a  o.  s.  units  year  by  year  since  i860.     It  was 
in 


i860 
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1862 

•1760 

1864 

•1765 

1866 

•1770 
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•1775 

1870 
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•1785 
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1884        ...        *i8i9 

The  total  force  in  1884  at  Kew  was  '472  in  c.  g.  s.  units. 
Intensity  also  has  daily  variations:  increasing  from  morning  till  evening, 
and  decreasing  during  night. 

STATICAL  ELECTRICITY. 

Electrical  Attraction  and  Repulsion. — If  we  rub  a  large  glass  rod 
with  a  silk  pad,  we  observe  that  it  will  attract  light  bodies,  then  after  contact 
repel  them.  During ,  the  process  we  may  notice  a  peculiar  noise,  and  if  the  ex- 
periment be  carried  out  in  the  dark,  we  may  further  notice  sparks  passing  be- 
tween the  rod  and  the  rubber,  and  also  that  the  rod  becomes  luminous.  If  we 
suspend  a  pith-ball  by  means  of  a  silk  thread,  on  bringing  the  rubbed  rod  near 
the  pith-ball  it  will  move  towards  the  rod,  touch  it,  and  then  be  repelled.  If  the 
glass  rod  be  again  brought  near  the  pith-ball,  it  will  move  away  from  the  glass 
rod,  and  continue  to  be  repelled  until  it  has  been  touched  by  some  other  body. 
From  this  and  similar  experiments  we  conclude  that  by  means  of  friction 
certain  bodies  may  be  made  to  assume  properties  they  did  not  before  possess. 
That  which  gives  bodies  these  properties  we  call  electricity,  and  we  speak  of 
the  bodies  exhibiting  them  as  being  electrified. 

In  order  to  ascertain  whether  electricity  is  communicated  by  electrified 
bodies  to  non-electrified  bodies  when  brought  into  contact,  let  us  suspend  two 
pith-balls  from  the  same  point  of  support  by  threads  of  uniform  silk,  and  touch 
the  pith-balls  with  the  rubbed  glass  rod.  The  balls  fly  from  the  rod  and  also 
from  one  another.  On  bringing  near  them  a  third  pith-ball  or  any  other  light 
body,  we  find  that  though  they  repel  one  another  they  are  attracted  by  the  light 
body,  showing  that  they  have  become  electrified  by  contact  with  the  rubbed 
glass  rod.  From  this  we  conclude  that  an  unelectrified  body  may  be  electrified 
by  contact  with  an  electrified  body,  and  also  that  there  is  repulsion  after  con- 
tact. There  is  mutual  repulsion  between  two  electrified  bodies,  but  there  is 
attraction  between  a  single  electrified  body  and  one  that  is  unelectrified. 
Since  electricity  may  be  imparted  from  one  body  to  another  in  the  manner  here 
described,  we  may  speak  of  a  body  as  being  charged  with  electricity,  or  as  having 
a  certain  charge,  though  the  only  evidence  we  have  of  a  body  being  charged  is 
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ihe  force  it  exerts  on  other  bodies,  whether  that  force  be  one  of  repulsion  or 
attraction.  This  property  or  behaviour  of  electrified  bodies  enables  us  to 
examine  their  electrical  condition. 

Gold-Leaf  Electroscope. — The  simplest  apparatus  for  this  purpose  is 
the  gold-leaf  electroscope,  which,  in  its  most  elementary  form,  consists  of  two 
gold  leaves  hung  side  by  side  within  a  glass  vessel  from  a  metal  wire  attached  to 
a  metal  plate  or  ball  on  the  exterior  of  the  vessel,  as  shown  in  Fig.  21.  If  we 
touch  the  metal  knob  of  the  instrument  with  a  rubbed  glass  rod,  the  electricity  of 
the  glass  rod  reaches  the  gold  leaves,  causing  them  to  diverge,  as  shown  in  the 
figure.  We  may  further  observe  that  the  more  strongly  the  rod  is  electrified 
the  greater  is  the  divergence  of  the  leaves. 


Rg.  2i.-Gold-leaf  Electroscope. 


Fig.  22. — Qnadmnt  Electroscope 


Henley's  Quadrant  Electroscope. — Another  form  of  electroscope  is 
that  known  as  Henley's  quadrant  electroscope,  shown  in  Fig.  22,  which  is  used 
to  indicate  the  charge  on  the  prime  conductor  of  an  electrical  machine.  It 
consists  of  a  metal  rod  s,  having  brass  balls  at  both  ends.  A  thinner  rod  a, 
terminating  in  a  pith-ball  h,  is  hinged  to  the  upper  ball  on  s,  thus  allowing  of 
movement  over  the  scale  Q.  To  measure  the  charge  of  the  conductor  c,  the 
instrument  is  placed  on  the  conductor,  the  rod  a  h  lying  close  to  s  when  the 
conductor  has  no  charge.  On  electrifying  the  conductor  c,  the  electricity 
flows  to  the  electroscope  through  the  lower  ball  of  s,  which  repels  the  pith-ball  h. 
The  proportionate  amount  of  electricity  contained  by  the  conductor  is  indicated 
by  the  angle  shown  on  the  scale  Q. 

Bchrens*  Electroscope.  —  It  would  be  almost  impossible  to  indicate 
ti»e  presence  of  very  small  quantities  of  electricity  with  the  gold-leaf  electroscope 
just  described,  hence  more  sensitive  instruments  must  be  employed.  We  will 
<tecribe  an  electroscope  invented  by  Behrens,  and  modified  by  Riess.     It  is 
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shown  in  Fig.  23,  the  new  feature  being  a  Zamboni  pile,  though  the  instrument 
is  only  a  delicate  form  of  the  gold-leaf  electroscope.  It  consists  of  a  single  gold 
leaf  hanging  between  two  symmetrically  placed  discs  k  z,  which  are  maintained 
at  different  electrical  conditions,  or  (as  we  shall  subsequently  learn  to  describe 
them)  at  different  potentials,  one  positive  and  the  other  negative,  produced 
by  the  dry  pile,  or  battery  K  z.  Sir  William  Thomson  calls  electroscopes  of  this 
class  heterostatic,  because  they  take  advantage  of  an  independent  electrification 
to  test  the  given  electrification. 

None  of  these  instruments  accurately  measure  electricity ;  they  only  indicate 

the  electrical  conditions  of 
bodies.  Apparatus  which  en- 
able us  to  make  exact  mea- 
surements of  the  charges  of 
electricity  on  bodies  are  termed 
electrometers^  not  electroscopes ^ 
and  will  be  described  farther 
on.  The  latter  simply  indicate 
the  presence  of  electricity; 
the  former  do  more  than  this : 
they  measure  the  quantity. 

Two  kinds  of  Electri- 
fication.— If  we  rub  a  glass 
rod  with  a  piece  of  leather, 
and  touch  the  knob  of  the 
gold  -  leaf  electroscope,  the 
leaves  diverge ;  on  rubbing  the 
glass  rod  still  more,  and  touch- 
ing the  knob  of  the  electro- 
scope, the  divergence  of  the 
leaves  will  be  increased  ;  but  if, 
instead  of  again  using  the  glass,  we  touch  the  knob  with  a  rubbed  rod  of  sealing- 
wax,  the  leaves  collapse.  If  we  reverse  the  order,  touching  the  knob  with  the 
rubbed  sealing-wax  first,  the  leaves  diverge,  and  then  collapse  when  the  knob  is 
touched  by  the  rubbed  glass  rod.  This  experiment  shows  that  although  both 
the  glass  and  the  sealing-wax  rods  become  electrified  by  rubbing,  the  electrical 
conditions  of  the  two  bodies  are  opposite  in  character.  When  one  makes  the 
gold  leaves  diverge,  the  other  makes  them  collapse.  We  distinguish,  therefore, 
between  two  kinds  of  electricity;  viz.,  that  of  the  rubbed  sealing-wax,  which  we 
term  resinous^  and  that  of  the  rubbed  glass,  which  we  term  litrcous. 

Further  experiments  show,  however,  that  the  nature  of  the  electrification 
of  bodies  depends  not  only  upon  the  bodies  rubbed,  but  also  upon  the  rubber. 

The  electrical  condition  of  a  body  is  not  sufficiently  indicated  by  either  of 
these  significations,  and  it  was  therefore  agreed  that  the  one  kind  of  electrification 
should  be  termed /^j/V/V^,  and  the  other  negcUive ;  glass  rubbed  with  amalgamated 


Fig.  23  —  Behrcns'  Electroscoi>e. 
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leather  was  to  represent  the  former,  resin  rubbed  with  wool  the  latter.  There- 
fore, positively  electrified  bodies  are  all  those  bodies  that  exhibit  the  same 
properties  as  a  glass  rod  rubbed  with  amalgamated  leather,  and  negatively 
electrified  bodies  all  those  which  exhibit  properties  opposite  to  the  above  named. 
The  phenomena  observed,  concisely  stated,  come  to  this :  i.  There  are  two  kinds 
of  electricity,  positive  and  negative ;  2.  Bodies  charged  with  the  same  kind  of 
electricity  repel  each  other,  while  bodies  charged  with  opposite  electricities 
attract  each  other ;  3.  Equal  quantities  of  the  opposite  kinds  of  electricity  united 
in  a  body  neutralise  each  other. 

By  means  of  the  instruments  already  described,  and  employing  these  ^sicts, 
we  are  enabled  to  examine  the  electrical  condition  ot 
bodies,  and  ascertain  which  kind  of  electricity  a  body 
has.  The  method  adopted  with  the  gold-leaf  electro- 
scope is  the  following :  The  instrument  is  first  charged, 
say,  positively,  being  touched  with  a  glass  rod  rubbed 
with  leather,  which  causes  ^he  leaves  to  diverge,  then 
the  knob  is  touched  with  the  body  under  examination  ; 
if  the  leaves  diverge  still  further  the  body  is  charged 
with  positive  electricity,  if  the  leaves  partly  or  entirely 
coUapse,  the  body  is  charged  with  negative  electricity. 
Care  should  be  taken  to  ascertain  whether  the  body 
is  at  all  electrified,  as  the  divergence  of  the  gold  leaves 
is  lessened  when  a  non-electrified  body  touches  the 
knob,  because  some  of  the  electricity  of  the  gold  leaves 
has  been  imparted  to  the  body. 

Conductors  and  Insulators. — If  we  suspend 
a  pith-ball  Hi  by  means  of  a  silk  thread,  and  a  second 
H,  by  means  of  a  metal  wire  from  the  former,  and 
touch  Hi  with  a  rubbed  glass  rod,  Hj  becomes  positively 
electrified,  and  is  consequently  repelled  by  the  glass  Fig.  24. —Electric  Pendulum, 
rod ;  and  h,  is  also  repelled,  although  not  touched  by 

the  rod.  Further,  h,  is  attracted  by  a  rod  of  sealing-wax,  and  is  also  able 
to  attract  light  bodies.  No  electricity  has  been  imparted  to  h,  directly  by 
contact  with  the  glass  rod,  yet  it  shows  the  same  properties  as  h,  ;  hence  it 
follows  that  electricity  from  Hi  must  have  passed  to  Hj,  or,  in  other  words,  that  the 
metal  wire  conducted  the  electricity  from  H,  to  h,.  If  we  suspend  h,  from  Hi  by 
a  silk  thread  instead  of  a  metal  wire,  h^  will  exhibit  no  sign  of  electrification, 
showing  that  the  silk  does  not  conduct  electricity. 

Again,  if  we  touch  the  knob  of  a  charged  electroscope  with  an  unelectrified 
sealing-wax  rod,  the  divergence  of  the  leaves  is  lessened ;  but  on  examining  the 
rod  of  sealing-wax  by  Behrens*  electroscope,  we  find  it  electrified  only  at  the 
place  where  contact  was  made  with  the  electroscope.  Other  substances,  such  as 
metals,  become  electrified  all  over  the  .surface  when  only  touched  at  one  point. 
These  facts  show  that  we  have  to  distinguish  between  two  classes  of  bodies,  in  the 
D  2 
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first  of  which  the  electricity  rapidly  spreads  over  the  surface,  and  in  the  second 
of  which  the  electricity  only  spreads  over  the  body  at  a  very  slow  rate.  The 
former  class  of  bodies  are  termed  conductors  and  the  latter  non-conductors^  or 
insulators.  If  the  knob  of  a  charged  electroscope  be  touched  by  the  hand,  the 
leaves  collapse  at  once,  the  electricity  being  conducted  by  the  human  body  to 
the  earth,  thus  becoming  distributed  over  a  very  large  surface.  In  order  to  find 
whether  a  substance  is  a  good  conductor  of  electricity  or  not,  take  the  substance 
to  be  examined,  and  touch  the  knob  of  the  electroscope  with  it ;  if  the  leaves 
collapse  immediately,  the  substance  conducts  electricity  well.  It  may  be  proved 
by  touching  a  second  unelectrified  electroscope,  that  the  substance  retains  no 
signs  of  electrification,  simply  because  the  electricity  has  passed  from  it  through 
the  human  body,  and  thence  to  the  earth.  The  time  which  the  gold  leaves 
take  to  collapse  gives  us  a  method  of  roughly  ascertaining  the  relative  con- 
ducting powers  of  substances.  With  metals  this  collapse  takes  place  imme- 
diately, with  resins  more  slowly,  and  with  dry  wood  more  slowly  still. 

We  can  draw  no  strict  line  of  division  between  conducting  and  non-con- 
ducting bodies,  since  all  substances  offer  a  certain  resistance  to  the  passage  of 
electricity,  and  there  are  none  that  absolutely  resist  it  In  the  following  hst,  due 
to  Riess,  the  names  of  the  substances  are  arranged  so  that  each  conducts  better 
than  the  next  They  are  also  classed  as  conductors,  partial  conductors,  and 
insulators. 


CONDUCTORS. 

Metals. 

Sea-water. 

Parts  of  animals  having 

Charcoal. 

Fresh-water. 

still  life. 

Graphite. 

Rain-water. 

Soluble  salts. 

Acids. 

Snow. 

Linen. 

Salt  solutions. 

Growing  vegetables 

PARTIAL  CONDUCTORS. 

Cotton. 

Alcohol. 

Dry  Wood, 

Straw. 

Ether. 

Marble. 

Ice  at  o«  C. 

Flower  of  sulphur. 

Paper. 

INSULATORS. 

Dry  metal  oxides. 

Porcelain. 

Precious  stones. 

Oils  (fatty). 

Dried  vegetables. 

Mica  (biaxed). 

Ashes. 

Leather. 

Glass, 

Ice  at  -25**  C. 

Parchment. 

Wax. 

Phosphorus. 

Dry  paper. 

Sulphur. 

Lime. 

Feathers. 

Resin. 

Chalk. 

Hair. 

Amber. 

Caoutchouc 

Wool. 

Shellac. 

Camphor. 

Dyed  silk. 

Oils  (ethereal). 

Silk. 

Here,  then,  we  have  an  explanation  of  the  reason  why  in  the  earliest  times, 
and  even  as  recently  as  the  time  of  Gilbert,  many  substances  were  considered 
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incapable  of  electrification  by  rubbing.  Bad  conductors,  such  as  amber,  could 
be  held  in  the  hand  without  the  electricity  generated  by  rubbing  being  con- 
ducted to  the  earth.  Metals,  on  the  contrary,  conducted  the  electricity  produced 
by  means  of  the  hand  to  the  earth.  In  order  to  electrify  metals,  or  any  other 
conductors,  therefore,  we  must  support  them  in  some  manner  by  means  of  an 
insulator.  If  they  be  held  by  glass  handles,  or  suspended  by  a  silk  thread, 
they  may  be  electrified  by  rubbing. 

Gases  are  bad  conductors  of  electricity  ;  if  it  had  been  otherwise  we  should 
never  have  become  acquainted  with  electricity,  as  it  would 
have  been  conducted  away  by  the  air  as  fast  as  it  was 
generated.  The  vacuum  also  does  not  conduct  electricity, 
but  moist  air  becomes  a  partial  conductor.  Moist  air, 
also,  will  spoil  the  insulation  of  non-conducting  supports. 
All  bodies  are  more  or  less  hygroscopic,  and  the  moisture 
condensed  on  their  surfaces  thus  turns  the  best  insulators 
into  conductors.  Change  of  temperature  also  influences  con- 
ductivity; red-hot  glass  and  molten  resin,  for  instance,  be- 
coming good  conductors. 

In  order,  then,  to  ascertain  whether  a  body  can  be  elec- 
trified or  not,  it  is  not  sufficient  merely  to  take  that  body  in 
the  hand  and  rub  it ;  it  should  be  carefully  insulated  first. 
AVhen  such  precautions  are  taken  we  find  that  all  bodies, 
without  exception,  can  be  electrified.  Experiments  show  that 
the  rubber  also  becomes  electrified.  Fig.  25  represents  the 
apparatus  for  this  purpose,  a  is  a  glass  disc,  B  a  disc  covered 
with  amalgamated  leather ;  both  being  insulated  by  means  of 
^ass  handles.  If  these  two  plates  are  rubbed  together,  each 
of  them  becomes  electrified,  the  glass  plate  positively  and 
the  leather  negatively.  'If  we  change  the  glass  for  resin,  and 
cover  B  with  wool  instead  of  leather,  and  then  rub  them 
together,  the  resin  plate  becomes  negatively  electrified  and  the  wool  plate 
positively.  From  these  and  similar  experiments  we  learn  that :  i.  All 
bodies  may  be  electrified  by  rubbing ;  2.  Both  bodies  are  electrified  when 
nibbed,  one  of  them  positively  and  the  other  negatively.  But  the  same  sub- 
stance may  be  either  positively  or  negatively  electrified  by  using  different 
rubbers. 

The  following  list  is  so  arranged  that  any  substance  in  it  becomes  positively 
electrified  when  rubbed  by  any  of  the  substances  taking  rank  after  it : 


Fig.  25.— Insulated 
Conductors  for 
Frictional  Elec- 
tricity. 


Catskin. 

Wood. 

Resins. 

Glass. 
Ivory. 
Silk. 

Sulphur. 
Flannel. 
Cotton. 

Guttapercha 

Metals. 

Guncotton. 

Rock  crystal. 
The  hand. 

Shellac. 
Caoutchouc. 
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Modes  of  producing  Electricity, — Direct  Met/wds,  With  the  first 
method  discovered  in  order  of  time,  namely  friction,  we  may  associate  other 
mechanical  processes,  such  as  cutting,  filing,  pressing,  etc.  etc.  For  instance, 
Iceland  spar,  when  pressed  with  the  hand,  becomes  electrified,  and  remains 
so  for  a  considerable  time.     Electricity  may  be  produced  by  heating  certain 

crystals.  The  electricity  produced  by 
this  method  is  sometimes  called  pyro- 
electricity.  A  good  example  of  pyro- 
electricity  is  tourmaline  :  it  remains 
unelectrified  as  long  as  it  has  the 
same  temperature  as  surrounding 
bodies  ;  but  if  it  be  heated  or  cooled, 
it  shows  two  different  electrical  poles, 
opposite  to  each  other,  which  are 
easily  tested  by  means  of  an  elec- 
troscope. It  is  found  that  the  pole 
which  has  positive  electricity  when 
heated  will  have  negative  when  cooled. 
Tourmaline  retains  its  electrical  pro- 
perties when  powdered.  Another 
mode  of  generating  electricity  occurs 
in  the  chemical  process  of  combus- 
tion. It  has  been  found  that  when 
bodies  are  slowly  consumed  by  fire 
they  themselves  are  negatively  elec- 
trified, whilst  the  escaping  smoke  is 
positively  electrified.* 

Comparison  of  Two  Charges 
of  Electricity. — It  has  been  men- 
tioned that  the  only  evidence  of  a 
body's  being  charged  with  electricity 
is  afforded  by  the  force  it  exerts  on 
other  bodies.  It  is  evident,  therefore, 
that  we  must  measure  quantities  of 
electricity  by  the  relative  forces  which  these  quantities  exert  under  similar 
conditions,  and  in  order  to  do  this  we  must  ascertain  the  connection 
between  the  quantities  of  electricity  and  the  forces  they  exert.  It  has  been 
mentioned,  in  describing  Henley's  quadrant  electroscope,  that  the  greater 
the  charge  of  electricity  on  the  balls  the  larger  the  angle  subtended  by  the 
rods,  and  that  this  angle  increases  with  the  amount  of  electricity  on  the 
conductor.  But  what  relation  the  angle  bears  to  the  charge  cannot  be 
determined  with  so  rough  an  instrument.  .In  order  to  ascertain  accurately 
the  connection    between   the   force    exerted   between    two  electrified  bodies, 

•  The  experiment  wa««  made  with  a  pastil  for  fumigating. 


Fig.  26.— Coulomb's  Torsion  Balance. 
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Coulomb  employed  his  torsion  balance  (Fig.  26).  This  instrument  has  been 
described  in  its  application  to  magnetism,  as  well  as  the  principles  on  which 
it  depends,  and  the  manner  of  employing  it.  Here,  however,  the  suspended 
magnet  is  replaced  by  the  balls  balanced  at  the  extremities  of  a  glass  or  shellac  rod, 
as  shown  at  b,  and  a  similar  ball  attached  to  the  end  gf  a  glass  or  shellac  rod  in- 
serted at  E  replaces  the  fixed  magnet.  By  means  of  this  arrangement  Coulomb 
proved  the  fundamental  law  of  electricity,  namely,  that  "  two  small  electrified 
bodies  attract  or  repel  each  other  with  forces  proportional  to  the  amounts  of 
electricity  they  contain,  and  inversely  proportional  to  the  square  of  the  distance 
between  them." 

If  qi  q^  be  the  quantities,  d  the  distance,  and  F  the  force  then 

Measurement  of  Electricity. — ^To  measure  quantities  of  electricity 
absolutely  it  is  necessary  to  have  some  unit,  and  the  definition  of  this  unit  is 
furnished  from  the  above-mentioned  law  by  making  the  two  quantities  equal, 
and  the  force  and  distance  each  unity.  This  unit,  defined  in  terms  of  the 
fundamental  units  now  universally  adopted  in  scientific  work,  is,  the  quantity 
of  electricity  concentrated  at  a  point  which  is  capable  of  repelling  a  similar 
quantity  of  electricity  at  a  point  when  placed  at  the  distance  of  one  centimetre 
«ith  a  force  of  one  dyne  */  that  is  to  say,  with  a  force  which  would  give  the  mass 
of  one  gramme  the  velocity  of  one  centimetre  per  second  in  one  second.  As 
11  is  impossible  to  concentrate  electricity  at  a  point,  we  may  use  two  small  balls 
of  similar  dimensions,  the  distance  of  one  centimetre  being  measured  from  centre 
to  centre. 

Gradual  Leakage  of  Electricity. — If  we  charge  the  balls  of  a 
Coulomb^s  torsion  balance,  and  observe  the  angle,  we  find  that  when  the 
instniment  is  left  in  the  same  position  for  some  time  this  angle  becomes  smaller 
and  smaller.  As  the  force  of  torsion  cannot  alter,  there  must  be  some  waste 
of  the  charge.  How  is  this  waste  to  be  explained  ?  The  balls  are  surrounded 
by  air,  and  are  fastened  to  insulators ;  so  that  the  electricity  may  escape  by 
the  air,  or  by  the  insulators,  or  by  both.  Experiments  have  shown  that  this  is 
really  the  case.  Electrified  bodies  attract  small  particles  of  air,  electrify  them, 
and  then  repel  them;  in  this  manner  the  original  quantity  of  electricity  is 
diminished. 

As  has  been  mentioned,  there  are  no  perfect  insulators;  electricity  is  con- 
ducted, though  very  slowly,  through  the  best  insulator.  To  what  extent  the 
electricity  will  spread  over  the  insulator  depends  upon  the  amount  of  elec- 
tricity the  body  itself  contains.  The  amount  of  electricity  on  the  insulator 
diminishes  with  the  distance,  being  densest  near  the  charged  body.  If  there 
be  dust  or  moisture  on  the  insulator  the  electricity  will  be  conducted  away. 

•  See  Appendix  to  Part  I. 
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To  prevent  the  condensation  of  moisture  glass  insulators  are  often  coated 
with  a  thin  layer  of  shellac.  There  is,  however,  an  objection  to  this  remedy, 
as  particles  of  dust  stick  to  the  shellac,  and  are  not  so  easily  removed.  A 
better  method  is  that  adopted  by  Professors  Ayrton  and  Perry,  who  place 
their  insulators  in  glass  vessels  with  strong  sulphuric  acid,  or  ome  other  desic- 
cating agent. 

ELECTRIFICATON   BY   STATICAL   INDUCTION. 

Riess*s  Induction  Apparatus.— The  presence  of  an  electrified  body  is 
sufficient   to  produce   signs  of  electricity   in  a  neighbouring  conductor.     To 

show  this  influence  of  electricity,  Riess 
devised  the  apparatus  represented  in 
Fig.  27.  The  stand  /  has  three 
movable  arms,  the  middle  portion  of 
each  consisting  of  glass.  The  highest 
arm  holds  a  brass  rod,  or  hollow 
cylinder,  neatly  rounded  at  its  ends, 
which  has  pith  balls  at  different  places 
suspended  by  means  of  thin  metal 
wires;  the  middle  arm  supports  the 
glass  plate  d^  and  the  lowest  arm  the 
brass  ball  e.  The  rod  d:  ^  is  in  a  line 
with  the  centre  of  this  brass  ball. 
The  three  arms  are  so  arranged  that 
all  the  parts  are  near  to  each  other, 
but  are  not  in  contact.  Immediately 
the  ball  e  is  charged,  the  rod  a  b 
becomes  also  electrified.  This  is 
manifested  by  the  repulsion  of  the 
pith  balls.  The  ball  e  and  the  rod  a  b 
do  not  touch  each  other,  being  sepa- 
rated from  each  other  by  the  glass  plate  d.  It  is  evident,  therefore,  that  e  influences 
a  b  through  a  distance.  Electricity,  when  produced  in  this  manner,  is  said  to  have 
been  caused  by  induction.  By  placing  the  pith  balls  at  different  heights,  we 
may  prove  that  the  density  of  the  electricity  on  a  ^  is  greatest  at  its  ends.  If 
we  move  the  pith  balls  along  the  rod,  we  find  that  at  a  point  near  the  middle  of 
the  rod  the  density  is  nought.  If  now  we  examine  the  electricity  on  the  two 
ends  of  ab^  we  find  that  the  electrical  condition  of  a  is  opposite  to  that  of 
the  brass  ball  <f,  and  the  electrical  condition  of  b  opposite  to  that  of  a.  The 
point  at  which  there  is  no  sign  of  electrification  is  not  quite  in  the  middle 
of  rod  a  by  being  nearer  a  than  b.  The  influenced  body  retains  its  charge 
only  so  long  as  the  ball  e  is  not  withdrawn.  We  can,  however,  permanendy 
charge  a  b  by  simply  preventing  the  two  electricities  from  uniting.  Let  a  b 
consist  of  two  parts.     Suppose  e  to  be   positively  electnfied.      On  bringing  e 


Fig.  27. — Riess*s  Induction  Apparatus. 
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near  ab  the  neutral  electricity  of  the  latter  will  be  decomposed,  its  negative 
electricity  will  be  found  on  the  lower  half,  and  its  positive  on  the  upper  part  of  ^^. 
If  now  the  two  parts  are  separated  from  each  other,  e  may  be  removed  also,  or 
discharged,  and  yet  the  two  parts  oi  a  b  will  retain  their  charges.  The  parts  a 
and  b,  of  course,  must  be  well  insulated  as  regards  the  rest  of  the  apparatus. 
Negative  electricity  only  is  obtained  when  a  b  \s  connected  for  an  instant  with 
the  earth,  the  connection  being  removed  before  the  removal  of  the  influencing 
charge  on  e.  The  relation  between  the  charges  on  the  influencing  bodies  and  the 
influenced  conductors  may  be  shown  by  the  following  experiment :  Two  equal 
brass  balls,  each  insulated,  are  so  placed  that  they  touch  each  other ;  a  third  ball, 
considerably  larger,  and  charged  with  positive  electricity,  is  brought  near  them ; 
the  three  balls  are  so  arranged  that  their  centres  lie  in  a  straight  line.  The  ball 
nearest  the  charged  one  shows  negative  electricity;  the  ball  farthest  from 
the  charged  one  shows  positive  electricity.  The  charge  of  the  near  ball  is 
measured  by  means  of  the'  torsion  balance,  and  the  ball  brought  back  again 
to  its  former  position.  The  large  ball  now  is  touched  by  another  equal  to 
it;  by  doing  so,  the  charge  of  the  inducing  ball  is  diminished  to  one-half 
of  its  original  charge.  The  remaining  charge  is  now  allowed  to  influence 
the  two  small  balls  again,  and  the  near  ball  is  again  examined  by  means 
of  the  torsion  balance.  Allowing  for  leakage,  we  now  obtain  a  result  which 
is  one-half  of  the  first.  From  this  we  may  conclude  that  the  quantity  of 
the  induced  charge  is  proportional  to  the  quantity  of  the  inducing  charge. 

iEpinus  rubbed  the  end  of  an  unelectrified  glass  tube  with  an  electrified  one, 
and  found  that  the  electricity  at  that  particular  spot  was  similar  to  that  of  the 
electrified  tube;  he  also  found  a  spot  in  the  glass  tube  that  was  oppositely 
electrified,  and  a  third  place  similarly  electrified.  This  may  serve  to  show  that 
electrified  bodies  not  only  influence  conductors,  but  insulators  also.  This  may 
also  be  seen  by  means  of  Riess'  apparatus  (Fig.  27).  The  brass  rod  or  cylinder 
ab  must  be  replaced  by  some  insulator,  for  instance,  a  shellac  rod.  If  the 
ban  ^  is  positively  electrified,  the  shellac  rod  on  the  near  end  (that  is,  the 
end  nearest  the  ball  e)  will  be  found  to  be  negatively  electrified.  The  diffierence 
between  good  conductors  and  good  insulators  is,  however,  very  marked.  Con- 
ducting bodies  when  brought  near  an  electrified  body  are  at  once  irifluenced, 
redistribution  taking  place  at  once  on  the  removal  of  the  charged  body ;  with 
non-conducting  bodies  both  processes  take  a  considerable  time. 

Theory  of  Induction. — ^We  will  next  try  to  explain  the  phenomena 
connected  with  induction.  What  has  been  said  already  comes  to  this:  An 
electrified  body  influences  an  insulated  non-electrified  body  in  such  a  manner 
that  the  ktter  becomes  charged  with  both  kinds  of  electricity,  the  electrified 
body  attracting  the  kind  not  hke  its  own  and  repelling  that  which  is  like  its 
owiL  The  inducing  body  loses  nothing  of  its  electricity,  and  the  quantities  of 
the  induced  charges  are  equal  to  one  another,  and  are  proportional  to  those  of 
the  inducing  charges.  When  the  inducing  charge  is  removed  to  a  distance 
the  induced  charges   re-unite.     If,  however,  the  body,  while  under  induction, 
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be  connected  with  the  earth  for  an  instant,  the  induced  charge  that  is  repelled 
flies  to  earth ;  then  if  the  influencing  body  be  removed,  the  insulated  conductor 
remains  charged  with  a  kind  opposite  to  that  of  the  inducing  charge. 

From  the  fact  that  conducting  bodies  become  electrified  by  merely  bringing 
them  near  charged  bodies,  without  any  loss  of  electricity  by  the  latter,  but 
appear  unelectrified  when  the  charged  body  is  withdrawn,  it  is  evident  that 
both  kinds  of  electricity  must  have  been  present  in  the  conductor  previous  to 
the  induction.  They  could  not,  however,  be  detected  before  induction,  because 
they  neutralised  each  other.  We  must  conclude,  therefore,  that  every  non- 
electrified  body  possesses  an  infinite  amount  of  both  positive  and  negative 
electricity  in  all  its  parts,  and  in  equal  quantities.  It  does  not,  however,  exhibit 
any  signs  of  electrification  while  these  equal  quantities  of  positive  and  negative 
electricity  neutralise  each  other.  The  generation  of  electricity  by  induction  is 
therefore '  merely  a  separation  of  the  positive  and  negative  electricities,  in  con- 
sequence of  the  presence  of  an  electrified  body  and  the  attraction  of  the  opposite 
kind  of  electricity,  and  repulsion  of  the  similar  kind  of  electricity  to  that  of  the 
influencing  charge.  Assume  the  charged  body  to  have  positive  electricity.  When 
a  non-electrified  body  is  brought  near  it  we  have  to  do  with  three  distinct  charges 
of  electricity,  the  positive  charge  of  the  inducing  body  and  the  positive  and 
negative  induced  charges. 

By  means  of  these  observations  it  is  easy  to  explain  the  action  between  an 
electrified  body  and  an  insulated  conductor  that  is  brought  into  contact  with  it 
Before  contact  takes  place  the  neutral  electricity  of  the  conductor  is  decomposed 
by  the  influence  of  the  electrified  body,  the  original  charge  attracts  that  which  is 
opposite  to  itself,  and  in  its  turn  is  attracted  by  the  opposite  induced  charge. 
When  the  bodies  touch,  the  attracting  and  opposite  charges  begin  to  unite.  As 
they  unite,  however,  the  separation  of  the  induced  electricities  depending  on  the 
independent  existence  of  the  original  charge  is  lessened.  The  result  is  that 
equal  quantities  of  both  original  and  induced  electricity  will  neutralise  each 
other.  If  +  ^  be  the  original  charge,  and  -  /  and  +  ;  the  induced  charges, 
then  half  of  the  -  /  neutralises  half  ^'  <?,  and  the  remaining  half  of  -  /  returns  to 
neutralise  half  of  +  /.  The  remaining  electricity  is  then  distributed  over  both 
bodies,  and  the  two  bodies,  being  similarly  electrified,  will  repel  each  other.  The 
action  which  took  place  in  the  experiment  (Fig.  27),  when  the  conductor  ab  was 
connected  with  the  earth,  may  also  be  now  explained.  The  conductor  a  b  has 
at  «  an  induced  negative  charge  of  electricity,  and  at  b  an  induced  positive  charge 
of  electricity,  since  the  inducing  body  is  positively  electrified.  If  now  we  touch 
a  b  with  another  conductor,  the  induced  charge  of  positive  electricity  at  b  will  be 
repelled  as  far  away  as  possible,  and  will  spread  itself  over  the  distant  end.  In 
removing  this  part  of  the  conductor  the  positive  charge  will  be  removed  with  it, 
becoming  distributed  over  its  surface  according  to  certain  definite  laws  which 
will  be  explained  further  on.  If  now  this  end  be  connected  with  a  large  con- 
ductor (the  earth,  for  instance),  then  the  positive  free  charge  will  spread  itself 
over  the  large  surface,  the  electrical  c-ondition  of  which,  in  consequence  of  its 
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size,  will  not  be  practically  affected.     The  remaining  electricity  will  of  course  be 
negative. 

Theory  of  Potential, — It  has  been  pointed  out  that  the  relative  elec- 
trical condition  of  two  bodies  may  be  such  that  a  discharge  of  electricity  takes 
place  between  them  when  they  are  brought  into  contact  or  are  connected  by 
a  wire.  We  have  now  to  give  a  name  to  this  relative  electrical  condition, 
and  to  make  certain  explanations  respecting  it.  We  shall  be  assisted  in 
the  explanations  by  an  analogy,  which  we  shall  frequently  make  use  of  for  a 
similar  purpose.  The  analogy  is  that  of  two  bodies  in  different  electrical 
conditions  to  two  water-tanks  at  different  levels.  If  the  two  tanks  are  connected 
by  a  pipe,  the  discharge  of  water  from  one  to  the  other  takes  place  because  ot 
the  difference  of  level ;  water  flows  from  that  tank  that  has  the  higher  level.  In 
the  case  of  electricity  we  use  similar  language,  but  use  the  word  potential  instead 
of  level  If  when  two  bodies  are  connected  by  a  wire  or  brought  into  contact, 
positive  electricity  passes  from  one  to  the  other,  we  say  that  there  was  a  dif- 
ference of  electrical  potential  between  them,  and  that  the  body  from  which  the 
positive  electricity  passed  had  the  higher  potential.  The  transfer  of  positive 
electricity  always  takes  place  from  a  higher  potential  to  a  lower,  and  the  transfer 
of  negative  electricity  from  a  lower  to  a  higher.  When  no  water  flows  through 
two  tanks  on  connection  being  made  between  them,  we  know  they  must  be  at 
the  same  level ;  and  similarly  if  no  discharge  takes  place  between  two  bodies 
when  they  are  electrically  connected  they  must  be  at  the  same  potential. 
Conversely,  if  they  are  at  the  same  potential  no  discharge  of  electricity  will  be 
brought  about  by  connecting  them.  If  we  can  find  a  level  of  reference,  we  may 
speak  of  each  tank  as  having  a  certain  level,  as  for  instance,  so  many  feet  above 
high  water  mark.  Similarly,  we  may  speak  •  of  a  body  as  having  a  certain 
potential  if  we  assume  the  potential  of  the  earth  to  be  zero.  When  water  falls 
to  a  lower  level  it  will  do  work,  and  when  it  has  fallen  from  a  higher  to  a  lower 
level  the  difference  of  level  cannot  be  restored  without  the  expenditure  of  work. 
For  every  pound  of  water  that  is  lifted  through  a  difference  of  level  equal  to  a 
foot,  one  foot-pound  of  work  is  done,  no  matter  what  is  the  shape  of  the  path 
by  which  the  transfer  to  the  higher  level  is  effected.  .  If  q  be  a  quantity  of 
water  and  d  a  difference  of  level  through  which  it  is  raised,  then  the  work  done 
is  QD.  Similarly,  electricity  cannot  be  transferred  from  one  body  to  another  at  a 
higher  potential  without  requiring  work  to  be  done.  If  q  be  the  quantity  of 
electricity  and  d  the  difference  of  potential,  the  work  required  to  transfer 
Q  up  to  the  higher  potential  is  Q  d.  If  q  be  i,  or  unity,  then  the  work 
required  is  measured  by  d.  Hence  we  have  the  following  definition: 
Difference  of  potentials  is  a  difference  of  electrical  coftdition  in  virtue  of  which 
TDork  is  done  by  positive  electricity^  in  moving  from  the  point  at  a  higher  potential 
to  that  at  a  lower  potential^  and  it  is  measured  by  the  amount  of  work  done  by  the 
unit  quantity  of  positive  electricity  when  thus  transferred  from  one  point  to  the  other. 

Strictly  speaking,  potentials  are  relative,   and  it  is  always  a  difference  of 
potential  with  which  we  have  to  deal.    There  are,  however,  two  ways  in  which 
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we  can  speak  of  the  potential  at  any  point — a  theoretical  and  a  practical  way- 
The  theoretical  method  consists  in  calling  the  potential  at  a  point  the  difference 
between  the  potential  at  that  point  and  at  a  point  a  very  long  way  from  the 
electricity  that  produces  the  electrical  force.  Hence  the  potential  at  any  point  is 
the  work  that  must  be  spent  upon  a  unit  of  positive  electricity  in  bringing  it  up  to 
that  point  from  an  infinite  distance. 

If  there  be  a  quantity  of  electricity,  f,  at  a  point  a,  the  potential  due  to  ^  at  a 
distance  r  from  a  will  be  J*  * 

The  practical  zero  of  potential  is  that  of  the  earth;  hence  for  practical 
purposes  the  potential  of  a  body  is  considered  to  be  the  excess  or  defect  of  its 
potential  above  or  below  that  of  the  earth  in  its  neighbourhood. 


-d. ^-L 


Fig.  28.— The  Theory  of  Potential 


Illustrations. — Let  k  be  an  electrified  body,  and  let  /  be  a  very  small 
electrified  particle  (Fig.  28).     If  k  and  /  have  similar  electricities  they  will  repel 

•  Suppose  at  a  point  c  there  is  a  quantity  q  of  electricity,  and  let  a  and  B  be  two  points  on 
the  same  line,  at  distances  r  and  r-\-d  from  c,  so  that  the  distance  A  B  is  d.  Let  Vj  and  v,  be 
the  potentials  at  A  and  B  respectively  due  to  ^  at  c.  Then  the  difference  v^—v,  is  the  work 
done  in  bringing  a  unit  of  electricity  from  A  to  B. 

C  r  A        </        B 

q  Vi  Vj 

q 
The  force  at  A  between  two  quantities,  q  and  I,  is  ^ 

q 
The  force  at  B  is  /^  ^^i 

Hence    the    work    (force   by   distance)    required   to   carry  x  from  A  to  B  lies  between 

<ld 


^^'^^Tm 


\r-\-d)* 

As  these  are  very  near  together,  we  may  therefore  take  their  geometrical  mean  as  the  quantity 
between  them  which  we  require. 

The  mean  =    -1^--=-^ ^ 

r{r-\-d)       r      r-^d 

Hence  Vi  -  Vg  =  -^  -  — f-> 
If  V,  =    -^  then  V,  to  be  of  the  same  form  must  be  equal  to    -f  -j,  and  this  satisfies  the 
equation.     Therefore  the  potential  at  a  point  distant  r  from  ^  b  -^. 
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each  other,  and  the  particle  /,  if  free  from  the  influence  of  other  forces,  will  move 
from  K  into  space.  The  motion  of  /  is  caused  by  the  force  of  repulsion  between 
the  charges  on  the  two  bodies.  Work  would  be  required  to  restore  /  to  its  first 
position,  and  therefore  work  must  be  done  in  the  repulsion  of  /.  The  amount 
of  work  done  depends  upon  the  force  exerted  and  the  distance  which  /  has 
gone  through ;  and  it  is  measured  by  the  product  of  the  force  and  the  distance. 
The  amount  of  work  done  will  not  be  affected  by  the  path  pursued  by  the 
particle  /  in  passing  from  one  position  to  another.  Whether  the  particle  in 
order*  to  reach  c  takes  the  direction  a  c  or  the  direction  /  b  c,  the  amount  of 
work  done  will  be  the  same.  It  is  not  the  direction,  but  the  distance  measured 
in  the  direction  of  the  force,  that  determines  the  amount  of  work  done.  What 
holds  good  for  /  holds  good  for  every  other  body  surrounding  K.  Whatever 
point  may  be  taken,  a  certain  amount  of  work  must  be  done  to  bring  /  to 
that  point.  The  work  done  against  the  electrical  repulsion  between  k  and  / 
in  order  to  bring  /  from  an  infinite  distance  to  a  certain  point,  is  the  potential 
at  that  point  due  to  the  influence  of  k.  Each  point  at  a  certain  distance  from 
the  electrified  body  being  at  a  fixed  potential,  the  body  must  be  surrounded 
by  concentric  areas  or  surfaces  of  equal  potentials.  These  areas  are  called 
equipotential  surfaces,  and  are  such  that  all  points  on  any  one  of  them  have  the 
same  potential.  On  different  areas  the  potential  is  different,  becoming  smaller 
the  fisuther  away  the  respective  area  is  from  the  electrified  body.  For  example  : 
if  the  body  possesses  a  symmetrical  shape,  as  that  of  a  sphere,  and  is  in  a 
perfect  homogeneous  medium,  the  equipotential  surfaces  will  be  similar  in 
fonn ;  that  is  to  say,  they  will  be  spherical.  Particles  will  be  repelled  in  such  a 
manner  that  they  will  move  from  equipotential  surfaces  of  higher  potential  to 
those  of  lower  potential ;  and  each  particle  will  choose  the  shortest  way  from 
one  equipotential  surface  to  the  other.  The  curves  which  the  repelled  particles 
describe  are. termed  lines  of  force.  They  are,  as  a  rule,  curves,  the  form  of 
which  depends  on  that  of  the  equipotential  surfaces,  while  the  forms  of  these  sur- 
feces  are  determined  by  the  shape  of  the  body  itself.  Analogous  lines  of  force 
we  had  in  the  chapter  on  magnetism  (Figs.  3  and  8).  The  space  these  curves 
occupy  is  called  a  field,  and  we  distinguish  between  magnetic  and  electric  fields. 
Electrometers. — ^AVe  have  now  to  consider  how  we  can  test  the  difference 
of  potential  of  two  bodies  without  causing  a  discharge  of  the  electricity  upon 
tbem.  Instruments  for  this  purpose  have  been  devised  by  Dellman,  Kohlrausch, 
and  Thomson.  Fig.  29  represents  Kohlrausch's  Torsion  Electrometer.  The 
arm  a  J  is  made  of  silver  and  fixed  by  means  of  the  pieces  of  shellac  b  b.  The 
beam  of  the  balance,  also  of  silver,  hangs  by  the  glass  thread  /  in  such  a 
Bianner,  that  it  is  able  to  lean  on  both  sides  of  the  arm  a «,  in  consequence 
of  the  bendings  of  the  latter.  The  instrument  is  used  for  taking  measure- 
ments in  a  way  similar  to  that  in  which  the  "  Torsion  balance "  is  used. 
The  most  sensitive,  and  that  most  adapted  for  exact  measurement  of  very 
small  quantities  of  electricity,  is,  however,  the  quadrant  electrometer  of  Sir 
William  Thomson,  which  is  now  almost  universally  adopted  in  practical  work. 
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The  Quadrant  Electrometer. — The  characteristic  features  of  this  in- 
strument are  the  following :  A  light  body  connected  with  the  inner  coat  of  a 
Leyden  jar,  by  which  it  is  charged,  hangs  near  two  bodies  whose  electrical 
state  is  to  be  tested.     The  difference  of  electrical  condition  is  measured  by  the 

resultant  attraction  of  the  light  body. 
In  Sir  William  Thomson's  instrument 
the  light  body  is  a  very  thin  aluminium 
needle  c,  shaped  like  a  figure  8,  shown 
by  a  dotted  line  in  Fig.  30,  and  within 
the  quadrants  a  b  in  Fig.  31.  This 
flat  needle  is  hung  by  a  wire  from  an 
insulated  stem  inside  a  Leyden  jar 
with  hemispherical  base  (Fig.  31). 
This  Leyden  jar  contains  a  cupful  of 
strong  sulphuric  acid,  which  forms  its 
inner  coating.  A  wire  stretched  by 
a  weight  w  dips  into  the  acid,  and 
connects  the  needle  with  this  inner 
coating.  The  needle  carries  a  small 
mirror,  which  serves,  as  in  the  reflect- 
ing galvanometer,  to  indicate  the  de- 
flection by  reflecting  a  beam  of  light 
on  to  a  scale.  The  needle  c  hangs 
inside  four  quadrants  AH-,  B-,  c-h, 
D  -  (Fig.  30),  insulated  by  glass 
stems.  The  quadrant  a+  is  in  elec- 
trical connection  with  c  +  ,  and  b  — 
is  in  connection  with  D-,  as  shown 
by  the  wires  in  the  figure. 

Let  us  suppose  the  needle  c 
charged  to  a  high  negative  potential ; 
then  if  the  quadrants  are  symmetrically 
placed  it  will  deflect  neither  to  the 
right  nor  to  the  left,  so  long  as  A-h 
and  B—  are  of  the  same  potential 
If  B  be  negative  relatively  to  a,  the  end 
^  of  c  under  a  and  b  will  be   repelled 

from  B  to  A,  and  at  the  same  time  the  other  end  of  c  will  be  repelled  from 
D  to  a  The  motion  will  be  indicated  by  the  motion  of  the  spot  of  light 
reflected  by  the  mirror,  the  deflection  being  sensibly  proportional  to  the  diff*erence 
of  potential  between  a  and  b.  The  number  of  divisions  which  the  spot  of  light 
traverses  on  the  scale  will  therefore  measure  the  difference  of  potential  be- 
tween A  and  B.  This  instrument  is,  therefore,  an  electrometer,  and  not  a 
mere  electroscope. 


FiS*  29— Kohlrausch*s  Torsion  Electrometer. 
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Fig.  3a — The  Quadrants  in  Thomson's 
Electrometer. 


Two  terminals  /  tn  (Fig.  31)  serve  to  charge  a  and  b.  They  can  be  lifted 
up  out  of  contact  with  a  and  b  after  charging  them.  The  third  terminal  /  is 
attached  to  a  little  electrical  machine  inside  the  jar  called  a  replenisher^  by 
which  the  charge  of  the  jar  can 
be  increased  at  will.  There  is 
also  a  gauge  by  which  the  con- 
stancy of  the  charge  can  be 
measured.  Some  of  these  in- 
struments are  made  so  sensi- 
tive as  to  give  a  deflection  of 
one  hundred  divisions  for  the 
diflference  of  potential  between 
zinc  and  copper  in  contact. 

Seat  and  Distribution  of 
Electricity.  —  We  have  seen 
that  every  electrified  particU  free 
to  move  will  travel  firom  a  high 
potential  to  a  lower.  If  we 
charge  a  conducting  substance 
with  a  certain  quantity  of  elec- 
tricity, each  part  of  this  elec- 
tricity repels  the  rest,  and,  in 
consequence,  moves  from  posi- 
tions of  high  potential  to  those 
of  lower  potential.  The  electri- 
city tries,  so  to  speak,  to  dis- 
perse itself  as  far  as  possible. 
In  fact,  it  will  do  so  until  an 
obstacle  comes  in  its  way.  The 
electricity  in  the  conductor  itself 
moves  very  rapidly  in  all  direc- 
tions, and  only  encounters  an 
obstacle  at  the  surface  of  the 
conductor.  If  it  be  surrounded 
by  dry  air,  which  is  a  bad  con- 
ductor of  electricity,  the  disper- 
sion stops  at  the  surface.  The 
surface,  then,  must  have  one 
potential  only;  if  not,  the  elec- 
tricity would  move  from  it  to  a 
lower  potential,  or  to  it  from  a 
higher  one.  This  may  be  ex- 
pressed thus :  Whenever  the 
electricities   on   a   conductor  are  Fig.  31.— Thomson's  Quadrant  Electrometer. 
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in  equilibrium,  each  part  of  the  conductor  has  the  same  potential  as  the 
surface,  and  electricity  is  distributed  only  over  the  surface  of  the  conductor.  The 
surface  of  a  conductor  in  electrical  equilibrium  is,  therefore,  an  equipotential 
surface.  To  prove  this  experimentally  an  apparatus  with  a  movable  surface,  as 
shown  in  Fig.  32,  is  used.  The  brass  ball  a  rests  on  a  glass  rod,  and  can  be 
accurately  covered  by  the  hemispheres  B  and  c  ;  both  hemispheres  have  insulated 
handles.  Cover  a  by  means  of  b  and  c,  and  charge  the  apparatus ;  after  the 
removal  of  b  and  c,  a  shows  no  sign  of  electricity,  whilst  b  and  c  remain 
electrified.  The  experiment  may  be  varied  by  first  charging  a,  and  then  placing 
B  and  c  over  it.     The  electricity  that  was  at  first  on  the  surface  of  a  passes  to 

the  surface  of  b  and  c,  and 
can  be  removed  with  them. 

By  means  of  the  torsion 
balance  it  may  also  be  proved 
that  electricity  resides  only  on 
the  surface  of  bodies.  Take 
two  equal  balls,  one  a  brass 
ball,  the  other  a  wooden  one, 
covered  with  a  conducting 
material.  Let  these  balls  be 
of  the  same  size  as  those  in 
the  torsion  balance.  The  ball 
D  (Fig.  26)  is  charged  and 
inserted  so  as  to  touch  a;  d 
and  b  will  have  similar  elec- 
tricity, and  the  two  balls  will 
repel  each  other.  If  we  touch  d  with  the  brass  ball,  it  loses  part  of  its  elec- 
tricity, and  the  angle  diminishes  accordingly;  if,  instead  of  the  brass  ball, 
we  touch  D  with  the  covered  wooden  ball,  the  angle  will  be  exactly  the  same. 

The  distribution  of  electricity  on  conductors  of  variable  curvature  is  not  uni- 
form. At  one  portion  of  its  surface  the  conductor  has  a  larger  quantity  of  electricity 
per  unit  of  area  than  at  another.  In  other  words,  the  density  of  electricity  at 
different  places  is  different.  Fig.  33  represents  a  conductor  whose  sections  by 
planes  in  one  direction  are  circles,  and  in  a  direction  at  right  angles  to  the 
former  (that  is  to  say,  through  the  axis)  is  a  kind  of  pointed  ellipse  a  b  d  c. 
The  depth  of  the  space  marked  off  round  this  conductor  is  proportional  at  each 
point  to  the  electrical  density.  Let  us  assume  the  distribution  on  the  surface  of  the 
conductor  to  be  at  first  uniform — a  condition  which  we  may  represent  by  particles 
at  equal  distances  from  each  other.  Having  so  represented  the  distribution,  and 
then  supposed  the  particles  to  be  endowed  with  a  power  of  repelling  one  another, 
let  us  observe  to  what  extent  any  one  of  the  particles  will  influence  its  neighbour. 
The  particle  a  is  repelled  by  h  in  the  direction  bf^  and  by  the  particle  c  in  the 
direction  c  e  (the  influence  of  the  other  particles  on  a  need  not  be  considered 
on  account  of  their  greater  distance).     \i  at  and  « /represent  the  magnitudes 


Fig.  %2. — Conducting  Sphere  and  Movable  Hemispheres. 
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and  directions  of  the  forces  c  and  b  exercise  on  a^  the  resultant  of  these  two 
forces  may  easily  be  found  by  completing  the  parallelogram  a,  e,  r,,  /;  hence 
a  r,  is  the  resultant.  In  the  same  manner  we  find  the  resultant  of  the  forces 
acting  on  c  {a  and  d  acting  on  c)  which  is  represented  by  the  line  c  r^.  The  re- 
sultant for  the  particle  ^  is  ^  r^,  and  so  on.  We  find  the  results  become  smaller 
the  fiirther  away  from  a.  Particles  on  the  cylindrical  portion  between  a  c  and  b  d 
will  have  resultants  equal  o  ;  therefore  all  the  particles  on  this  portion  will  be  in 
equilibrium.  The  particles  lying  on  the  curve  b  ^  d  are  not  in  equilibrium,  and 
the  resultants  that  tend  to  move  them  become  larger  the  closer  the  particles  are 
to  a.  The  reason  for  the  increase  of  the  respective  resultants  may  easily  be  seen 
from  the  drawing.  As  the  curve  increases,  the  angle  between  the  component 
forces  becomes  smaller,  and  the  diagonal,  or  resultant,  larger.  The  rate 
at  which  the  density  increases  may  be  seen  by  comparing  ri,  r„  r^  in  Fig.  33. 


Fig.  33.— To  Illustrate  Surface  Density. 


We  further  find  that  at  a  b  and  c  d  the  density  is  the  same.  We  know  of  one  solid 
only  whose  sections  are  similar  or  like  each  other  in  form,  and  that  is  a  sphere. 
On  it  the  density  will  be  the  same  at  all  parts.  On  all  other  shapes  electricity  is 
not  uniformly  distributed.  An  ellipsoid,  for  instance,  has  its  greatest  density  at  the 
▼erte3L  The  distribution  of  electricity  can  be  experimentally  tested  by  means 
of  the  proof  plane  (a  small  piece  of  gold  leaf  or  other  conducting  substance 
fastened  to  a  glass  rod).  The  proof  plane  removes  electricity  from  the  charged 
body  without  altering  its  condition  to  any  considerable  extent.  The  density 
found  to  exist  on  the  proof  plane  will  be  the  density  at  that  particular  place. 

Point  Discharge. — We  have  seen  that  the  density  depends  on  the  curva- 
ture of  the  surface,  and  is  greatest  where  the  radius  of  curvature  is  smallest. 
We  may  imagine  every  curved  surface  to  consist  of  superficies,  which,  according 
to  the  amount  of  curvature  they  have,  may  be  parts  of  larger  or  smaller  spheres. 
A  level  plain,  therefore,  may  be  said  to  be  part  of  an  enormously  large  sphere, 
a  point  part  of  ^  sphere  infinitely  small.  The  earth,  in  comparison  to  all  other 
movable  conductors,  has  an  enormously  large  radius  of  curvature,  and  therefore 
the  density  of  the  electricity  upon  it  must  be  proportionately  small. 
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When  a  conductor  terminates  in  a  point,  the  density  must  be  greatest 
at  that  point,  no  matter  how  small  or  how  large  is  the  charge  of  the  body 
itself.  Every  electrified  body  loses  its  charge  in  time,  the  loss  being  due  to 
leakage  along  the  dirty  or  moist  surface  of  insulators,  or  to  moist  air.  As  has 
been  shown,  all  the  electrified  particles  on  the  surface  of  a  conductor  struggle 
to  get  free  of  it,  and  are  only  kept  in  position  by  the  medium  which  surrounds 
them.  Whenever  the  density  becomes  great  enough  to  overcome  the  resistance 
of  the  medium,  the  conductor  cannot  take  up  more  electricity,  and  a  further 
charge  will  flow  into  the  air.  In  the  dark  we  may  observe  that  the  passage 
of  electricity  from  the  conductor  through  the  air  is  accompanied  by  light.  The 
force   which   tends  to  separate  the  electrified  particles  from  the  conductor  is 

called  electric  tension.      Tension  in- 
.  ^.^^^    creases  with  density,  and  is  therefore 
^  greatest  where  the  radius  of  curvature 
'    is    smallest   (Fig.  33);    therefore   the 
tension  will  overcome  the  resistance 
of  the  air  easiest  at  the  points  at  which 
the  surfaces  have  the  least  curvature. 
It  follows  that  both  tension  and  density 
must  be  greatest  at  a  point,  and  if  we 
could  furnish   a   body  with  a  mathe- 
matical point,  there  would  be  no  possi- 
bility of  charging  such  a  body. 

The  escape  of  electricity  on  ac- 
count of  its  tension  causes  a  current  of 
air,  called  an  electrical  whirl ;  when  the  tension  is  very  great  this  current  becomes 
strong  enough  to  blow  out  a  candle  flame.  The  flow  of  air  from  the  point 
for^'ard  causes  a  pressure  on  the  point  backwards,  for  action  and  reaction  are 
equal  and  contrary.  To  show  this  experimentally,  an  apparatus  represented  in 
Fig.  34  is  used.  It  consists  of  metal  bands  or  wires,  having  the  form  of  an 
8,  pointed  towards  the  ends,  and  free  to  move  on  a  vertical  axis.  The  whole 
apparatus  is  placed  on  the  conductor  of  an  electric  machine,  as  shown  in  the 
figure.  As  soon  as  the  electricity  on  the  conductor  and  apparatus  (which,  of 
course,  consists  of  conducting  material)  has  reached  a  certain  tension, 
electricity  rushes  from  the  points,  causing  a  motion  of  particles  of  air  away 
from  the  points,  and  therefore  the  motion  of  the  wheel  in  the  opposite  direction, 
indicated  by  the  arrows.  The  efficiency  of  a  point  to  effect  discharge  depends 
on  its  position ;  for  instance,  a  point  at  a  (Fig.  ^'^  would  act  better  than  a  point 
in  AB. 

A  point  in  a  conductor  under  induction  may  have  the  same  effect  as  contact 
with  the  earth.  For  instance,  k  in  Fig,  35  represents  an  insulated  electrified  ball 
When  an  insulated  brass  cylinder  is  brought  near  ab^  there  will  be  induced  in  a 
the  opposite  electricity  to  that  of  k,  and  in  b  similar  electricity  to  that  of  k. 
The  first  we  will  call  electricity  of  the  first  kind,  b ;  and  the  second,  electricity  of 


Fig.  34.— Electric  Windmill. 
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the  second  kind.  If  now  a  point  is  screwed  into  the  conductor  at.  ^,  the  second 
kind  of  electricity,  on  b,  will  flow  from  it  into  the  air ;  in  this  it  will  be  assisted  by 
the  similar  electricity  of  k.  When  k  is  removed  from  a  by  the  latter  will  possess 
a  charge  (opposite  to  k)  of  the  first  kind;  we  see  then  that  a  point  arranged  as 
here  causes  electricity  of  the  first  kind  to  remain  in  the  induced  body  after 
removal  of  the  inducing  body.  If  we  alter  the  arrangement  and  put  the  point 
at  Oy  but  leave  k  in  its  former  position,  that  is,  opposite  to  a,  we  observe 
the  following  changes  when  k  has  +  electricity.  At  a  we  have  again  — 
electricity,  and  at  ^  +  electricity ;  the  point  at  «  has  -  electricity  also  and 
causes  the  escape  of  —  electricity.     After   the    removal    oi  1^  a  b  remains 


^iR-  35- — Point  on  Conductor  vrnder  Induction. 


charged  with  -f-  electricity.  But  we  find  that  the  positive  electricity  in  k 
has  been  diminished  by  the  exact  amount  of  the  positive  electricity  in  the 
cylinder.  We  know  that  bodies  inducing  electricity  do  not  thereby  diminish 
their  own  ;  how,  then,  are  we  to  explain  the  action  of  the  point?  In  consequence 
of  the  great  density  of  the  negative  electricity  at  a,  electricity  escapes  here,  but 
also  causes  a  different  distribution  of  the  positive  electricity  in  k.  The  density 
on  the  ball  k  opposite  the  point  becomes  also  so  great  as  to  cause  electricity  to 
escape  towards  the  point.  The  escape  of  the  —  electricity  from  the  point  a 
is  accompanied  by  a  so-called  electrical  wind,  by  which  the  negatively  electrified 
particles  of  air  are  thrown  against  the  ball  k  ;  here,  of  course,  they  will  lose 
their  -  electricity,  and  neutralise  part  of  the  positive  electricity  on  the  ball  k. 
If  we  did  not  know  what  really  happens,  we  should  think  the  point  at  a  drew 
the  electricity  fi-om  k  over  to  a  ^.  Again,  when  a  positively  electrified  body 
has  a  point,  and  an  unelectrified  body  is  brought  near  this  point,  the  unelectri- 
fied  body  will  become  charged  with  positive  induced  electricity.  The  great 
density  of  the  positive  electricity  at  the  point  in  the  charged  body  causes  the 
£  2 

Digitized  by  VjOOQ IC 


^2  Electricity  in  the  Service  of  Man, 

-  electricity  of  the  non-electrified  body  to  flow  over  to  the  point,  and  at  the 
same  time  some  of  the  -  electricity  in  the  non-electrified  body  is  neutralised 
by  the  positively  electrified  particles  of  air  discharged  from  the  point.  The 
tendency  of  points  to  produce  discharge  must  be  taken  into  account  in  the 
construction  of  apparatus,  and  sharp  edges,  etc.,  must  be  avoided. 

Glowing  or  Burning  Bodies. — Flames  on  conductors  produce  the  same 
phenomena  as  observed  by  means  of  points  on  conductors,  etc.  The  forma- 
tion of  points  in  burning  bodies  is  far  more  perfect  than  the  artificial  formation, 
and,  as  a  result,  the  best  way  to  make  non-conducting  bodies  unelectrified  is 
to  draw  them  several  times  through  a  gas  flame. 


ELECTRICAL    MACHINES. 
To  produce  greater  quantities  of  electricity  we  replace  the  glass  or  sealing-wax 
rods  by  the  electrical  machine.     We  will  describe  in  succession  the  Disc  or 
Plate  Machine,  Steam  Electrical  Machine,  Electrophorus,  and  the  best  Induction 
Machines. 

The  P/at£  Machine  in  course  of  time  has  gone  through  many  alterations; 
its  essential  parts,  however,  remain  the  same.  Fig.  36  represents  the  form 
tlie  Vienna  electrician,  Winter,  has  given  it.  The  principal  parts  are  the 
glass  or  ebonite  disc  s,  the  rubber  r,  and  the  t^o  conductors  c  c.  G^  Gg 
G3  G4  are  glass  rods  used  as  supports.  On  Gi  rests  one  end  of  the  wooden 
axis  of  the  glass  plate ;  Gj  supports  the  other  end.  Gb  supports  a  U-shaped 
piece  of  wood,  which  is  so  arranged  that  between  each  limb  and  the  glass 
plate  a  rubber  r  may  be  inserted.  These  rubbers  consist  of  flat  pieces  of 
wood  covered  first  with  some  woollen  cloth,  and  over  this  leather.  The 
leather  itself  has  a  coating  of  tin,  zinc,  or  mercury  amalgam,  and  is  pressed 
against  the  disc  by  a  spring,  which  lies  between  the  limb  of  the  wooden 
U-shaped  frame  and  the  rubber.  Both  rubbers  are  connected  with  the  negative 
conductor.  The  positive  or  prime  conductor,  a  hollow  brass  ball,  rests  on  the 
glass  bar  G4.  Wooden  rings  r  run  from  the  brass  ball  parallel  to  the  glass 
plate  on  each  side  of  it ;  the  portion  of  the  ring  facing  the  glass  plate  is  covered 
with  tinfoil,  which  is  in  connection  with  the  conductor,  and  carries  metal  points 
so  arranged  as  to  stand  at  right  angles  to  the  plate,  and  as  near  to  it  as  possible 
without  touching  it.  Winter,  as  a  rule,  further  adds  a  wooden  ring  w,  which 
has  a  spiral  of  metal  in  it.  Experiments  have  shown  him  that  this  ring 
acts  exactly  as  a  sphere  of  the  same  radius  would  do.  It  is  a  kind  of  collector 
or  condenser,  and  on  adding  the  ring,  therefore,  the  length  of  spark  obtained 
from  the  machine  is  considerably  increased.  On  the  side  of  the  conductor  c, 
oppMDsite  to  the  two  rings,  is  a  small  brass  ball,  where  the  density  is  always  greater 
than  at  any  other  place  on  the  conductor.  A  spark  will  pass  most  readily  from 
this  little  ball  over  to  a  discharger  e,  brought  near  the  conductor.  By  means  of 
the  handle  k  the  machine  is  worked  in  the  direction  of  the  arrow.  The  glass 
plate  is  rubbed  against  the  amalgamated  rubber,  and  becomes  positively  charged. 
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Glass  being  a  bad  conductor,  the  electricity  does  not  spread  all  over  the  plate, 
but  remains  where  it  is  produced.  If  we  continue  to  work  the  machine,  the  parts 
of  the  plate  having  positive  electricity  will  come  under  the  metal  points  of  the 
wooden  rings  r.  The  positive 
electricity  of  the  plate  will 
now  decompose  the  neutral 
electricity  in  the  positive  con- 
ductor c.  By  forcing  the  posi- 
tive electricity  to  the  farthest 
end  of  the  conductor,  and 
attracting  the  negative  electri- 
city, it  will  cause  a  discharge 
at  the  metal  pomts  of  r  on  to 
the  plate  s.  This  induced  - 
electricity  will  neutralise  the 
+  electricity  of  the  glass 
plate,  and  the  glass  plate  will 
leave  the  metal  rings  unelec- 
trified.  But  new  positive  elec- 
tricity can  now  be  produced 
in  the  same  manner,  and  the 
process  be  repeated;  if  we 
continue  to  rotate  the  plate  s, 
the  positive  electricity  in  the 
conductor  will  accumulate  ; 
we  also  know  that  we  produce 
positive  and  negative  electri- 
city in  equal  quantities ;  what, 
then,  has  become  of  the  latter? 
Negative  electricity  is  pro- 
duced on  the  rubbers,  which, 
as  we  have  mentioned,  are 
connected  with  the  negative 
conductor  c.  Hence  the  ne- 
gative electricity  produced 
passes  directly  to  the  -  con- 
ductor, and  accumulates  there. 
If  now  we  continue  to  rotate 

the  disc,  the  collected  -  electricity  will  soon  have  a  sufficient  density  to  unite  with 
the  positive  electricity.  They  will  then  neutralise  each  other,  and  the  efficiency  of 
the  machine  will  be  at  an  end.  To  prevent  this,  the  negative  electricity  is  passed 
to  the  earth  by  attaching  a  chain  to  the  negarive  conductor.  By  continued  rotation 
the  charge  of  the  positive  conductor  will  now  increase.  We  cannot,  however,  con- 
tinue this  process  very  long,  as  the  density  on  the  positive  conductor  will  ultimately 


fig.  36.— Winter's  Electric  Machine. 
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become  so  great  as  to  allow  the  electricity  to  flow  back  through  the  metal  points 
when  the  unelectrified  portion  of  the  glass  plate  is  near  r.  When  the  conductor 
has  this  tension,  the  positive  electricity  in  the  glass  plate  is  not  any  longer 
able  to  cause  the  induced  negative  electricity  to  flow  through  the  metal  points. 

When,  however,  the  positive 
electricity  is  also  conducted 
away,  the  machine  will  be  a 
continued  source  of  elec- 
tricity as  long  as  the  plate 
rotates.  If  only  sparks  are 
required,  the  chain  sus- 
pended from  the  negative 
conductor  is  brought  into 
contact  with  the  discharger, 
as  shown  in  the  figure.  If 
we  require  —  instead  of  + 
electricity,  the  chain  is  re- 
moved from  the  negative 
conductor,  and  placed  on  the 
+  conductor.  We  can  then 
collect  the  negative  elec- 
tricity from  the  lower  con- 
ductor. 

Hydro -Electric  Ma- 
chine.— An  engine-driver 
named  Seghill  observed  in 
1840  that  the  steam  escaping 
from  a  safety-valve  may  be- 
come electrified.  Armstrong 
and  Pattinson  insulated  the 
boiler,  and  placed  metal 
points  opposite  the  escaping 
steam.  The  metal  points 
were  in  connection  w^ith  a 
conductor.  These  experiments  showed  that  the  steam  became  positively  elec- 
trified, and  the  boiler  negatively. 

Armstrong  constructed  the  machine  represented  in  Fig.  37.  The  boiler  rests 
on  four  strong  glass  pillars,  and  is  furnished  with  a  safety-valve,  a  manometer, 
and  a  steam  dome,  from  which  the  steam  passes  to  the  escape  pipes.  In 
its  passage  the  steam  has  to  go  through  a  kind  of  iron  box,  in  which  it  is 
partly  condensed,  because  it  is  of  importance  that  the  steam  should  carry  as 
much  moisture  as  possible.  The  escape  pipes  are  made  of  different  forms  by 
different  makers;  the  chief  object,  however,  in  all,  whatever  their  shape,  is  to 
increase  the  friction  of  the  water  globules.     To  increase  friction,  Faraday  placed 


*ig'  37.— Steam  Electric  Machine. 
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a  cone  with  the  point  against  the  issuing  steam.  Armstrong  placed  a  disc  in 
front  of  the  steam.  The  issuing  steam  strikes  against  a  series  of  metal  points 
in  connection  with  the  conductor.  The  +  electricity  then  collects  on  the 
conductor,  whilst  the  -  electricity  distributes  over  the  boiler. 

The  Electrophorus. — As  early  as  the  year  1762  Wilke  had  made  careful 
experiments  with  electrified  glass  plates,  but  Volta  was  the  first  to  devise  the 
electrophorus  (1775). 

A  simple  electrophorus  is  represented  in  Fig.  38  :  a  is  a  cake  of  resin,  b  and 
c  metal  discs  connected  by  means  of  silk  threads,  /  the  insulating  handle. 
Fig.  39  is  intended  to  show  what  happens  when  the  electrophorus  is  charged  ; 
here  m  is  the  metal  form  on  which  the  cake  rests,  h  the  cake  of  resin,  d  the  metal 
disc,  which  is  sometimes  called  the  carrier,  and  g  the  insulating  glass  handle. 


Fig.  38. — Electrophorus, 


Fig.  39. — The  Theory  of  the  Electrophorus. 


By  rubbing  the  cake  it  is  negatively  electrified.  If  now  the  disc  is  placed 
upon  the  electrified  cake,  the  negative  electricity  of  the  cake  influences  the 
neutral  electricity  on  the  disc,  the  +  electricity  is  attracted  by  the  -  electricity 
of  the  cake  to  the  lower  surface  of  the  disc,  and  the  -  electricity  is  repelled 
to  the  upper  surface  of  the  disc.  If  the  upper  disc  is  now  touched  with 
the  finger,  the  -  electricity  is  conducted  to  the  earth,  and  the  -f  electricity 
is  held  fast  by  the  negative  electricity  of  the  cake.  If  the  disc  be  now  lifted,  it 
retains  its  charge  of  positive  electricity,  which  may  be  used  as  required.  The 
discharged  disc  can  be  again  charged,  by  placing  it,  as  before,  on  the  resin  cake  a, 
then  touching  it  with  the  finger.  It  may  be  again  lifted  and  discharged  many 
times  without  removing  the  charge  of  the  cake.  The  negatively  electrified  resin 
cake  not  only  influences  the  electricity  on  the  disc,  but  also  that  on  the  lower 
side  of  the  cake  itself  and  the  electricity  of  the  tray  in  which  the  cake  is  cast. 

Riess  and  Bezold  devoted  much  time  to  the  observation  of  these  pheno- 
mena. The  result  of  their  researches  is  given  in  two  theories,  which  do  not 
exactly  agree.  Bezold  attributes  the  negative  electrical  condition  of  the  tray 
to  die  direct  action  of  the  negative  electricity  in  the  upper  surface  of  the  resin- 
cake.   Riess  assumes  the  negative  electricity  in  the  tray  to  be  induced,  being  first 
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generated  in  the  resin  cake,  and  then  by  induction  imparted  to  the  tray.   Which- 
ever explanation  we  adopt,  it  will  be  easy  to  account  for  what  really  takes  place. 

If  at  any  place  on  the  surface  of  the  resin-cake  we  place  a  strip  of  tinfoil 
about  one  centimetre  wide,  connected  with  the  metal  tray  in  which  the  cake 
rests,  we  shall  find  that  when  the  disc  or  carrier  is  placed  on  the  resin  and  is 
then  taken  off,  without  having  been  touched  with  the  finger,  it  is  positively 


Fig.  40. — Holtz*s  Machine. 

electrified.  The  tinfoil  connects  the  surface  of  the  resin  with  the  earth,  but 
only  conducts  negative  electricity  from  the  spot  at  which  it  touches  the  resin. 
Other  portions  of  the  surface  are  hardly  influenced  at  all,  for  resin  is  a  very 
bad  conductor.  By  means  of  the  tinfoil  the  negative  electricity  of  the  tray  is 
also  conducted  to  the  earth,  and  the  positive  electricity  is  held  fast  or  bound  by 
that  of  the  resin  cake.  When  the  carrier  is  placed  on  the  resin,  +  and  —  elec- 
tricity are  induced.  This  -h  induced  electricity  is  bound  by  the;  -  electricity  of 
the  resin  cake.  The  negatively  induced  electricity  flows  to  the  earth  by  mea,ns  of 
the  tinfoil.  If  now  the  disc  be  removed,  the  positively  induced  electricity  spreads 
all  over  the  surface,  and  thus  the  disc  appears  positively  electrified.     The  piece 
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of  tinfoil  saves  the  repeated  discharging  of  the  disc.     If  an  electrophonls,  after 
having  been  electrified,  be  set  aside  with  the  disc  in  its  place,  it  will  retain  its  f 
electricity  for  months.     It  is  this  property  of  the  instrument  to  which  its  name  is 
due ;  that  is,  electrophorus,  or  bearer  of  electricity. 

Induction  Machines,  or  Continuous  Electrophori. — In  producing 
electricity  by  friction,  glass  rods,  etc.,  were  replaced  by  machines  which  would 
perform  the  operation  more  continuously  ;  and  in  a  similar  manner  the  principle 
of  the  electrophorus  has  been  extended  in  the  construction  of  what  are  called 
continuous  electrophori,  or  electrostatic  induction  machines.  Instruments 
applying  the  same  principle  have  been  constructed  by  Varley,  Thomson,  Carr^, 
Holtz,  Voss,  Wimshurst,  and  others.  The  form  shown  in  Fig.  40  is  that  devised 
by  Holtz,  of  Berlin.  The  wooden  frame  a  b  supports  the  well-varnished  glass 
plate  E  F  by  grooved  pulleys  ddd  supported  on  glass  pillars.  This  fixed  plate 
E  F  has  three  openings ;  the  one  in  the  middle  allows  the  axis  of  the  rotating 
second  plate  c  d  to  pass,  the  second 
opening  is  at  «,  and  the  third  at  «'. 
These  latter  form  sector-shaped  win- 
dows in  the  plate.  Just  above  the 
opening  n  and  under  n  are  glued 
on  the  farther  side  pf  the  plate,  e  f 
paper  iiKluc;tors  m  m\  from  the  edges 
of  which  tongues  of  card  project  and 
pass  through  the  windows  n  n\  so  as 
to  touch  the  revolving  plate  c  d.  The 
plates,  inductors,  and  tongues  are 
carefully  varnished  with  shellac  var- 
nish. The  plate  c  d  can  be  rapidly  rotated.  Opposite  to  m  and  m'  series  of 
fine  metal  points  are  so  arranged  that  c  d  moves  between  them  and  the  plate 
E  F.  The  metal  points  are  held  by  brass  bars/ ^  0  and  q /  o\  which  terminate 
in  the  balls  0  and  o\  through  which  metal  rods  run,  having  the  insulated  handles 
h  h\  and  the  small  spherical  terminals  /  z",  termed  the  poles  of  the  machine. 

What  takes  place  when  the  machine  is  in  action  is  of  a  very  complicated  nature, 
and  can  hardly  be  said  to  be  perfectly  understood.  Fig.  41  is  a  diagram  to  aid 
us  in  our  explanation,  the  parts  having  the  same  letters  as  before.  The  two  balls 
I  and  /'  touch  each  other.  To  the  inductor  m  on  the  stationary  glass  plate  E  f 
is  communicated  from  some  external  source  a  charge  of  -  electricity,  which  is 
usually  effected  by  approaching  a  loose  piece  of  ebonite  excited  by  friction. 
This  affects  the  movable  plate  c  d  ^nd  the  metal  points  /.  The  plate  c  d 
then  becomes  positively  electrified  on  that  side  facing  the  inductor  w,  and  the 
side  feeing  the  metal  points  becomes  negatively  electrified ;  but  the  negative 
dectridty  on  —  »f  influences  the  whole  system  /,  g,  i,  /',  g\  q.  While  the 
+  induced  electricity  is  drawn  towards .  the  points  /,  the  -  induced  electricity 
is  driven  through  gg'  into  the  points  at  q.  Positive  induced  electricity  will  flow 
over  at  the  points  /,  and  spread  over  c  d  ;   here  it  will  meet  the  negative 
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Fig.  41. — Diagram  of  Induction  Machine. 
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electricity  induced  by  the  inductor  w,  and  the  two  electricities  will  partly 
neutralise  each  other.  The  surplus  of  4-  electricity  leaves  the  plate  c  d  positively 
electrified.  The  result  then  is,  that  c  D  becomes  positively  electrified  on  both 
sides.  If  now  the  glass  plate  is  moved  in  the  direction  of  the  arrow  round  its 
horizontal  axis,  the  positively  charged  sides  of  the  plate  c  p  come  between  q  and 
the  inductor  -f  fn.  To  the  metal  points  or  comb  ^,  as  has^Deen  mentioned,  n^a- 
tively  induced  electricity  is  forced.  This  flows  over  to  the  plate  c  d,  meeting 
the  positive  electricity ;  the  two  electricities  will  neutralise  each  other,  and  the 
space  on  c  D  will  have  negative  electricity.  At  the  same  time,  the  other  side  of 
the  positively  charged  plate  has  come  opposite  to  4-  m^  and  affects  the  unelec- 
trified  inductor  -\-  mva  the  following  way :  The  plate  c  d  brings  positive  elec- 
tricity to  the  inductor,  and  induces  -f  and  -  ;  the  former,  being  similar  to  that 
on  c  D,  is  forced  back  into  the  conductor,  the  latter  (negative)  is  drawn  towards 
the  point  of  the  inductor.  The  —  electricity  flows  over  and  neutralises  the  -|- 
electricity  of  the  plate  c  d,  besides  charging  the  surface  negatively.  The  plate 
comes  to  the  -inductor  +  m  with  positive  electricity  and  leaves  with  negative. 
The  result,  then,  of  the  action  of  inductor  +  ^  and  comb  q  on  plate  c  d  is 
that  the  glass  plate  c  d  is  charged  on  both  sides  negatively ;  at  the  same  time, 
the  inductor  m'  becomes  charged  positively. 

It  is  evident  that  every  spot  on  the  glass  plate  undergoes  the  same  process 
if  the  machine  be  worked.  The  portions  of  the  plate  c  d,  which  at  the  beginning 
of  the  operation  came  between  —  m  and  /,  receive  here  positive  electricity,  which 
is  retained  until  they  reach  +  ^  and  q.  Exactly  the  same  thing  happens 
with  every  portion  of  the  plate  which  moves  in  the  direction  —  m  p  X.o  •¥  m  q. 
Hence  the  upper  portion  of  the  glass  plate  will  be  continually  charged  with 
-H  electricity.  As  the  plate  moves  on  the  parts  travel  from  -  m  p  io  -\-  m  q, 
where  they  become  negatively  charged,  consequently  the  lower  half  of  the  plate 
must  have  a  continual  negative  charge.  What  happens  now,  when  the  plate 
negative  on  both  sides  comes  between  m  and  /  ?  The  -  electricity  on  the  side 
facing  E  F  goes  over  to  the  inductor  »i,  and  thus  increases  the  -  charge  of  m. 
The  -  electricity  facing  comb  /  is  neutralised  by  the  +  electricity  flowing  horn 
/,  and  the  plate  itself  is  positively  electrified.  The  strengthened  charge  in  m 
affects  c  D  and  comb  m.  The  same  phenomenon  is  now  repeated  as  at  the 
beginning,  except  that  the  effect  will  be  greatly  increased.  The  plate  c  d  between 
M  and  /  again  becomes  positively  charged,  but  much  stronger  than  at  the 
first  revolution,  and  the  positively  charged  portions  again  reach  -|-  m  and  q. 
Each  turn  then  augments  the  charge  in  a  continually  increasing  ratio.  'If  the 
two  balls  /  i'  be  now  moved  firom  each  other,  a  splendid  brush  may  be 
observed.  If  a  Leyden  jar  is  placed  between  i  i\  sparks  will  pass  at  intervals 
with  loud  reports. 

When  the  two  poles  / /'  of  the  induction  machine  are  in  contact,  the  posi- 
tively and  negatively  induced  electricities  are  neutralised  in  the  conductor  ^^', 
as  has  been  mentioned.  It  is  said  the  conductor  gg'  has  an  electrical  current 
flowing  through  it     We  shall  show  in  a  subsequent  chapter  how  the  electric 
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current  is  more  usually  produced  by  a  galvanic  cell  or  battery,  and  we  shall 
then  consider  whether  there  is  any  difference  observable  between  these  two 
electrical  currents. 

Small  Leyden  jars  or  condensers,  the  action  of  which  will  be  presently 
expliined,  are  usually  employed  in  connection  with  these  machines  to  strengthen 
the  spark,  and  are  often  mounted  permanently  as  part  of  the  apparatus,  large 
tubes  fitted  up  as  jars  taking  the  place  of  glass  pillars  employed  for  insulation. 

Quite  recently  A.  Toepler  has  constructed  induction  machines,  which  greatly 
surpass  Holtz's  machines  in  effi^ 
ciency.  He  himself  describes 
them  in  the  following  words : 
"Little  glass  discs  are  fixed  at 
intervals  on  a  horizontal  axis. 
Alternate  intervals  are  taken  up 
by  stationary  glass  discs,  with  in- 
ductors; these,  however,  are  so 
arranged  that  there  are  only  half 
as  many  inductor  plates  as  there 
are  rotating  plates.  In  the  re- 
maining intervals  combs  having 
a  series  of  points  are  introduced. 
If  we  imagine  the  inductors  to 
be  charged  on  the  right  side 
positively,  on  the  left  negatively, 
each  inductor  influences  two 
discs ;  in  the  same  manner  each 
comb  influences  two  plates.  If 
now  the  different  series  of  points 
be  connected  by  means  of  a 
wire,  a  current  of  considerable 
strength  will  be  induced.  I 
caused  an  instrument  to  be  con- 

stnicted  which  had  twenty  circular  discs,  each  having  a  radius  of  13  centimetres. 
The  whole  apparatus  took  up  only  a  space  of  0*05  cubic  metre.'*  Toepler  con- 
nected three  such  machines  together,  and  obtained  a  current  which  maintained 
a  platinum  wire  0*2  millimetre  thick  continually  at  a  red  heat.  This  apparatus 
was  also  capable  of  decomposing  water.  Toepler  says :  "  Twenty  years  ago 
about  one  hundred  electrical  machines  would  have  been  required  to  produce 
these  galvanic  effects." 

In  France,  the  machine  shown  in  Fig.  42,  constructed  by  Carr^,  is  mostly 
used.  It  combines  the  frictional  action  of  the  older  machines,  with  the 
inductive  principle  of  the  Holtz  pattern.  In  this  machine  both  plates,  the 
inducing  and  the  induced,  are  set  in  rotation.  The  former  a  is  of  glass,  and 
is  kept  charged  with    electricity   by    means    of  the    two  rubbers    r   Fj,  and 


Fig.  42. — Carry's  Machine 
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rotates  much  more  slowly  than  the  latter  (b)  of  ebonite,  which  rotates  in  the 
opposite  direction,  the  two  overlapping  each  other  and  being  nearly,  but  not 
quite,  in  contact  The  handle  m  and  the  cord  passing  round  the  pulleys  are 
the  means  by  which  the  motive  power  is  transmitted  to  the  plates.  The  axes 
of  both  plates  are  fixed  into  the  insulating  pillars  a  and  ^,  upon  which  the 
prime  conductor  c  rests.  One  of  the  collecting  combs  is  connected  with  the 
conductor  c ;  and  the  other  is  provided  with  a  movable  arm  e  d,  which  can 
be  brought  into  contact  with  the  conductor,  or  removed  from  it  The  induc- 
tive action  of  this  apparatus  is  very  similar  to  that  of  Holtz's  machine,  with 
the  exception  that  there  are  no  armatures  whose  charges  are  increased   by 


Fig.  43. — Voss  Induction  Machine. 

induction,  their  place  being  taken  by  the  disc  a,  which  is  kept  charged  by  the 
friction  of  the  rubbers  f  f^. 

The  Voss  Induction  Machine. — In  this  machine  there  is  a  fixed 
plate  of  thin  glass  e,  say  12  J  in.  in  diameter,  with  a  central  opening  of  3  in. 
which  has  fixed  upon  its  farther  side  two  pairs  of  tinfoil  discs,  connected 
by  a  strip  of  foil.  These  discs  ff  are  covered  by  paper  shields  gg,  which 
serve  as  CQllectors  from  the  surface  of  glass  covered  by  them.  The  moving 
plate  H  is  of  10 J  in.  diameter,  and  at  six  equi-distant  points  of  a  circle  of 
7  J  in.  diameter,  are  fixed  inch  discs  of  tinfoil,  upon  the  middle  of  each  of 
which  there  is  cemented  a  metal  button,  rising  \  in.  from  the  surface.  These 
discs  /  /  correspond  to  those  of  the  fixed  plate.  The  collecting  system  consists 
of  an  ebonite  rod  l,  which  is  held  horizontal  by  means  of  the  axis,  and  two 
steel  pins  on  the  face  of  the  nut     At  each  end  is  a  brass  T-piece,  carrying 
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a  collecting  comb,  and  on  the  other  arm  a  ball  which  carries  the  discharging 
rod  M,  and  is  supported  by  a  small  Leyden  jar  n. 

A  second  pair  of  combs,  shown  vertical,  are  attached  to  a  brass  frame  p, 
also  placed  on  the  axis,  and  secured  there  by  a  knob  of  ebonite  screwed  upon 
the  end.  These  combs  have  fine  wire  brushes  in  their  middles,  which  touch 
the  buttons  and  short  circuit  the  discs  so  as  to  discharge  them  just  a§  they 
leave  the  paper  shields,  over  the  ends  of  which  the  zero  comb  should  be  placed. 
K  K  are  bent  arms  of  metal,  attached  by  clamps  to  the  fixed  plate,  and  con- 
nected by  strips  of  foil  to  the  nearest  foil  disc.  These  artns  carry  fine  metal 
brushes,  which  are  adjusted  to  touch  the  buttons  on  the  moving  plate  at  the  in- 
stant they  face  the  foils  on  the  fixed  plate,  so  as  to  close,  a  circuit  at  that  moment 

This  machine  is  exceedingly  powerful  in  favourable  weather,  but  has  an 
important  defect,  in  a  tendency  to  self-rei^ersal^  which  is  apt  to  occur  at  a 
stoppage.  This  defect  is  not  found  in  the  next  machine  described,  but  can  be 
produced  in  a  Voss  machine  when  desired  by  holding  a  metal  point  to  the 
-f-  brush  K.  The  two  derived  inductive  circuits  are  beautifully  manifested  when 
this  machine  is  worked  in  the  dark.  A  luminous  stream  is  seen  pouring  towards 
the  collecting  comb  l,  on  whichever  side  of  the  machine  the  comb  is  -h. 

Wimshurst's  Influence  Machine. — ^This  machine,  invented  by  Mr. 
James  Wimshurst,  one  of  the  consulting  engineers  to  the  Board  of  Trade,  is 
the  latest  in  date  (about  1883),  and  the  most  powerful  of  the  induction  machines 
yet  constructed.  It  consists  of  two  circular  discs  of  thin  glass,  which  are  attached 
to  loose  bosses  revolving  on  a  fixed  horizontal  spindle,  in  such  a  way  as  to 
be  rotated  in  opposite  directions  at  a  distance  apart  of  not  more  than  about  one- 
eighth  of  an  inch.  Each  disc  is  driven  by  a  cord  or  belt  from  a  large  pulley, 
of  which  there  are  two  attached  to  a  spindle  below  the  machine,  and  which 
is  rotated  by  a  winch  handle,  the  difference  in  the  direction  of  rotation  being 
obtained  by  the  crossing  of  one  of  the  belts.  Both  discs  are  well  varnished, 
and  attached  by  cement  to  the  outer  surface  of  each  are  twelve  or  more  radial 
seaor-shaped  plates  of  thin  brass  or  tinfoil,  disposed  around  the  discs  at  equal 
angular  distances  apart.  These  sectors  take  the  place  of  the  "  inductors "  of 
Holtfs  instrument,  and  appear  also  to  act  as  carriers,  though  the  exact  nature 
of  the  action  is  somewhat  mysterious.  It  appears,  however,  probable  that  those 
acting  for  the  time  as  carriers  on  the  one  disc,  act  at  the  same  time  as  inductors 
to  the  other.  The  two  sectors  situated  on  the  same  diameter  of  each  disc 
are  twice  in  each  revolution  momentarily  placed  in  metallic  connection  with 
one  another  by  means  of  a  pair  of  fine  wire  brushes  attached  to  the  ends  of 
a  curved  rod,  supported  at  the  middle  of  its  length  by  one  of  the  projecting 
ends  of  the  fixed  spindle  upon  which  the  discs  rotate ;  the  metal  sector-shaped 
plates  just  grazing  the  tips  of  the  brushes  as  they  pass  them.  The  position  of 
the  two  pairs  of  brushes  with  respect  to  the  fixed  collecting  combs,  and  to  one 
another,  is  variable,  and  there  is,  as  in  the  case  of  the  collecting  commutator- 
brashes  of  dynamo-electric  apparatus,  a  position  of  maximum  efficiency.  This 
position  appears  to  be  generally  when  the  brushes  touch  the  disc  on  diameters 
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situated  about  45*  from  the  collecting  combs,  and  the  curved  rods  on  the  two 
sides  are  at  right  angles  to  one  another,  as  shown  in  the  engraving. 

The  fixed  conductors  consist  of  two  forks  furnished  with  collecting  points 


Fig.  44. — Wimshurst's  Machine. 

directed  towards  one  another  and  towards  the  two  discs,  which  rotate  between 
them ;  the  position  of  the  two  forks,  which  are  supported  on  insulating  supports 
of  some  kind,  often  (for  reasons  already  indicated)  consisting  of  small  Leyden 
jars  or  condensers,  being  along  the  horizontal  diameter  of  the  disc.  To  these 
collecting  combs  are  attached  terminal  knobs,  whose  distance  apart  can  be 
varied  by  projecting  ebonite  handles,  or  otherwise.     The  presence  of  these  col- 
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lecting  combs  appears  to  play  no  part  in  the  action  of  the  apparatus,  except  to 
convey  the  electric  charge  to  what  may  be  termed  the  external  circuit ;  for  the 
inductive  action  of  the  machine  is  quite  as  rapid  and  as  powerful  when  both 
collectors  are  removed,  and  nothing  is  left  but  the  two  rotating  discs,  and  their 
respective  contact  or  neutralising  brushes.  The  whole  apparatus  then  bristles 
with  electricity,  and  if  viewed  in  the  dark  presents  a  most  beautiful  appearance, 
being  literally  bathed  with  luminous  brush  discharges. 

With  a  machine  composed  of  two  glass  plates  only  14^  inches  in  dia- 
meter there  is  produced,  under  ordinary  atmospheric  conditions,  a  powerful 
spark  discharge  between  the  knobs  when  they  are  separated  by  a  distance 
of  4J  inches,  a  pint-size  Leyden  jar  being  in  connection  with  each  knob ;  and 
these  4^inch  discharges  take  place  in  regular  succession  at  every,  two  and  a 
half  turns  of  the  handle.  It  is  usual  to  construct  the  machine  as  shown  in 
the  illustration,  with  small  Leyden  jars  or  condensers  attached  to  conductors, 
by  which  the  spark  is  materially  increased.  A  machine  has  been  constructed 
for  the  Science  and  Art  Department,  South  Kensington,  with  plates  7  feet  in 
diaineter,  which  it  is  believed  would  give  sparks  30  inches  long;  but  no 
Leyden  jars  have  been  found  to  stand  its  charge,  all  being  pierced  by  the 
enormous  tension. 

ITiis  machine  is  self-exciting,  and  it  is  believed  that  the  initial  action 
must  be  due  to  friction  in  the  layer  of  air  contained  between  the  two  plates.  It 
is  also,  when  properly  constructed,  nearly  independent  of  atmospheric  conditions, 
and  not  liable  to  reverse  its  polarity,  as  are  the  Voss  machines.  These  advantages, 
added  to  its  extreme  simplicity  of  construction,  have  rapidly  given  the  machine 
preference  for  all  purposes  where  statical  electricity  of  high  tension  is  required. 
The  property  of  self-excitation  is  found  to  depend  somewhat  on  the  number  of 
sectors.  With  a  higher  number  the  machine  excites  itself  very  freely,  but  the 
sparks  are  more  feeble  ;  with  fewer  sectors  it  is  less  easy  to  excite,  but  the  sparks 
are  much  more  powerful  when  obtained. 

It  will  have  been  gathered  from  the  foregoing  that  (as  might  have  been 
expected)  when  using  induction  machines  the  moisture  of  the  air  often  causes 
experiments  to  fail,  especially  before  large  audiences.  The  atmosphere  becomes 
saturated  with  moisture,  and  it  is  often  impossible  to  get  the  machine  in  working 
order.  Toepler  tries  to  prevent  this  by  placing  the  whole  machine  on  a  kind  of 
stove.  Dr.  S.  T.  Stein  covers  the  whole  machine  with  a  glass  case,  in  which  he 
places  desiccating  substances,  and  employs  a  small  force-pump  to  force  the  moist 
air  of  the  case  over  tubes  containing  desiccators  and  the  dried  air  back  again 
into  the  case.  The  Wimshurst  machine  and  that  of  Carr^  (in  the  latter  case  owing 
to  its  direct  action)  are  the  least  subject  to  these  defects  of  any  that  we  are  ac- 
quainted with. 

APPARATUS   FOR  THE  ACCUMULATION   OF  ELECTRICITY. 
General    Explanation   of   Condensers. — Friction  machines  and  in- 
ductive machines  generate  electricity  in  considerable  quantities,  and  both  possess 
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apparatus  to  collect  the  generated  electricity,  viz.  the  prime  conductors.  Accu- 
mulation, however,  is  possible  up  to  a  certain  point  only,  and  ceases  when 
the  potential  of  the  conductor  becomes  so  great  that  the  metal  points  become 
ineffective.  Induction  gives  us  a  means  of  collecting  greater  quantities  of 
electricity.  The  various  forms  of  apparatus  which  permit  of  such  storage  as 
we  are  here  considering,  are  all  called  condensers^  or  accumulators.  The 
Leyden  jar  and  Franklin's  square  are  examples.  The  principle  is  the  same 
in  all,  and  the  essential  elements  are  two  conducting  surfaces  placed  parallel  to 
each  other,  separated  from  each  other  by  an  insu- 
lating medium,  sometimes  termed  a  dielectric.  The 
foUowin^f  points,  tlierefore,  may  be  noted  with  all  con- 
densers :  I.  If  one  plate  b  be  removed,  and  the 
other  K  connected  wdth  a  source  of  electricity,  the 
latter  will  receive  a  charge  depending  on  its  capacity 
and  the  ])otential  of  the  source.  2.  If  now  the  other 
plate  B  be  restored,  the  charged  plate  acts  induc- 
tively upon  it,  and  if  it  be  connected  with  the  earth, 
tiie  like  electricity  to  that  on  a  passes  away,  and 
the  opposite  electricities  on  a  and  B  are  "bound" 
by  each  other's  attractions.  3.  More  electricity  may 
then  be  given  to  a^  and  will  act  in  a  similar  manner. 
Hence  we  increase  the  capacity 
of  a  conductor  when  we  place 
fiear  it  another  conductor 
charged  with  the  opposite  kind 
of  electricity.  To  charge  such 
an  apparatus,  one  of  the  sur- 
faces is  brought  in  contact 
with  the  source  of  electricity, 
the  other  surface  connected  with  the  earth ;  the  former  is  called  the  collector, 
the  latter  the  condenser.  Riess  has  given  the  accumulator  a  very  convenient 
form,  especially  for  the  purpose  of  studying  it.  The  apparatus  is  repre- 
sented in  Fig.  43;  A  is  the  collecting  plate,  b  the  condensing  plate.  The 
latter  has  a  joint,  g,  which  permits  the  plate  B  to  be  moved  away  from  a  ;  and  the 
former  a  foot  r  which  slides  along  the  scale  t  ;  >&  is  a  screw  which  holds  the 
conducting  wire.  The  insulating  medium  between  the  two  plates  is  the  air. 
The  plate  b  is  at  first  pulled  down,  and  plate  a  at  ^  is  connected  with  some 
source  of  electricity,  such  as  the  prime  conductor  of  an  electric  machine,  from 
which  electricity  flows  upon  A  until  the  density  in  the  conducting  wire  is  equal 
to  the  density  in  the  source  of  electricity  itself.  Plate  b  is  then  placed  in  its 
former  position,  that  is,  parallel  to  a.  The  electricity  on  a  influences  plate  b 
and  decomposes  its  neutral  electricity.  The  induced  electricity  of  opposite  kind 
to  that  of  the  source  is  brought  to  the  side  facing  a,  and  the  induced  similar 
electricity  is  forced  to  the  side  opposite  or  (when  b  is  connected  with  the  earth) 


Fig.  45. — Riess's  Condenser. 
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into  the  earth.  The  plate  b  possesses  now  a  quantity  of  the  first  induced 
electricity,  which  causes  the  electricity  in  plate  a  to  spread  more  over  the  side 
&cing  B.  This  of  course  diminishes  the  density  on  the  other  side  of  plate  a, 
and  also  in  the  conducting  wire.  The  density  between  the  conducting  wire 
and  the  source  of  electricity  being  difierent,  it  follows  that  more  electricity  will 
flow  through  the  conducting  wire  to  a.  A  stronger  charge  on  a  induces  a 
stronger  charge  on  b.  But  the  electricity  on  b  again  influences  a,  as  before, 
causing  once  more  a  difference  in  the  density  between  source  and  conductor, 
and  new  electricity  may  again  be  conducted  to  a. 

In  this  manner  the  collector  and  condenser  accumulate  more  and  more 
electricity.  This  process,  however,  cannot  be  continued  for  any  length  of  time, 
because  the  density  on  the  collector  at  each  step  is  not  reduced  to  that  reached 
in  the  previous  step,  and  therefore  ultimately  becomes  the  same  as  that  of  the 
source  of  electricity  itself,  when  further  accumulation  of  electricity  is  prevented. 
The  total  accumulation  of  such  an  arranged  condenser  is  expressed  by  the 
coefficient  of  accumulation,  showing  how  much  more  electricity  the  collect- 
ing plate  is  capable  of  accumulating  when  opposite  to  the  condensing 
plate.  The  coefficient  of  accumulation  then  would  be  the  quotient  of  the 
capacity  of  the  condenser  by  the  capacity  of  the  single  plate  when  charged 
alone.  The  value  of  the  co-efficient  of  accumulation  of  different  condensers 
depends  on  circumstances.  Its  value  becomes  less  when  the  plates  are  further 
from  each  other;  its  value  is  increased  when  the  connecting  wire  is  con- 
siderably shortened.  To  make  use  of  other  insulators  instead  of  air  also 
inaeases  the  value  of  the  coefficient  of  accumulation.  The  coefficient  by 
which  the  capacity  of  an  air  condenser  must  be  multiplied  in  order  to  give  the 
capadty  of  the  same  condenser  when  another  dielectric  is  substituted  for  air, 
is  constant  for  each  substance,  and  is  called  the  specific  inductive  capacity 
of  the  dielectric. 

The  following  table  after  Boltzmann  shows  by  what  coefficient  the  charge 
in  the  plates  increases  when,  instead  of  air,  the  following  insulators  are  used  as 
dielectric : 

Sulphur        3*84 

Resin  2*55 

Paraffin         2*32 

Ebonite        3'iS. 

It  is  evident,  theretore,  that  the  dielectric  itself  is  affected  by  the  charge. 
We  may  explain  its  condition  by  the  following  assumptions : — It  is  assumed  that 
the  molecules  of  the  insulator  have  -|-  electricity  at  one  end,  and  -  at  the 
other.  All  molecules  in  the  insulator  will  point  with  their  positively  electrified 
ends  towards  the  negatively  electrified  plate,  and  with  their  negative  ends  towards 
the  positively  electrified  plate.  This  condition  is  called  dielectric  polarisation. 
It  leads  to  the  existence  of  strains  or  stresses  in  the  dielectric,  and  is  embodied 
in  the  following  hypothesis :  The  electric  force  acts  across  space  in  consequence 
^ihe  transmission  of  stresses  and  strains  in  the  medium  with  which  space  is  filled, 
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This  accounts  for  the  occasional  disruption  of  the  glass  forming  the  condenser, 
and  the  fact  that  after  discharge  the  glass  does  not  recover  itself  all  at  once, 
and  after  a  short  time  is  able  to  give  up  a  residual  charge. 

Volta's  Condensing  Electroscope. — ^The  condenser  used  by  Volta 
was  attached  to  an  electroscope,  as  shown  in  Fig.  46.  This  was  the  instrument 
he  used  to  detect  the  electricity  from  such  a  feeble  source  as  that  supplied  by 
two  metals  in  contact.  The  lower  plate  was  connected  with  the  source,  the 
upper  plate  being  at  the  same  time  joined  to  "  earth,"  or  touched  with  the  hand. 
By  this  means  the  two  plates  accumulated  opposite  charges, 

X  which  remained  "  bound  "  by  one  another.  When  the  upper 
plate  was  lifted  off,  the  charge  in  the  lower  was  free  to 
distribute  itself  and  spread  to  the  gold  leaves. 
Volta's  condenser  was  not  available  for  actual  measure- 
ments, but  the  following  is  a  form  that  may  be  used  for  this 
purpose : 

Kohlrausch's  Condenser. — Kohlrausch  used  a  con- 
denser admitting  of  very  exact  adjustment,  of  which  the  follow- 
ing is  a  description  :  Two  brass  plates  /  /  (Fig.  47),  of  about 
fifteen  centimetres  in  diameter,  are  fixed  to  horizontal  rods, 
which  are  attached  by  means  of  shellac  to  the  two  wooden 
supports  b  and  c.  Those  sides  of  the  plates  which  face  one 
another  are  covered  with  gold,  and  the  ends  of  the  rods  are , 
provided  with  binding  screws  to  receive  the  conducting  wires. 
The  supports,  together  with  the  plates  upon  which  they  rest, 
stand  upon  the  large  sole  plate  «,  upon  which  the  whole 
apparatus  rests.  The  sole  plate  can  be  placed  horizontally 
by  means  of  levelling  screws.  The  support  b  can  be  moved 
towards  c,  by  means  of  two  forks  attached  to  the  under  side. 
A  silk  thread  passing  over  two  pulleys,  has  one  end  attached 
to  b,  and  its  other  end  to  a  weight,  thus  tending  to  move  b 
towards  c.  The  spring  //and.  the  catch  e  serve  to  liberate  by 
or  to  arrest  its  motion. 
The  support  c  is  not  movable  forward  towards  ^,  but  is  provided  with 
adjusting  screws  to  bring  the  condensing  plate  attached  to  it  parallel  to  the 
condensing  plate  attached  to  b.  The  turning  of  r,  and  therefore  the  motion 
of  the  plate  underneath  it,  is  effected  by  means  of  the  screw  k,  and  the  spring 
/.  ^s  inclination  can  be  changed  by  means  of  the  screw  at  gy  and  the  spring 
at  //.  We  can  alter  the  distance  between  the  condensing  plates  by  simply  turning 
the  screw  n. 

The  apparatus  is  used  in  the  following  way  :  The  condensing  plates  are 
brought  near  one  another,  one  of  them  being  connected  by  means  of  the 
conducting  wire  with  the  source  of  electricity  under  examination,  and  the  other 
witli  the  earth.  The  plates  are  then  removed  from  one  another  to  a  distance 
of  about  o'l   metre,   and   the  condensing  plate  is  discharged.     This  distance 


Fig.  46.  —  Volta's 
Condensing  Elec- 
troscope. 
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of  o'l  metre  is  sufficiently  great  to  prevent  the  plates  from  influencing  each 
other.  The  electricity  on  the  collecting  plate  is  then  examined  in  the  way 
already  described. 

Franklin's  plate  is  shown  in  Fig.  48 ;  the  wooden  frame  h  has  a  glass  plate  gy 
covered  with  tinfoil  ss.      To  charge  this   plate,   the  coating  of  one  side  is 


Fig.  47. — Kohlrausch*s  Condenser. 


connected  with  the  source  of  electricity,  the  other  has  a  wire  leading  to  earth  ; 
when  ^  /  is  moved  in  the  position  shown  by  the  dotted  lines,  k  touches  the 
tinfoil,  and  conducts  the  electricity  to  earth  by  means  of  the  w^ire  which  is 
connected  with  k.  In  the  behaviour  during  charge  and  discharge,  there  is 
no  difference  between  this  instrument  and  the 
condensers  previously  described. 

The  Ley  den  Jar. — A  very  useful  form  of 
condenser  is  called,  from  the  city  in  which  it  was 
invented,  a  Leyden  jar.  It  is  like  a  Franklin's 
plate  bent  into  the  form  of  a  cylinder  or  jar.  A 
Leyden  jar  is  shown  in  Fig.  49..  T^he  glass 
cylinder  has  tinfoil  inside  and  outside.  The 
Dietal  frame  is  placed  inside  the  cylinder.  Fig. 
50  is  an  old  medicine  bottle,  having  iron  filings 
gummed  to  the  inside. 

To  charge  a  Leyden  jar,  the  hand  is  placed 
on  its  outer  coating,  and  the  knob  is  allowed 
to  touch  the  conductor  of  an  electrical  machine. 
The  electricity  reaches  the  inner  coating  by 
means  of  the  metal  rod,  and  induces  electricity 
on  the  outer  coating  ;  the  dissimilar  electricity  is  bound  whilst  the  similar  elec- 
tricity goes  thrdugh  the  hand  to  the  earth.  The  inner  coating  then  represents 
the  collecting  plate,  and  the  outer  coating  the  condensing  plate.  The  jar  is  said 
to  be  positively  charged  when  positive  electricity  is  led  to  the  inner  coating,  that 
is,  when  the  knob  is  connected  with  the  positive  conductor  of  an  electrical  machine. 
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Batteries  of  Jars. — ^To  obtain  very  powerful  charges,  we  might  use 
very  large  jars  or  plates ;  this,  however,  would  be*  inconvenient,  and  the  method 
adopted  is  to  connect  several  jars  in  a  form  called  a  battery.  The  charge 
of  such  a  battery  increases  proportionally  with  the  number  of  jars ;  for 
instance,  eight  jars  will  have  a  charge,  compared  to  the  charge  of  two  jars 
=  4  times  2.  Fig.  51  represents  such  an  arrangement  of  jars.  A  table  resting 
on  glass  supports  has  brass  bands  on  its  upper  surface,  so  arranged  that  all  the 
outer  coatings  of  the  different  jars  are  touched  by  them.  The  knobs  of  the 
jars  have  metal  rods  terminating  in  balls.     The  knob  of  the  centre  jar  b  is  bigger 
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Fig.  49. — Leyden  Jar. 


Fig.  5a — Leyden  Flask. 


than  the  remaining  ones,  and  to  it  the  metal  rods  are  fastened  On  b  is  an 
arm  terminating  in  a  little  ball;  to  charge  the  apparatus  this  ball  is  placed 
on  the  conductor  a  of  an  electrical  machine,  whilst  the  outer  coatings  have 
connection  with  the  earth.  The  time  to  charge  this  apparatus  will  be  ^  x 
the  number  of  jars,  if  x  stands  for  time  in  which  one  jar  is  charged.  The 
whole  apparatus,  however,  might  be  charged  in  the  number  of  seconds  that 
one  jar  requires  ;  to  do  this,  the  jars  are  insulated  from  each  other  and  from  the 
earth ;  a  wire  from  the  outer  coating  of  the  first  jar  leads  to  the  inner  coating 
of  the  second,  a  wire  from  the  outer  coating  of  the  second  leads  to  the  inner 
coating  of  the  third,  and  so  on,  until  the  last  jar  is  reached,  the  outer  coating 
of  which  is  in  connection  with  the  earth,  and  the  inner  coating  of  the  first  jar 
is  brought  into  contact  with  the  source  of  electricity.  A  battery  arranged  in 
this  manner  is  termed  a  cascade  battery,  and  a  series  of  jars  so  connected 
is  said  to  be  charged  by  cascade.  The  thinner  the  glass  in  the  jar  the  more 
electricity  will  it  store  ;  but  care  must  be  taken  that  the  ghss  be  not  too  thin,  else 
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the  two  electricities  will  unite  through  the  glass,  and  a  hole  will  be  left  in 
the  glass ;  in  this  condition,  of  course,  the  jar  would  be  useless.  If,  however, 
the  glass  should  be  pierced  and  the  tinfoil  round  the  hole  should  be  removed, 
the  jar  may  then  be  used  again. 

Lane's  Unit  Jar. — To  the  left  of  Fig.  51  we  observe  a  little  apparatus, 
known  under  the  name  of  line's  Unit  jar.  It  serves  the  purpose  of  deter- 
mining the  quantity  of  the  charge  of  the  battery  or  the  difference  of  potential 


Fig.  51. — Battery  of  Jars, 


between  the  coats.  The  distance  through  which  a  spark  will  pass  when  a 
conductor  is  brought  near  an  electrified  body  is  proportional  to  their  difference 
of  potential;  it  follows  that  when  this  distance  remains  the  same,  the  number 
of  sparks  will  enable  us  to  determine  approximately  the  quantity  of  electricity. 
This  method  of  measurement  has,  however,  the  disadvantage  that  at  the  same 
time  the  battery  is  discharged,  which  may  be  avoided  in  the  following  manner : 
We  know  the  induced  electricity  to  be  proportional  to  the  inducing  electricity. 
If  now  we  make  use  of  the  induced  electricity,  which  is  as  a  rule  conducted 
to  the  earth,  for  our  measuring  purposes,  we  are  able  to  determine  the  quantity 
and  potential  without  discharging  the  battery ;  this  is  exactly  what  Lane's 
unit  jar  is  supposed  to  do.  It  consists  of  a  small  Leyden  jar  e,  which  rests 
on  a  conducting  substance ;  close  to  it  is  the  glass  pillar  t>,  fitted  with  a  piece 
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of  brass  in  which  a  horizontal  brass  rod  slides ;  one  end  of  this  brass  rod 
terminates  in  a  little  ball,  the  other  end  holds  a  small  wire  f,  which  is  fastened 
to  the  conducting  substance  on  which  the  jar  rests.  The  wire  c  connects 
the  inner  coating  of  the  little  jar  with  the  outer  coatings  of  the  battery.  If 
now  positive  electricity  from  the  conductor  a  of  an  electric  machine  is  allowed 
to  pass  through  to  B,  positive  and  negative  electricity  will  be  induced  on  the 
outer  coating.  The  negatively  induced  electricity  will  be  held  on  the  inner 
side  of  the  outer  coating,  the  positively  induced  electricity  will  flow  through 
the  wire  c  to  the  inner  coating  of  the  measuring  jar  e.  Here  the  process 
is  exactly  repeated ;  positive  electricity  is  supplied  to  the  inner  coating,  where 
again  it  will  induce  electricity,  -  and  +  ;  the  +  will  flow  to  earth,  but  the  — 
will  spread  through  f  over  the  horizontal  brass  rod  and  its  ball.  If  the 
distance  of  the  two  balls  in  e  has  been  properly  adjusted,  the  jar  will  be  dis- 
charged when  the  difference  of  potential  of  its  coatings  has  the  required  value, 
and  the  two  opposite  electricities  neutralise  each  other ;  the  positively  induced 
electricity  of  the  battery  is  thus  neutralised,  so  that  there  will  be  no  connection 
with  the  earth  when  the  battery  has  this  measuring  jar.  If  the  distance  between 
the  two  balls  in  e  be  kept  constant,  discharge  will  take  place  at  one  and  the 
same  difference  of  potential.  The  number  of  passing  sparks  will  therefore 
indicate  the  quantity  of  the  charge  of  the  battery ;  dividing  the  number  of 
sparks  by  the  number  of  jars  contained  in  the  battery  gives  the  quantity  per 
jar.  The  unit  thus  obtained  represents  that  amount  of  electricity  which  is 
necessary  to  cause  one  spark  to  pass.  In  this  kind  of  measurement  certain 
precautions  are  necessary.  The  battery  must  not  be  charged  by  allowing 
sparks  to  pass  from  the  conductor.  Before  measurements  are  taken  with  the 
jar  E,  we  must  allow  it  to  be  charged  and  discharged  once,  on  account  of  the 
residual  charge  which  is  left  behind  in  Leyden  jars  after  they  are  discharged 

Theory  of  the  Condenser. — ^This  will  be  a  convenient  place  to  collect 
the  facts  already  explained  respecting  condensers.  It  has  been  mentioned  that 
the  capacity  of  a  Leyden  jar  or  other  condenser  depends — 

1.  On  the  size  of  the  conducting  coatings  or  surfaces. 

2.  On  the  thickness  of  the  glass  or  dielectric. 

3.  On  the  "  inductive  capacity"  of  the  dielectric. 

Now  if  c  be  the  capacity  of  any  conductor,  and  '\i  a  quantity  of  electricity 
Q  raise  its  potential  by  a  difference  v,  then 

Q  =  cv. 

If  without  altering  q  we  diminish  c,  then  we  increase  v.  Now  this  is 
exactly  what  is  done  with  Volta*s  condenser  when  duly  charged  and  the  upper 
plate  be  lifted  off".  The  capacity  is  diminished,  and  the  quantity  q  having  a 
higher  potential  manifests  itself  by  the  divergence  of  the  leaves. 

A  condenser  is  a  conductor  in  which,  by  the  device  of  bringing  near  together 
two  conducting  surfaces  oppositely  charged,  the  capacity  of  the  conducting 
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surfaces  is  increased  without  change  of  potential.  Let  us  suppose  the  two 
surfaces  to  be  spherical,  and  the  dielectric  simply  air. 

Call  the  surfaces  m  and  n.  Let  their  radii  be  a  and  b  respectively.  Sup- 
pose a  charge,  of  which  Q  is  the  measure,  to  be  imparted  to  m  ;  it  will  induce 
on  the  inner  side  of  n  an  equal  negative  charge  -  q,  and  to  the  outer  side 
of  N  a  charge  +  q  will  be  repelled.  This  repelled  charge  is  removed  by  contact 
with  "earth." 

Now  the  potential  of  the  outer  sphere  is  o,  because  it  is  connected  with 
the  earth,  which  we  assume  to  be  at  zero  potential.  .Hence,  the  difference 
of  potential  between  the  centre  and  outer  surface  is, 

0       0  a  -  b 

^  -^,orQ     -  _• 
b       a  ab 

But  the  capacity  x  difference  of  potential  =  q.      Therefore   by  dividing  both 

sides  by  q  we  see  that 

a  -  b 
the  capacity  x  — r-  =  i, 

ab 
and  the  capacity  =  "~_""a  • 

We  see  from  this  formula  that  the  capacity  of  the  condenser  is  proportional  to 

the  size  of  the  metal  globes,  and  that  if  the  insulating  layer  is  very  thin,  a  —  b 

•II  L  a  b 

will  be  very  small,  and  the  value  of  the  expression  —^^  will  become  very  great. 

This  proves  the  statement  that  the  capacity  of  a  condenser  depends  upon  the 
thinness  of  the  layer  of  the  dielectric.  Next  consider  the  two  modes  of  charging 
a  number  n  of  equal  jars  referred  to  above.  If  v  be  the  potential  of  the  machine 
and  c  the  capacity  of  each  jar,  then  the  charge  given  to  n  jars,  placed  as  in  Fig. 
51,  is  (;/c)  V :  that  is,  n  times  the  charge  that  can  be  given  to  one  jar.  In  this 
case  we  increase  the  capacity  n  times  by  connecting  all  the  outer  coatings  and 
also  all  the  inner  coatings.  If  we  arrange  them  in  series,  each  outer  coating 
being  connected  with  the  next  inner  coating,  we  divide  the  whole  fall  of  poten- 
tial V  into  n  steps.     The  difference  of  potential  for  the  coatings  of  the  same  jar 

will  be  —  .     Hence  the  charge  of  this  jar  will  be — c,  and  the  charge  of  n  jars 
n  n 

V  c,  or  the  same  as  the  charge  of  one  jar.  There  is  therefore  no  advantage  in 
charging  jars  in  series  or  by  "  cascade." 

Determination  of  Specific  Inductive  Capacity. — Faraday  determined 
the  specific  inductive  capacities  of  a  number  of  substances  thus :  He  had  two 
brass  spheres,  an  inner  and  outer^  so  fitted  that  they  were  not  in  electrical  con- 
nection, and  that  the  space  between  them  could  be  exhausted  of  air,  or  filled 
with  any  gas  or  substance  that  could  be  reduced  to  the  liquid  state.  He  had 
two  of  these  condensers,  a  and  b,  exactly  alike  in  all  respects  but  one.  In  one 
condenser  a  the  dielectric  was  air,  and  in  the  other  b  the  space  between  the 
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two  globes  was  filled  with  the  substance  to  be  tested.  A  was  charged,  and 
then  the  two  knobs  of  a  and  b  were  brought  into  contact  so  that  the  charge 
was  divided  between  them.  The  charges  were  then  measured,  and  the  ratio 
of  that  of  B  to  that  of  a  gave  the  inductive  capacity  of  the  dielectric  used  in  b. 

Hence,  if  c  be  the  capacity  of  a  condenser  with  air  for  dielectric,  and  K  that 
of  the  same  condenser  with  dielectric  having  a  specific  inductive  capacity  j, 
then 

K  =  5C 

Another  important  difference  has  to  be  noticed  between  a  condenser  with 
a  gaseous  and  one  with  a  solid  dielectric,  namely,  that  the  first  is  charged 
almost  instantly,  the  second  takes  time.  If  the  knob  of  a  Leyden  jar,  or  one 
plate  of  any  condenser,  be  connected  with  an  electric  machine  or  generator, 
the  other  plate  being  in  connection  with  the  earth,  a  charge  rushes  in  with  great 
rapidity ;  but  the  entrance  of  the  electricity  does  not  instantly  cease,  as  is  the 
case  with  an  air  condenser.  Similarly,  when  the  two  plates  are  joined  by  a  wire 
so  as  to  be  brought  to  one  potential,  the  electricity  is  discharged  very  rapidly 
at  first;  but  this  discharge  does  not  then  cease,  and  the  electricity  continues 
to  flow  out  for  precisely  as  long  a  time  as  it  ran  in,  and  with  the  same  rapidity 
after  equal  intervals  of  time.  If  upon  maintaining  a  difference  of  potential  p 
between  the  coatings  of  the  condenser,  a  quantity  q  per  second  is  found  flowing 
into  the  condenser  at  the  expiration  of  a  certain  time,  say  ten  minutes,  then  ten 
minutes  after  the  first  discharge,  the  same  quantity  q  per  second  will  be  found 
flowing  from  one  coating  or  plate  to  the  other.  The  dielectric  seems  to  absorb 
electricity  at  a  certain  rate  when  subjected  to  a  certain  difference  of  potential, 
and  to  yield  it  all  up  again  at  the  same  rate  when  the  two  plates  are  brought 
to  the  same  potential. 

ELECTRICAL  DISCHARGE  AND   ITS  EFFECTS. 

General  Phenomena  connected  with  Discharge. — If  we  connect 
an  electrified  body  by  means  of  a  wire  with  the  earth,  it  loses  all  its  electricity — 
that  is,  the  electricity  of  the  body  flows  through  the  wire  to  the  earth,  and  is 
distributed  over  it,  the  earth  being  considerably  larger  than  any  other  body.  No 
matter  how  much  electricity  we  may  distribute  over  it,  we  cannot  alter  its  elec- 
trical condition.  We  assume,  therefore,  the  potential  of  the  earth  to  be  equal  to 
o.  When  a  body  has  a  potential  differing  from  that  of  the  earth,  and  is  con- 
nected with  the  earth  by  a  wire,  electricity  flows  along  the  wire  from  the  higher 
potential  to  the  lower.  During  discharge  the  electricity  moves  in  the  conducting 
wire  ;  this  motion  we  call  current.  The  electricity  flows  until  both  bodies  have 
the  same  potential.  The  discharge  of  a  Leyden  jar  is  slightly  different.  Here 
the  cohnection  is  between  two  oppositely  electrified  surfaces,  viz.,  the  inner  and 
the  outer  coating  of  the  jar.  The  neutralisation  of  the  two  opposite  electricities 
is  brought  about  by  the  force  of  attraction.  During  discharge  electricity  flows 
through  the  connecting  wire,  not  only  in  the  direction  from  the  inner  to  the  outer 
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coating,  but  also  from  the  outer  to  the  inner  coating ;  in  this  kind  of  discharge, 
then,  we  have  a  double  current.  But  a  double  current  is  produced  even  when  an 
electrified  body  is  brought  near  an  unelectrified  one  before  connection.  The 
moment  we  bring  a  wire  near 
the  electrified  body  a  cur- 
rent is  induced  in  the  wire, 
the  unlike  electricities  at- 
tract each  other,  and  before 
the  wire  has  reached  the 
electrified  body  we  see  a 
spark  pass.  We  see,  then, 
that  with  each  kind  of  dis- 
charge a  spark  jjasses. 
WTien  the  tension  of  the 
electricity  on  the  two  coat- 
ings has  become  sufficiently 
powerftil  to  overcome  the 
resistance  of  the  air,  dis- 
charge takes  place  spon- 
taneously. The  distance 
which  the  spark  overleaps 
is  called  the  sparking  dis- 
tance; this  distance,  of  course,  depends  upon  the  difference  of  potential 
produced.    That    is  to  say,   the   tension  of   the    electricity,  or  tendency  to 


Fig.  52.— Tlie  Discharging  Tongs. 


Fig.  53.— Henley's  Discharger. 

produce  disruptive  discharge  through  the  air  between  two  surfaces,  is  propor- 
tional to  their  difference  of  potential. 

To  discharge  a  Leyden  jar,  an  apparatus  as  shown  in  Fig.  52  usually  is 
employed.  The  outer  coating  of  the  jar  is  touched  by  one  of  the  balls,  the 
remaining  ball  approaches  the  knob  of  the  jar  until  the  spark  passes  over.     If, 
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however,  we  wish  to  observe  the  effect  of  the  discharge  on  interposed  bodies, 
the  apparatus  represented  in  Fig.  53  will  be  found  more  convenient,  where  in- 
sulating handles  s  s  direct,  through  slides  and  universal  joints  h  h^  supported  by 
insulating  pillars  a  c,  the  discharging  knobs  k  k.  The  substance  through  which 
the  discharge  is  to  be  passed  is  laid  on  the  little  table  adjusted  by  the  screw  s  on 
an  insulating  pillar  b. 

Sparking  Distances. — To  determine  the  sparking  distance,  the  spark- 
micrometer,  by  Riess,  is  made  use  of.     It  is  represented  in  Fig.  54.     a  is  a 
heavy  metal  stand  on  which  a  metal  plate  is  fastened  horizontally ;   a  glass  pillar 
is  fixed  to  one  end  of  the  plate,  the  other  end  has  a  Slide,  which  is  moved  along 
by  means  of  a  screw ;  this  slide  carries  another  pillar. 
_^  ^^  To  determine  the  sparking  distance,  the  slide  with  the 

'n     T^*  pillar  is  gradually  moved  towards  the  fixed  one  until  the 

spark  passes.  The  distance  of  the  two  balls  from  each 
other  is  indicated  by  a  scale  along  which  the  slide  is 
moved  by  means  of  a  fine  well -finished  screw.  Sir 
William  Thomson's  experiments  on  the  relation  of  the 
sparking  distance  to  the  difference  of  potential  were  made 
by  means  of  two  parajlel  plates  connected  with  the 
quadrants  of  'an  electrometer.  His  experiments  and 
those  of  Rijke  agree  in  suggesting  the  conclusion  that  the 
sparking  distance  increases  at  a  somewhat  greater  rate 
than  the  difference  of  potential  of  the  discharging  bodies. 
Rijke,  who  devoted  much  attention  to  the  subject,  found 
the  law  laid  down  by  Riess  not  to  be  quite  correct,  and 
that  the  sparking  distance  increases  more  rapidly  than 
the  difference  of  potential  between,  the  sparking  bodies. 
Rijke  has  given  a  formula  for  the  calculation  of  the  sparking  distance  from 
the  potential,  and  the  distances  obtained  thus,  according  to  the  formula,  agree 
with  actual  observations  better  than  those  obtained  from  Riess's  law,  as  will  be 
seen  from  the  following  table  : 

PoUntial  calculated  by 
Riess.  Rijke. 

4'2I  4*88 

4*42        8-82 

12-63        "73 

16*85      16-62 

....     21*05        24*51 

2527        24*39 

29*48        2828 

33*69        3216 


Fig-  54- — Riess's  Spark 
Micrometer. 


Sharking  Distances  \ 

'n 

Distributors* 

Observed, 

05 

473 

i*o 

933 

1*5 

13*00 

2*0 

16*83 

2*5 

.'.       20*50 

3-0 

2433 

3*5 

2460 

4*0 

3II7 

For  small  distances  Rijke's  calculations  seem  to  be  nearer  the  observed 
results.  For  longer  distances  Riess's  are  equally  near.  For  the  discharge  of 
batteries,  then,  we  may  make  use  of  Riess's  law  when   the  spaiking  distance 
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becomes  very  great,  in  which  case  it  is  proportional  to  the  difference  of 
potential.  From  this  law  it  follows  that  the  sparking  distance  must  be  inde- 
pendent of  the  nature  of  the  circuit,  and  the  correctness  of  this  supposition 
has  been  proved  experimentally.  The  density  of  the  air,  however,  has  to  be 
taken  into  account ;  the  sparking  distance  is  lessened  in  denser  air,  and  becomes 
greater  when  the  atmospheric  pressure  is  diminished.  Not  only  the  density, 
but  also  the  chemical  composition  of  the  medium,  influences  the  sparking 
distance.  Faraday  found  the  distances  considerably  less  in  chlorine  gas,  but 
twice  as  long  in  hydrogen  gas  as  in  air. 

Effects  accompanying  Discharge. — An  electric  spark  passes  when 
two  oppositely  electrified  bodies  are  brought  near  each  other,  and  also  when 
a  non-electrified  conductor  is  brought  near  an  electrified  body.  Imagine 
two  oppositely  electrified  bodies ;  for  instance,  brass  balls  suspended  by 
threads  from  points  near  together.  They  will  attract  each  other,  and  a  spark 
will  pass  between  them  as  soon  as  the  sparking  distance  has  been  reached ; 
both  balls  will  then  fall  back  to  their  vertical  position,  and  by  doing  so  indicate 
that  the  two  conductors  have  been  discharged.  The  electrical  spark,  then,  might 
be  explained  as  a  neutrahsation  of  the  two  electricities  across  the  air.  The  violent 
shock  which  the  particles  of  air  receive  during  the  discharge  causes  the  effects 
of  sound,  light,  and  heat. 

We  have  already  stated  that  Leyden  jars  discharged  in  this  manner  do  not 
lose  all  their  electricity  after  the  first  discharge ;  a  second  spark  may  be  obtained, 
and  sometimes  even  a  third,  after  the  first  discharge.  The  electricity  left  behind 
is  called  the  residual  charge.  Riess,  Fedderson,  and  others,  found  that  the  amount 
of  residual  charge  which  remains  behind  in  the  jar  depends  on  the  resistance  in 
the  circuit.  This  fact  leads  us  to  assume  that  the  first  discharge,  too,  must  be 
considered  as  a  series  of  partial  discharges.  The  effect  the  resistance  in  the 
circuit  has  on  the  discharge  is  twofold  :  first,  the  time  between  two  partial  dis- 
charges becomes  longer  as  the  resistance  increases ;  secondly,  the  greater  the 
resistance,  the  sooner  will  it  cause  a  discontinuation  of  the  partial  discharges. 

Let  us  consider  the  first  effect.  When  the  first  partial  discharge  has  taken 
place,  and  the  circuit  is  unelectrified,  a  second  partial  discharge  can  take  place 
only  when  the  difference  of  potential  has  reached  the  point  to  overcome 
the  resistance  of  the  air  at  the  points  of  discharge  in  the  circuit.  It  is  evident 
that  to  obtain  the  required  difference  of  potential  more  time  will  be  required 
when  the  resistance  is  greater.  It  may  happen  that  even  after  the  first  partial 
discharge  so  much  of  the  electricity  has  been  annihilated  that  the  required 
potential  cannot  be  produced  by  the  remainder.  At  every  discharge  through  air 
the  particles  of  air  are  thrown  aside,  and  the -first  spark  must  have  left  a  kind  of 
passage  filled  with  rarefied  air ;  in  this  manner  the  resistance  at  the  distance  of 
discharge  will  be  lessened.  If,  therefore,  the  resistance  be  less,  electricity  will 
follow  up  quicker  through  the  circuit  than  new  particles  of  air  will  flow  to  fill  the 
channel  of  rarefied  air,  and  a  second  partial  discharge  will  take  place.  As  long 
as  there  \&  a  moderate  resistance^  partial  discharges  will  take  place  at  longer 
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intervals,  consequently  the  duration  of  the  series  of  discharges  constituting  the 
first  discharge  will  be  prolonged.  In  our  second  case,  let  a  great  resistance  be 
introduced  into  the  circuit ;  we  find  in  this  case  also  the  greater  the  resistance 
in  the  circuit  the  sooner  must  the  partial  discharges  cease.  The  partial 
discharges  may  be  lessened  to  such  an  extent  that  the  duration  of  the  series  of 
discharges  constituting  the  first  discharge  becomes  less.  The  duration  of  a 
discharge  depends,  then,  on  the  one  hand,  upon  the  time  electricity  requires  to 
flow  through  the  circuit  after  discharge;  on  the  other  hand,  upon  the  time 
left  to  the  particles  of  air  to  rush  into  the  channel  of  rarefied  air  made  by  the 
spark.  If  the  former  case  prevails,  the  duration  of  the  discharge  will  be  pro- 
longed ;  if  the  second  case  prevails,  the  duration  will  be  diminished.  To  prove 
this  experimentally,  both  Fedderson  and  Wheatstone  employed  the  same 
method.  If  a  mirror  rotates  before  any  bright  spot,  a  picture  of  that  spot  is 
reflected  at  each  moment  of  rotation,  and  the  image  of  the  spot  appears  on 
the  retina  of  the  eye.  Every  sensation  of  light  in  the  eye  lasts  a  certain  time  \ 
therefore,  when  the  mirror  rotates  with  such  a  speed  that  the  time  of  a  revolu- 
tion is  less  than  the  time  for  which  the  impression  on  the  retina  lasts,  one  image 
succeeds  another  before  the  first  has  disappeared;  we  are  then  unable  any 
longer  to  distinguish  the  separate  images,  and  what  we  perceive  seems  a  con- 
tinuous line.  If  a  mirror  is  allowed  to  rotate  before  the  passing  spark,  it  is 
evident  that  the  duration  of  the  time  of  light  corresponds  to  the  duration  of  the 
passing  spark.  The  duration  of  the  discharge  is  noted  by  taking  account  of  the 
length  of  the  reflected  line  and  the  velocity  of  the  mirror.  Now  when  the  image 
formed  by  the  rotating  mirror  is  examined,  it  shows  that,  instead  of  a  single 
spark,  a  discharge  consists  of  a  series  of  sparks,  proving  experimentally  that  a 
discharge  consists  of  a  series  of  partial  discharges. 

Fedderson  met  with  discharges  that  seemed  in  some  respects  to  contradict  the 
observations  here  explained.  He  found  that  by  lessening  the  resistance  on  the 
circuit  up  to  a  certain  limit,  the  duration  of  discharge  was  no  longer  decreasing, 
but  increasing.  Fedderson  calls  the  resistance  at  which  the  duration  of  the  dis- 
charge begins  again  to  increase  the  critical  resistance,  and  explains  the  nature 
of  this  "  oscillating  "  discharge  in  the  following  manner. 

When  the  resistance  in  the  circuit  is  less  than  the  critical  resistance,  the 
electricities  not  only  move  up  to  the  points  of  contact,  but  beyond  them, 
just  as  when  a  pendulum  is  made  to  move  it  wOl  not  return  to  rest  until  it  has 
made  several  oscillations.  The  smaller  the  resistance  the  pendulum  has  to  en- 
counter the  longer  it  will  oscillate.  If  friction  and  resistance  could  be  reduced 
to  nothing,  the  pendulum  would  move  for  ever.  The  same  holds  good  in  the  case 
of  these  electrical  discharges.  The  less  the  resistance  in  the  circuit,  the  longer 
will  the  motion  last.  The  motion  would  be  perpetual  if  we  were  able  to 
construct  a  circuit  with  no  resistance  ;  as  every  conductor  has  a  certain  power  of 
resistance,  the  oscillations  must  come  to  an  end.  The  number  of  oscillations 
therefore  must  decrease  when  the  resistance  in  the  circuit  increases.  No  oscilla 
tions  take  place  when  the  resistance  increases  beyond  the  critical  resistance. 
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The  oscillations  are  produced  in  the  following  manner  : — A  positively  charged 
jar  or  battery  has  positive  electricity  transmitted  to  the  outer  coating,  while 
negative  electricity  flows  to  the  inner  coating.  The  jar  is  discharged,  and  after 
this  first  discharge  it  will  be  oppositely  electrified  :  that  is,  negatively  charged. 
The  fiirther  flow  of  electricity  is  therefore  prevented  for  the  moment  by  the  force 
of  repulsion  \  after  a  short  interval,  again  both  kinds  of  electricity  move  in  oppo- 
site directions :  that  is,  positive  electricity  flows  to  the  inner  coating,  negative 
electricity  to  the  outer  coating,  and  the  second  oscillation  or  discharge  takes 
place,  and  so  on  until  the  surface  is  discharged.  That  these  oscillations  really 
take  place  has  not  only  been  theoretically  deduced  by  Helmholtz,  Kirchhoff*,  and 
Thomson,  but  proved  experimentally  by  Oettingen 
Wiillner,  who  describes  the  experiment  thus : 

Electricity  was  conducted  to  b,  representmg 
the  battery  in  Fig.  55,  through  the  wire  c  k,  of 
which  K  could  touch  a  ;  at  f  in  the  circuit  b  f  s  j  a 
spark  micrometer  was  inserted,  the  sparking  dis- 
tance of  which  could  be  adjusted  The  arm  /  a, 
movable  about  /,  acted  like  a  key,  making  contact 
either  with  k  or  the  lower  circuit,  as  desired.  At 
the  moment  of  discharge,  the  ball  a,  fastened  to  the 
wire  /  a,  was  pressed  down  so  that  the  circuit  b  /  g  s 
was  dosed  after  the  first  discharge.  In  this  circuit 
a  discharge  took  place  of  the  residual  charge  con- 
tained in  the  jar.  The  direction  of  the  current  of 
the  positive  electricities  in  this  circuit  indicated  the 
kind  of  charge  the  battery  possessed  after  the  first 
discharge ;  the  direction  of  the  current  was  indi- 
cated by  the  direction  of  the  swing  of  the  needle  of  a  galvanometer  in- 
serted at  G,  and  the  amount  of  the  discharged  electricity  was  indicated  by 
the  needle's  deflections.  In  this  manner  Oettingen  was  enabled  to  prove 
the  existence  of  negative  residual  charges,  as  well  as  to  show  that  when  the 
resistance  was  not  too  great  or  the  sparking  distance  not  too  small,  the  dis- 
charges, as  a  rule,  were  oscillating  ones.  Finally,  it  may  be  observed  that 
Paalyow,  by  means  of  Geissler's  tubes,  made  oscillating  discharges  visible.  If 
the  inner  and  outer  coatings  of  a  charged  battery  or  jar  are  connected  with  a 
conductor,  the  one  kind  or  other  of  discharge  will  take  place  according  to  the 
resistance  in  the  circuit ;  in  neither  case  do  we  obtain  a  total  discharge  when  the 
two  coatings  are  in  conducting  connection.  It  has  been  observed  that  an  elec- 
trical residue  only  remains  when  the  insulator  separating  the  two  coatings  is  a 
rigid  body,  and  that  the  amount  of  this  residue  depends  upon  the  properties  of 
this  rigid  insulator.  It  was  further  found  that  the  residue  increases  with  the 
thickness  of  the  insulator,  and  the  strength  of  the  charges  given  to  the  coatings 
of  the  jar.  From  these  facts  we  must  conclude  that  the  cause  of  these  pheno- 
mena arc  the  insulators.     Faraday  explained  the  phenomena  of  the  electrical 


Fig.  55.— The  Nature  of  the 
Residual  Discharge. 
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residue  in  this  way :  When  a  jar  receives  a  positive  charge,  +  electricity  flows 
from  the  inner  coating  to  the  surface  of  the  insulator  nearest  this  coating ; 
-  electricity  flows  from  the  outer  coating  again  to  the  surface  of  the  insulator 
nearest  it.  These  opposite  kinds  of  electricity,  on  the  two  sides  of  the  insulator, 
attract  one  another.  During  discharge  the  electricities  that  remain  behind  on  the 
coatings  neutralise  each  other.  The  electricities  on  the  surfaces  of  the  insulator, 
however,  are  not  able  to  flow  back  so  quickly  (on  account  of  the  bad  conductivity 
of  the  insulator),  and  therefore  remain  behind  after  the  first  discharge  ;  if  after  a 


Fig.  56. — Condenser  of  CEpinus,  with  movable  Coatings. 

little  while  the  coatings  are  again  connected,  the  remaining  electricities  will  have 
had  time  to  flow  back  to  the  coatings,  and  a  new  discharge  will  take  place. 
Maxwell  attributes  the  residual  charge  not  so  much  to  the  bad  conductivity  as 
the  unequal  conductivity  of  the  dielectric.  Others,  by  expanding  Faraday's 
explanation,  consider  that  the  molecules  of  the  dielectric  are  subjected  to  strain 
from  which  they  do  not  recover  all  at  once,  so  tliat  the  phenomenon  resembles 
what  is  known  as  the  "  elastic  recovery  "  of  solids  that  have  been  subjected  to  a 
strain. 

The  Condenser  with  movable  Coatings. — As  a  proof  of  this  explana 
tion  a  dissectible  jar  or  plate  was  devised.  The  jar  is  first  charged,  then  placed 
on  an  insulating  table.  The  inner  coating  is  lifted  out,  and  the  glass  is  taken  out 
of  the  remaining  coating.  The  two  coatings  may  be  rubbed  or  brought 
together,  and  yet  when  the  parts  are  replaced,  the  jar  will  be  found  to   be 
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When  a  and  b  are  pushed  dose  to  r, 


A 


charged    It  seems  as  if  the  charges  remained  on  the  surfaces  of  the  glass.     A 

condenser  which  can  be  taken  to  pieces  for  this  purpose  is  shown  in  Fig.  56.     a 

and  b  are  the  two  coatings,  made  of  sheet  brass,  resting  on  movable  glass  pillars. 

The  glass  plate  c  represents  the  insulator. 

the  apparatus  becomes  a  Franklin 

plate ;  in  this  position  the  condenser 

is  cliarged ;  when  a  and  b  are  moved 

&om  c^  both  appear  electrified,  the 

one  positively,  the  other  negatively. 

Tbe  two  plates  are  discharged,  and 

again  moved  close  to  c;  the  plates 

again    appear    electrified,     slightly 

weaker  than  before.     It  seems  then 

that  the    greater    portion    of   the 

charge  resides    within    or  on    the 

surface  of  the  glass  plate.     Kohl- 

rausch  objects  to  this  explanation  : 

for  when  both  electricities  really  go 

over  to  the  insulator,   there   is  no 

reason  why  they  should  again  go 

back  to  the  coatings  to  cause  a  new 
discharge.  Kohlrausch  thinks  the 
electrical  residue  to  be  an  inductive 
phenomenon ;  he  thinks  the  elec- 
tricities on  the  coatings  influence 
the  insulator  in  the  same  manner  as 
a  magnet  influences  a  piece  of  soft 
iron.  Clausius  is  of  the  same  opinion 
as  Kohlrausch,  whilst  Bezold  thinks 
Faraday's  explanation  to  be  more 
likely  to  be  the  right  one.  Wiillner 
tried  experimentally  to  prove  the 
correctness  of  the  one  or  the  other, 

but  arrived  at  no  definite  conclusion.  The  more  generally  accepted  view  at 
present  is  Kohlrausch's  theory  that  the  electric  induction  produces  strains  and 
stresses,  as  described  in  page  65. 

Velocity  of  Discharge. — Wheatstone's  experiments  regarding  the  dura- 
tion of  discharges  led  him  to  determine  the  velocity  of  the  transmission  of  elec- 
tricity. Le  Monnier  and  Watson,  as  has  been  mentioned  already,  in  the  second 
half  of  the  eighteenth  century  endeavoured  to  do  so,  but  obtained  no  results. 
The  method  Wheatstone  makes  use  of  for  the  determination  of  the  velocity  of 
transmission  is  the  same  as  for  determining  the  duration  of  discharge,  viz.,  a 
rotating  mirror.  The  arrangement  is  shown  in  Fig.  57.  k  is  a  Leyden  jar.  The 
knob  a  is  connected  with  the  inner  coating,  and  opposite   to  a   is  placed  a 


57.— The  Velocity  of  Electricity. 
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similar  ball  h^  which  is  connected  with  the  outer  coating  of  the  jar.  Before  the 
two  electricities  can  unite,  that  is  to  say  before  a  spark  can  pass,  they  have  to  pass 
through  F  and  l  Lj.  If  from  the  outer  coating  of  the  jar  we  trace  the  course  of  this, 
we  find  that  electricity  has  to  pass  hova  6  to  5,  then  through  l  up  to  4,  from  there 
to  3,  then  through  i^  to  2  and  i,  and  finally  through  the  wire  to  6,  and  then  back 
to  a  again.  The  electricity  of  the  inner  coating  passes  along  the  same  course,  but 
in  the  opposite  direction.  Wheatstone  gave  the  insulated  conductors  l  and  l,  a 
length  of  402  metres,  so  that  the  total  length  the  current  had  to  travel  was  804 
metres.     During  discharge,  sparks  will  pass  between  5  and  6,  4  and  3,  i  and  2. 

The  three  sparks  will  appear  in  one  straight 

line,  the  balls  i  to  6  lying  in  one  straight 

\  /  line.     Behind  these  balls  a  mirror  rotates 

^'  /  (not  shown  in  the  diagram).     As  long  as 

the  mirror  remains  motionless  the  three 
sparks  will  be  seen  as  sparks  simply  ;  when 
the  mirror  rotates,  the  sparks  appear  as 
three  straight  lines  parallel  to  each  other. 

If  the  three  sparks  made  their  appear- 
ance at  one  and  the  same  time  (in  other 
words,  if  electricity  required  no  time  to  pass 
through  L  and  L,),  the  three  lines  in  the 
revolving  mirror  would  appear  and  disappear 
together;  the  appearance  then  would  re- 
semble B, ;  but  in  reality  b,  is  the  appearance 
obtained  in  the  experiment.  From  it  we 
see  that  the  spark  passing  frx)m  3  to  4  must 
have  been  later  than  the  sparks  left  and  right 
of  it.  As  the  outer  lines  commenced  and  ended  together,  it  follows,  there- 
fore, that  the  two  outer  sparks  appeared  together,  that  electricity  requires  a 
certain  time  to  travel  through  the  distances  indicated  in  the  figure,  and  also  that 
during  discharge  there  are  two  distinct  currents  opposite  to  each  other,  one 
flowing  from  the  inner  to  the  outer  coating,  the  other  in  the  opposite  direction 
The  experiment  enables  us  to  calculate  the  velocity  with  which  the  electricity 
moves  in  the  copper  wires  l.  To  pass  from  5,  through  the  circuit  l,  to  4,  the 
current  evidently  required  the  same  time  as  to  pass  between  the  first  and  second 
line  in  the  mirror.  This  time  we  can  determine  if  we  know  the  velocity  of 
rotation  of  the  mirror  and  the  length  of  the  piece  d  e,  which  is  the  difference  of 
the  first  and  the  middle  line  in  b^  Before  making  the  calculation,  it  is  necessary 
to  mention  that  the  image  formed  by  reflection  travels  through  twice  the  angle 
through  which  the  mirror  turns.  Fig.  58  serves  as  an  explanation  of  this  fact 
respecting  plane  mirrors,  s  s'  represents  a  mirror,  and  o  n  the  normal  or  per- 
pendicular to  it  F  is  the  spark  sending  a  ray  of  light  in  the  direction  f  o.  ob 
is  the  reflected  ray,  making  the  angle  ^  o  n  =t  the  angle  f  o  n.  If  now  the  mirror 
be  moved  mto  the  position  s,  s/,  so  that  the  normal  to  it  is  o  n„  making  with 


Fig.  58.— Double  Angle  of  Reflection. 
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the  incident  ray  the  angle  f  o  Nj,  the  reflected  ray  must  form  an  equal  angle 
with  the  normal,  and  must  therefore  fall  in  the  direction  o  Hy  The  mirror  has 
moved  through  the  angle  s  s^  while  the  reflected  ray  has  moved  through  the  angle 
w  Wj.  If  we  compare  the  two  angles  we  find  that  w  w^  is  double  the  angle  s  Sj. 
For  the  law  of  reflection  shows  us  that : 

In  the  first  case,  the  angle  f  o  ^  =  twice  the  angle  f  o  n. 
In  the  second  case,  the  angle  f  o  ^i  =  twice  the  angle  f  o  n^. 
Hence,  by  subtraction,  the  angle  b  o  b^=^  twice  the  angle  n  o  Nj. 

Bnt  the  angle  between  the  two  normals  =  the  angle  between  the  two  positions 
of  the  mirror. 

Hence  the  angle  b  o  b^  or  w  Wj  =  twice  the  angle  s  s^. 

As  has  been  mentioned  already,  we  do  not  perceive  the  images  of  the  different 
sparks,  but  the  distance  which  the  spark  travels  seems  a  continued  line  of  light, 
provided  the  mirror  has  a  sufficiently  great  velocity.  The  length,  then,  of  this  line 
evidently  depends  upon  the  duration  of  the  spark  and  the  velocity  of  the  mirror.  We 
have  seen  that  w  Wj  describes  an  angle  double  the  angle  s  Sj ;  the  same  holds  good 
for  the  short  line  d  e  (Fig.  57),  which  is  the  difference  between  the  middle  and  the 
outer  line  of  light,  and  which  we  wish  to  determine.  If  we  then  know  with 
what  velocity  the  mirror  moves,  that  is,  if  we  know  the  time  which  is  required  to 
allow  the  mirror  to  make  one  revolution,  and  also  the  duration  of  the  spark,  we 
can  calculate  the  length  of  the  line^  e.  If,  for  instance,  the  nurror  makes  800 
revolutions  per  second,  it  travels  through  an  angle  of  800x360  degrees = 
388,000  degrees.  Let  the  time  between  the  appearance  of  the  first  and  second 
line  of  light  =  x  seconds.  The  whole  number  of  degrees  the  mirror  goes  through 
win  be  :c  X  288,000  degrees.  The  image  travels  in  the  same  time  double  the 
above  distance,  that  is  2  x  288,000  x  ^  =  576,000  x  degrees ;  this  result  repre- 
sents the  length  of  the  piece  d  e  (Fig.  57).  Suppose  the  piece  when  measured 
poves  to  be  0*5  degree,  we  obtain  0*5  =  576,000  jc,  firom  which  we  can  easily 
find  the  value  of  x^  the  time  of  duration  of  the  spark. 

Hence  x  = =  '000000868  second. 

576000 

The  figures  here  given  were  obtained  experimentally  by  Wheatstone.  From 
these  the  velocity  of  electricity  can  be  calculated.  If  the  current  requires 
0*000000868  second  to  flow  through  the  402  metres  of  the  circuit  l,  it  will 
flow  in  one  second  through  a  copper  wire  the  length  of  which  is 

402000000000 
g^g =     4631 133  kilometres. 

Hence^  according  to  Wheatstone,  electricity  would  flow  through  a  copper  wire 
463,133  kilometres  long  in  one  second.    The  result  obtained  cannot  be  supposed 
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to  give  au  exact,  but  only  an  approximate  value  of  the  velocity  of  transmission 
of  electricity.  That  the  properties  of  the  conducting  wire  have  to  be  taken  into 
account  has  been  mentioned  in  a  previous  chapter.  Walker,  Fizeau,  and 
Gnmelle  arrived  at  different  results.  According  to  the  theoretical  calculations 
of  Kirchhoff,  as  well  as  of  Ayrton  and  Perry,  the  velocity  .of  electricity  in  a 
wire  without  resistance  would  be  equal  to  the  velocity  of  light. 

Heating  Effects  of  Discharge. — ^We  have  yet  to  consider  heating  and 
lighting  effects,  as  well  as  mechanical,  chemical,  magnetic,  and  physiological 
effects  of  the  electrical  discharge.  The  heating  effect  of  the  electrical  spark  is 
shown  by  means  of  the  apparatus  Fig.  59.  The  brass  basin  m  rests  on  a  glass 
pillar,  and  into  m  dips  the  point  s,  but  without  touching  it  Into  the  basin, 
which  is  connected  with  the  earth,  inflammable  substances,  such  as  ether,  alcohol, 


^iS*  59>'~Heating  Effect  of  Dischaige. 


Fig.  6a— The  Electric  Mortar. 


etc.,  are  brought.  The  knob  of  a  charged  Leyden  jar  is  brought  near  the  ball 
at  the  other  end  of  the  rod  s,  when  a  spark  will  pass  from  s,  and  ignite  the 
substance  contained  by  the  basin. 

To  ignite  substances  such  as  gunpowder,  the  universal  discharger  by  Henley 
is  made  use  of,  shown  in  Fig.  53.  The  powder  is  placed  between  k  k  ;  and  a 
wet  string  is  introduced  into  the  circuit  to  increase  the  resistance  and  to  detain 
the  discharge,  as  the  powder  requires  some  little  time  before  it  is  sufficiently  hot 
for  explosion.  Frequently,  when  discharge  takes  place  immediately,  the  passing 
spark  only  scatters  the  powder  without  igniting  it. 

The  heating  effect  of  the  electrical  spark  may  be  further  shown  by  allowing 
it  to  pass  through  combustible  gases.  On  this  principle  the  electrical  mortar  is 
based  (Fig.  60).  The  mortar  is  filled  with  some  gas  that  forms  an  explosive  with 
air,  such  as  coal  gas,  mixed  in  explosive  proportions.  The  mouth  of  the 
mortar  is  closed  by  a  tightly  fitting  projectile.  When  the  spark  passes  be- 
tween the  two  balls,  as  shown  in  the  figure,  it  ignites  the  gas,  and  the  sudden 
increase  of  volume  forces  the  projectile  out  of  the  mortar. 
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Rjess  invented  an  instrument  to  measure  the  heat  caused  by  electrical  dis- 
charges, shown  in  Fig.  61.  The  glass  globe  k,  whose  diameter  is  nine  centi- 
metres, has  a  platinum  spiral  terminating  in  the  screws  s  Sj^.  A  tube  with  a 
small  but  uniform  bore,  terminating  in  the  vessel  g,  runs  from  the  lower  portion 
of  the  globe,  as  shown  in  the  figure.  »  and  o  consist  of  wood,  and  can  be 
raised  or  lowered  about  the  hinge  at  the  end  by  the  metal  prop  adjusted  by 


Fig.  61. — Riess*s  Electric  Calorimeter. 


means  of  the  screw  b.  Thick  wires  connect  the  platinum  spiral  with  the  bind- 
ing screws  d  Dj,  which  rest  on  glass  blocks.  At  0  the  globe  has  a  well-fitting 
glass  stopper  by  which  the  atmospheric  pressure  can  be  regulated.  When  read- 
ings are  taken,  the  glass  tube  is  first  filled  with  some  fluid ;  the  stopper  0  is 
replaced,  and  the  whole  instrument  inserted  in  the  circuit  by  means  of  d  Dj. 
When  the  discharge  has  taken  place  the  platinum  wire  becomes  heated,  and 
causes  the  air  in  the  globe  to  expand,  pushing  the  liquid  in  the  tube  towards  g. 
By  means  of  the  depression  in  this  tube  we  are  able  to  determine  the  heating 
effects  of  an  electrical  discharge  of  a  battery.  In  the  following  table  are  given 
the  results  of  a  series  of  experiments  made  by  Riess  : 
c  2 
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Number  of  Jars. 

1 

2 

3 

4 

5 

6 

Quantity  of 
Electricity,  Q. 

Depression  of  Liquid  in  Tube. 

2 

1*5 

r8 

3 

43 

40 

3'o    2-6 

2'0     2X) 

1*5    1-6 

4 

6-7 
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45    47 

3-2    3-5 

3*0    2-8 

2-6    2-3 

5 

9-3 

ii-o 

70    7*3 

5-2    5*5 

4*5    4-4 

3-8    37 

6 

134 

15-8 

97  IO-6 

7-3    7-9 
II -o  IO-8 

8-1    8-6 

5*5    53 

7 

''5  H-4 

TZ    7-3 

8 

17-5  188 

"^'i  '^'i 

113  "'3 

93    94 

9 

17 -8  17-8 

14*3  143 

117  II-9 

lo 

167  17-6 

143  147 

These  tables  show,  then,  that  the  heat  in  the  platinum  increases  with  the 
quantity  of  electricity,  and  is  proportional  to  the  square  of  the  quantity  of  elec- 


Fig.  62. — Brush  Discharge. 


Fig.  63.— Brush  Discharge. 


tricity.     If,  for  instance,  we  compare  the  figures  obtained  when  experimenting 
with  two  jars,  we  obtain  for  the  quantities  of  electricity  2  and  6  the  proportion : 


2' 

now,  4 


6« 
36 


1*5 

1-5 


13*4 


Hence  the  number  calculated  from  the  law  of  proportion  would  be  13*5,  and  the 
observed  number  was  13*4.     The  agreement  is  so  near  as  to  prove  the  law. 
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Luminous  Effects. — In  close  relation  to  the  heating  effects  are  the 
lummous  effects  caused  by  electrical  discharges.  If  the  potential  of  the  positive 
conductor  of  an  electrical  machine  becomes  such  as  to  cause  an  overflow  of 
electricity,  this  flowing  over  causes  the  phenomenon  of  light,  which  may  be  seen 
to  radiate  like  a  brush  when  a  point  is  placed  on  the  con- 
ductor. The  electrical  brush  represented  in  Fig.  62  is, 
however,  only  perceptible  in  the  dark.  If  very  powerful 
machines  are  used  it  assumes  the  appearance  shown  in 
Fig-  63.  These  phenomena  of 
light  undergo  an  alteration  when 
a  conducting  substance  is  brought 
near  the  conductor  of  the  machine 
(the  distance  must  be  so  great  as  ^ 
not  to  cause  discharge);  the  brush 
of  light  then  undergoes  the  modi- 
fication i^hown  in  Fig.  64.  AVhen 
a  poirerful  spark  has  to  overleap 
a  short  distance  only,  it  will  ap- 
pear uniformly  liiminous,  and 
pass  in  a  stmight  Hne.  The  same 
spark  can  be  made  to  overleap 
several  intervals  in  a  circuit,  pro- 
vided the  sutB  of  the  intervals  is 
tiot  greater  than  the  interval  the 
spaik  is  capable  of  passing.  On 
tijis  principle  the  spangled  tube, 
shown  in  Fig*  64,  has  been  con- 
stmcted.  A  glass  lube  has  a 
strip  of  tinfoil  wound  in  spiral 
fonrn  round  it ;  the  ends  of  the 
tinfoil  are  in  connection  with 
taetal  clamps,  one  of  which  is 
attached  to  the  source  of  elec- 

tricit},  and  the  other  to  a  wire  connected  with  the  earth, 
cat  through  at  frequent  intervals. 

If  the  distance  the  spark  has  to  pass  becomes  very  great,  uniform  luminosity 
and  motion  in  a  straight  Ime  cease.  Powerful  sparks  overleaping  a  great  distance 
have  the  appearance  shown  in  Fig.  66.  The  ramification  and  zigzag  motion  of 
the  spark  may  be  explained  in  the  following  manner :  The  discharge  always  takes 
place  along  the  line  of  least  resistance.  In  consequence  of  the  motion  of  the 
air  and  the  heating  effect,  the  air  in  front  of  the  spark  becomes  considerably  com- 
pressed, and  thereby  its  resistance  is  increased.  To  avoid  this  resistance,  it  moves 
in  a  new  direction  until  a  certain  density  is  again  encountered,  when  the  spark  is 
again  deflected,  and  so  on.    A  spark  passing  between  metals  has  been  analysed 


Fig.  64. 
Spark  Discharge. 


Fig.  65. 
The  Spangled  Tabe. 


The  tinfoil  spiral  is 
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spectroscopicaDy ;  and  it  has  been  found  that  the  coloiir  of  the  spaik  depends  on 
the  metals  and  the  gas  through  which  it  passes.  Propexly  speaking,  the  elec- 
trical spaik  is  a  consequence  oi  the  heating  effect  of  the  disdiaige,  which  renders 
particles  of  gas  and  metal  incandescent    That  partides  of  metal  are  really  torn 


Fig.  66.— The  Zigzag  Spark. 


F^.  67.— The  Electric  Egg. 


off  during  discharge  can  easily  be  proved  by  examining  the  metal  points  between 
which  the  discharge  takes  place ;  metal  particles  are  carried  away  from  one  and 
deposited  on  the  other.  Ifi  for  instance,  two  metals  be  taken,  copper  and  silver, 
and  the  spark  passes  from  the  silver  to  the  copper,  a  deposit  of  silver  is  found 
on  the  copper.  To  show  the  effect  of  sparks  in  different  gases  at  different  pres- 
sures the  electric  egg  is  used.  {See  Fig.  67.)  It  consists  of  a  glass  globe, 
shaped  as  represented  in  the  figure ;  the  brass  fittings  of  the  upper  end  have 
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an  air-tight  stuffing-box,  or  perforated  cork,  through  which  the  electrode  can  be 
moved.  The  brass  fittings  at  the  lower  end  carry  the  second  electrode,  which, 
as  a  rule,  is  fixed.  The  lower  portion  of  the  foot  is  accurately  ground,  so  as  to 
fit  tightly  on  the  plate  of  an  air-pump.  By  means  of  a  stop-cock  the  pressure 
can  be  regulated,  or  the  egg  closed  when  the  desired  degree  of  exhaustion  has 
been  attained. 

Let  us  take  an  actual  example  for  illustration.  Suppose  the  globe  to  be 
filled  with  dry  ordinary  air,  or  with  pure  nitrogen  gas,  the  electrodes  being 
arranged  at  such  a  distance  that  no  spark  will  pass ;  a  portion  of  the  air  is  now 
removed  by  means  of  the  air-pumps.  As  soon  as 
the  air  has  been  rarefied  to  a  certain  degree,  red 
lines  of  l^t  will  appear  at  the  positive  electrode ; 
a^  the  exhaustion  is  continued,  the  number  of 
Unes  of  light  increases,  and  the  glow  grows  in 
size  until  the  whole  globe  va  filled  with  one  mass 
of  red  light,  brightest  towards  the  positive  elec- 
trode and  dimimshing  in  luminosity  towards  the 
negative  electrode.  Frequently  layers  of  different 
intensity  appear,  as  shown  in  Fig.  67.  Different 
colours  are  obtained  with  cliflerent  gases. 

Mechanical  Effects.  —  To  the  simplest 
mechanical  effects  belong  the  electrical  wheel  or 
vindmill  already  referred  to,  the  motion  of  which 
is  due  to  the  force  of  repulsion  between  points 
and  particles  of  air.  T^Tien  we  place  the  electrical 
i»?heel  under  the  receiver  of  an  air-pump,  and 
ihen  charge  it  after  the  air  has  been  exhausted, 
we  find  that  it  rotates  far  more  slowly  than 
before.  The  phenomena  of  attraction  and  re- 
pulsion have  been  made  use  of  for  electrical  toys, 

as,  for  instance,  the  electrical  butterfly,  electrical  hammer,  etc,  etc,  the 
principle  of  which  will  be  understood  from  the  following  description  of 
one,  namely,  the  electrical  hail.  Several  cork  and  pith  balls  are  placed  on  a 
metal  plate  which  is  connected  with  the  earth.  A  bell-jar,  through  the  neck  of 
which  there  passes  a  brass  rod  terminated  by  balls,  covers  the  whole  (Fig.  68). 
The  inner  ball  becomes  electrified  when  the  outer  is  charged,  and  attracts  the 
cork  balls,  electrifies  them,  and  then  again  repels  them.  The  electrified  cork 
balls  fall  upon  the  metal  plate,  lose  their  electricity,  and  are  again  attracted  by 
the  brass  ball.  The  cork  balls  continue  to  jump  about  until  the  charge  in  the 
brass  ball  has  nearly  spent  itself. 

Fuchs  observed  that  when  water  drops  are  electrified  they  become  larger, 
and  the  relationship  between  the  size  of  the  rain-drops  and  the  electrical  con- 
dition of  the  atmosphere  deserves  the  attention  of  physicists. 

In  the  history   of  electricity  we  mentioned  an  experiment  that  served  to 


Fig.  68.— The  Electric  Hail. 
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support  Dufay  and  Symmer's*  theory :  we  mean  the  perforation  of  a  stout  piece 
of  paper  by  means  of  the  electrical  spark.  The  turning  up  of  the  edges  on 
both  sides  was  accounted  for  by  stating,  that  an  electrical  discharge  was  the 
result  of  two  currents  flowing  in  opposite  directions  to  each  other.  Riess, 
however,  holds  that  the  experiment  only  proves  that  the  mechanical  eflects  pro- 
duced by  the  current  spread  uniformly  in  all  directions,  and  the  fibres  of  the 
paper  give  way  in  that  direction  where  they  find  least  resistance.  If  the 
electrical  discharge  is  sufficiently  powerful,  it  will  perforate  glass  plates  of  con- 
siderable thickness.  The  apparatus  usually  used  for  this  purpose  is  shown  in 
Fig.  69,     In  the  centre  of  a  cylindrical  glass  vessel  is  a  metal  point  «,  which  is 

connected  with  the  binding  screw  k,  to 
which  a  wire  can  be  attached ;  exactly  op- 
posite to  a  is  the  point  b.  The  glass  plate 
s  s  to  be  perforated  is  placed  between  the 
two  points,  resting  on  the  top  of  the  cylin- 
der. Care  ought  to  be  taken  that  the  glass 
plate  is  dry  and  clean,  and  not  too  small. 

Electric  Dust  Figures. — Lichten- 
berg's  figures  are  another  illustration  of  the 
mechanical  effects  of  electrical  discharges. 
These  figures  are  obtained  in  the  following 
manner :  Over  a  smooth  cake  of  resin  is 
held  an  iron  point  connected  with  the 
inner  coating  of  a  Leyden  jar  or  the  prime 
conductor  of  an  electric  machine.  Through 
this  point  the  resin  cake  receives  its  charge. 
The  metal  point  is  withdrawn,  and  a  fine 
powder  is  dusted  through  a  piece  of  muslin 
over  the  cake.  The  dust  then  arranges  itself  in  distinct  figures.  The  mixture 
usually  taken  consists  of  vermilion  and  sulphur,  or  red  lead  and  lyco- 
podium  powder,  and  \&  shaken  out  from  a  muslin  bag.  The  particles  rub 
against  each  other  and  against  the  muslin  and  become  electrified,  the  sulphur 
negatively  and  the  vermilion  positively.  The  former  are  attracted  by  the 
positively  electrified  parts  of  the  resin  cake,  the  latter  by  the  negative.  The 
positively  electrified  places  will  appear  yellow,  and  the  negatively  electrified 
places  red.  But  the  difference  of  form  is  of  more  importance  than  this 
difference  of  colour.  Fig.  70  shows  the  characteristic  figure  for  a  positive 
charge;  Fig.  71  the  same  for  a  negative  charge.  If  the  resin  cake  has  a 
mixed  charge — that  is,  positive  and  negative — we  obtain  a  mixed  figure.  Fig. 
72  represents  such  a  figure.  We  observe  a  red  disc  in  the  centre,  corre- 
sponding to  the  negative  electrification,  surrounded  by  rays  of  yellow,  corre- 
sponding to  the  positive  electrification.  Such  a  figure  is  easiest  produced  by 
a  Ruhmkorff  coil.  The  investigation  of  Lichtenberg's  figures  has  been  con- 
tinued by  Bezold,  Reitlinger,  Riess,  and  Wachter.    Wachter  especially  made 


Fig.  69— The  Perforation  of  Glass. 
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experiments  under  many  conditions,  and  he  succeeded  in  obtaining  positive 
figures  which  had  the  appearance  of  negative  ones ;  this,  however,  only  happened 
when  the  point  through  which  the  charge  was  directed  was  made  of  a  non- 
conducting substance,  having  its  surfece  free  from  dust ;  but  he  never  obtained 
negative  figures  resembling  positive  ones.  From  these  experiments  Reithnger 
and  W&chter  concluded  that  for  the  production  of  positive  figures  the  carriers 
of  electricity  must  be  rigid  particles,  which  from  the  point  are  hurled  towards 
the  surface  on  which  they  slide,  and  to  which  they  give  up  their  electricity. 
When  a  spark  passes  between  metals,  Uttie  particles  of  this  metal  are  torn  off, 
as  has  been  already  mentioned.     Now  it  is  these  torn  ofif  particles  that  cause 


Fig.  7a — Positive  Dust-Figuie. 


Fig.  7i.~N^ative  Dost-Figuie. 


the  ramification  in  the  positive  figures,  for  if  a  non-conductor  be  used,  such 
as  a  piece  of  wood,  the  tearing  off  of  the  particles  does  not  take  place,  and  the 
figure  \s  simply  a  round  disc.  Electrification  of  the  resin  plate  in  this  case  is 
obtained  through  the  agency  of  particles  of  air,  which  electrify  the  plate 
uniformly  in  all  directions.  If,  however,  the  surface  of  the  bad  conductor  be 
covered  with  dust,  this  dust  will  be  hurled  away  by  a  positive  discharge, 
and  the  positive  figure  will  then  show  the  ramifications  in  spite  of  the  con- 
ducting substance  being  used.  Wherever  negative  electricity  is  imparted  to 
the  resin  surface,  traces  of  ^wr-shaped  distribution  are  left  behind;  whilst 
positive  electricity  produces  figures  which  may  appear,  according  to  circum- 
stances, in  radial  lines,  or  in  circular  discs  and  rings.  To  produce  a  negative 
figure  with  even  the  slightest  trace  of  lines  has  been  found  impossible. 

For  the  production  of  Lichtenberg's  figures  we  may  not  only  use  resin 
plates,  but  also  glass,  ebonite,  wax,  etc.  The  powder,  too,  may  be  changed  for 
others,  provided  one  of  the  ingredients  becomes  positively  electrified,  the  other 
negatively  electrified,  when  rubbed  against  the  muslin  bag. 
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Physiological  and  Chemical  Effects  of  Electrical   Discharges. 

— ^When  we  bring  a  finger  near  to  a  charged  conductor  we  feel  an  unpleasant 
sensation,  and  if  the  spark  is  powerful  serious  injuries  may  be  received.  The 
spark  of  a  battery  of  Leyden  jars  is  capable  of  killing  large  animals. 

When  the  discharge  of  a  battery  is  conducted  through  chemical  compounds, 
they  may  be  decomposed.  For  instance,  if  from  the  negative  and  positive 
conductors  of  an  electrical  machine  wires  are  dipped  into  a  solution  of  sulphate 
of  copper,  and  the  'machine  is  worked  for  some  time,  we  shall  find  on  the  wire 
of  the  negative  conductor  metallic  copper  deposited,  although  the  action  is  a 
very  slow  one.    The  peculiar  odour  in  the  air  about  an  acting  electric  machine 

is  also  due  to  the  chemical 
effects  of  electrical  discharges; 
the  atoms  of  oxygen  are  de- 
composed and  rearranged  in  a 
modification  known  under  the 
hame  of  ozone. 

Magnetic  Effects. — 
Magnetic  effects  of  electrical 
discharges  show  themselves  in 
two  different  ways.  A  mag- 
netic needle  firee  to  move  is 
influenced  when  brought  near 
a  circuit  through  which  dis- 
charges take  place.  When 
electrical  discharges  are  con- 
ducted through  a  wire  spiral,  in 
the  centre  of  which  there  is  a 
steel  needle,  this  needle  will 
become  a  permanent  magnet. 
The  Return  Shock. — Many  electrical  effects  of  discharges  are  to  be 
accounted  for  as  effects  of  induction.  The  return  shock  sometimes  felt  by 
persons  standing  near  a  conductor  which  is  being  discharged  is  of  this  nature, 
and  may  be  explained  in  this  manner.  Two  conductors  are  placed  near  to  the 
points  between  which  the  discharge  is  to  take  place ;  the  one  farthest  from  the 
circuit  being  connected  with  the  earth.  Before  the  neutralisation  of  the  two 
electricities  in  the  circuit,  the  two  conductors  will  be  influenced  by  them. 
The  positive  and  negative  induced  electricities  remain  separated  firom  each 
other  until  discharge  in  the  circuit  has  taken  place ;  after  that  the  separating 
force  loses  its  power,  and  the  two  electricities  unite  again ;  the  two  conductors 
have  another  discharge,  which  is  called  the  retiun  shock,  and  which  is  most 
noticeable  in  that  connected  with  the  earth.  This  return  shock  is  also  the  cause 
of  the  motion  in  a  firog's  leg  when  near  an  electrical  machine  from  which 
sparks  pass.  Persons  standing  close  to  a  circuit  through  which  powerful  dis- 
charges are  passed  may  feel  a  shock,  although  in  no  way  connected  with  the 


Fig.  72.— Mixed  Dust-Figure. 
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drcuit  Here,  too,  the  two  electricities  in  the  human  body  are  separated  by 
the  induction  of  the  charged  conductor  near  it,  one  kind  being  attracted,  the 
other  driven  to  earth ;  the  uniting  of  these  again  after  discharge  constituting 
the  return  or  after  shock. 

Atmospheric  Electricity. — ^The  upper,  layers  of  air  are  more  or  less 
electrified,  so  as  to  have  a  potential  differing  from  that  of  the  earth,  but  how 
their  electrical  condition  has  been  produced  is  not  at  present  known.  Con- 
densation of  water-vapour  is  supposed  to  produce  electricity ;  chiefly,  perhaps, 
because  greater  differences  of  electrical  condition  at  different  elevations  are  to 
be  found  under  a  douded  sky  than  with  a  clear  sky,  and  it  is  always  clouded 
when  it  lightens.  Lamont  considers  the  atmospheric  electricity  to  be  a  con- 
sequence of  the  earth's  electricity.  Close  to  the  earth  the  air  has  littie  or  no 
electricity ;  the  farther  from  the  earth  the  greater  the  amount  of  electricity  in  the 
air. 

Difference  of  Potential  in  the  Air. — Employing  the  terms  We  have 
now  adopted  to  indicate  a  difference  of  electrical  condition,  we  should  say 
that  many  experiments  prove  that  there  is  a  difference  of  potential  between  the 
earth  and  points  in  the  air  above.  In  fine  weather  the  potential  is  higher  the 
higher  we  go,  increasing  usually  at  the  rate  of  twenty  to  forty  volts  for  each 
foot  It  changes,  however,  very  rapidly  in  broken,  windy,  and  rainy  weather, 
and  is  even  at  times  reversed,  becoming  for  a  time  negative  as  regards  the 
earth.  The  plans  adopted  to  test  the  potential  at  any  point  usually  consist  in 
placing  an  insulated  conductor  at  that  point,  and  allowing  for  the  discharge 
of  free  electricity  firom  it,  its  electrical  condition  being  afterwards  tested  by  an 
dectroscope  or  electrometer.  This  discharge  takes  place  when  material  particles 
•re  made  to  leave  the  conductor.  Volta  used  a  small  flame  at  the  end  of  an 
exploring  rod.  Sir  William  Thomson  used  an  insulated  water-can,  from  which 
vater  was  allowed  to  drip,  or  an  exploring  rod  with  smouldering  touch-paper 
at  the  end.  He  has  also  employed  with  success  a  portable  electrometer,  on 
the  same  general  principle  as  the  quadrant  or  divided  ring  electrometer. 
Peltier  used  an  insulated  pith-ball  electrometer  with  a  metal  dome,  and  means 
of  connecting  it  for  an  instant  with  the  earth. 

Lightning. — Lightning  is  the  equalisation  of  potential  in  the  clouds,  where 
the  electrical  spark  appears  as  lightning  and  the  sound  it  produces  as  thunder. 
Li^tning  chooses  the  best  conductor  for  its  passage.  There  are  three  forms  of 
lightning:  fork  lightning,  sheet  lightning,  ball  lightning.  Sheet  lightning  may 
be  r^arded  as  brush-like  discharges  from  cloud  to  cloud ;  it  is  not  necessary  that 
one  of  the  clouds  should  have  positive  and  the  other  negative  electricity.  As 
we  can  draw  sparks  from  an  electrified  body  by  bringing  near  it  an  unelectrified 
body,  so  an  electrified  cloud  can  lose  its  electricity  to  a  non-electrified  cloud. 
Fork  lightning  may  be  compared  to  the  spark  with  ramifications  :  and  the  same 
explanation  may  be  given  of  it.  The  quantity  of  electricity  in  a  cloud  depends 
on  its  capacity  and  potential ;  if  the  capacity  diminishes  while  the  quantity 
remains  the  same,  the  potential  rises.    The  difference  of  potential  between  two 
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masses  of  cloud,  or  between  one  mass  of  cloud  and  the  earth,  may  become  so 
great  by  the  coalescing  of  drops  and  consequent  reduction  of  capacity,  that  the 
intervening  air  gives  way  under  the  strain,  and  a  flash  of  lightning  is  the  result 
When  lightning  is  directed  towards  our  earth,  it  strikes  the  highest  points 
first,  such  as  towers,  trees,  etc.,  and  then  takes  that  path  to  earth  which  offers 
least  resistance  to  its  passage.  If  lightning  has  to  pass  through  dry  sand,  it  fuses 
it,  and  produces  what  is  known  as  "fulgurite."    Ball  lightning,  a  phenomenon 


Fig.  73.^The  Aurora  Borealis. 

not  very  frequently  met  with,  consists  of  balls  of  fire  visible  for  about  ten 
seconds,  and  then  bursting  with  a  loud  explosion.  Lightning  without  thunder 
may  be  the  reflection  of  a  far  distant  thunderstorm,  or  the  quiet  flowing  out  of 
electricity  from  the  douds.  The  St.  Elmo's  fire  shows  itself  in  brush-like  little 
flames,  appearing  on  the  sharp  edges  or  points  of  different  bodies  when  the  air 
is  rich  in  electricity.  Often  a  peculiar  noise  which  is  characteristic  of  the 
flow  of  electricity  from  points,  is  heard  when  the  brushes  are  seen.  Lightning 
often  covers  a  distance  of  more  than  i,ooo  metres ;  owing  to  the  rapidity  with 
which  lightning  travels  through  the  air  we  see  the  whole  distance  illuminated. 
The  time  which  elapses  between  the  flash  of  lightning  and  the  accompanying 
thunder  serves  often  to  approximately  determine  the  distance  of  a  thunder- 
storm.    Light  from  such  a  distance  reaches  us  almost  immediately;  sound 
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travels  333  metres  per  second.  The  thunderstorm,  therefore,  will  be  at  a 
distance  of  333  metres  (370  yards)  x  by  the  number  of  seconds  that  have 
elapsed  between  the  flash  and  the  report. 

The  Aurora  Borealis. — This  phenomenon  is  seen  in  the  polar  regions 
every  night,  in  some  latitudes  seldom,  and  in  the  regions  of  the  equator  never. 
In  the  intermediate  latitudes  hardly  more  than  a  reddening  of  the  evening 
sky  is  seen ;  but  in  the  polar  regions  it  is  one  of  the  most  brilliant  phenomena. 
Although  the  nature  of  the  aurora  borealis  as  yet  is  little  understood,  it  seems 
dear  that  magnetic  storms,  or  disturbances  of  the  earth's  magnetism,  are  due 
to  the  same  cause,  as  they  always  occur  together.  There  are  many  points 
of  similaiity  between  a  discharge  of  electricity  through  tubes  of  rarefied  air 
and  the  auroral  phenomenon.  Franklin  explained  the  aurora  as  an  electric 
discharge  in  the  rarefied  atmosphere  of  the  upper  regions,  between  the  cold 
air  of  the  polar  regions  and  the  warmer  air  from  the  tropics.  The  rarefied 
air  is  nearer  the  earth  at  the  poles  than  the  equator,  in  consequence  of  the 
earth's  centrifugal  motion,  and  the  earth  being  negatively  electrified,  negative 
dectridty  will  flow  from  this  point,  directed  against  the  positively  electrified 
upper  layers  of  rarefied  air. 

THE  GALVANIC  CURRENT 

Generation  of  Electricity  by  contact  between  Metals  or  between 
Metals  and  Fluids. — Let  us  refer  again  to  the  flow  of  electricity  in  the  dis- 
charge of  a  Leyden  jar,  connected  with  a  unit  jar  in  the  following  manner.  A 
wire  leads  from  the  outer  coating  of  Lane's  unit  jar  to  a  brass  ball,  which  stands 
at  a  convenient  sparking  distance  from  the  second  brass  ball  connected  with  the 
inner  coating.  A  neutralisation  of  the  two  electricities  wiHthen  take  place.  To 
produce  the  neutralisation  spark,  electricity  firom  the  innfer  coating  had  to  flow 
to  one  ball,  while  opposite  electricity  from  the  outer  coatlig  had  to  reach  the 
second  ball.  The  two  electricities  then  move  in  opposite  Erections,  as  has  been 
mentioned ;  motion  of  electricities  in  the  circuit  is  not  at  an  end  as  soon  as  the 
electricities  have  arrived  at  the  points  of  disconnection,  but  electricity  of  the 
outer  coating  moves  on  until  it  reaches  the  inner  coating,  and  vice  versa,  as  was 
shown  in  the  explanation  of  oscillating  discharges  (page  77).  We  have  had, 
further,  tmder  examination  the  chemical,  mechanical,  and  physiological  effects 
produced  by  electrical  discharges,  and  we  have  seen  that  to  produce  these  effects 
electricity  had  to  be  in  motion,  and  to  flow  through  wires.  We  have  now  to 
trace  the  same  effects  when  two  dissimilar  metals  are  placed  in  an  acid  liquid, 
and  are  connected  by  a  wire.  Such  an  arrangement  is  called  a  galvanic 
element  (Fig.  74).  The  simplest  form  of  a  galvanic  element  consists  of  a 
plate  of  zinc  and  a  plate  of  copper  immersed  in  diluted  sulphuric  acid.  The 
element  is  said  to  be  dosed  when  the  connecting  wires  touch  each  other, 
open  when  the  wires  do  not  touch  each  other.  When  the  circuit  is  closed  we 
say  a  current  flows  through  it,  meaning  thereby  that  the  following  effects  may 
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be  observed:  (i)  If  the  wire  be  stretched  over  a  magnetic  needle,  the 
needle  will  be  deflected ;  (2)  if  the  wire  be  broken  and  the  two  ends  be  placed 
upon  moist  paper  which  has  a  solution  of  potassium  iodide  and  starch,  the 
paper  will  become  blue,  owing  to  the  separation  of  iodine ;  moreover,  the  two 
ends  placed  upon  the  tongue  will  produce  a  peculiar  taste ;  (3)  a  thin  wire  in- 
serted will  become  slightly  hot.  The  current  here  also,  therefore,  may  be  made 
to  produce  all  the  magnetic,  chemical,  and  physiological  effects  we  have  described 
in  connection  with  the  flow  or  discharge  of  electricity.  If  we  examine  the 
electrical  nature  of  the  two  metals  more  closely  (when  they  are  partly  immersed, 
but  not  connected  by  an  outside  wire)  we  find  that  the  zinc  end  not  immersed  is 
negatively  electrified,  and  the  dry  copper  end  positively  electrified.  Hence, 
when  the  circuit  is  completed,  from  the  zinc  end  nega- 
tive electricity  flows  to  the  copper,  and  from  the  free 
copper  end  positive  electricity  flows  to  the  zinc.  From 
these  facts  we  conclude  that  electricity  must  be  in 
motion  not  only  through  the  connecting  wire,  but  also 
between  the  immersed  ends  of  the  metals  in  the  liquid. 
Before  the  zinc  and  copper  plates  were  immersed,  both 
electricities  were  equally  distributed  over  them;  as 
soon  as  ihey  are  immersed  in  the  liquid  the  equilibrium 
is  disturbed,  and  the  two  electricities  which  previously 
neutralised  one  another  on  both  plates  become  sepa- 
rated from  each  other,  negative  electricity  collecting 
at  the  free  end  of  the  zinc,  positive  at  the  free  end  of 
the  copper.  Hence,  when  the  plates  are  joined  by  a 
wire  it  follows  that  positive  electricity  flows  from  the 
immersed  zinc  end  through  the  fluid  to  the  copper  in 
the  fluid.  Positive  electricity  flows,  then,  in  the  cell 
from  zinc  to  copper,  out  of  it  from  copper  to  zinc.  Before 
the  partially  immersed  plates  are  connected  by  a  wire,  on  being  tested  by  an 
electrometer  they  are  found  to  have  a  difference  of  potential,  the  free  end 
of  the  copper  having  a  higher  potential  than  the  free  end  of  the  zinc.  Hence 
we  speak  of  the  current  that  is  set  up  when  the  connection  is  made  as 
having  a  direction  in  the  connecting  wire  from  the  copper  to  the  zinc.  The 
strength  of  the  current  may  be  estimated  by  means  of  any  one  of  the  effects 
already  described. 

An  instrument  for  measuring  the  strength  of  the  current  by  means  of  its 
action  on  a  magnetic  needle  is  called  a  galvanometer. 

An  instrument  for  measuring  the  strength  of  the  current  by  means  of  the 
chemical  action  it  sets  up  is  called  a  voltameter. 

An  instrument  for  measuring  the  difference  of  potential  between  any  two 
parts  of  the  circuit  is,  as  we  have  already  seen,  an  electrometer. 

Instruments  on  the  same  principle  as  a  galvanometer,  but  intended  simply 
to  indicate  the  direction  of  the  current   without  measuring  its  strength,  are 


Fig-  74.— The  Galvanic 
Element. 
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sometimes  called  galvanoscopesy  just  as  the  instruments  for  revealing  the  nature  of 
a  statical  charge  without  measuring  it  are  called  electroscopes. 

Theories  regarding  the  Generation  of  Electricity. — ^When  we  ask 
for  the  cause  of  these  phenomena,  we  find  that  two  explanations  or  theories  have 
prevailed.  According  to  the  one  longest  maintained,  the  generation  of  electricity 
is  to  be  explained  by  the  mere  contact  of  bodies  with  each  other ;  according 
to  the  other,  chemical  processes  are  the  cause  of  the  electrical  current  The 
former  is  called  the  contact  theory,  the  latter  the  chemical  theory. 

The  Contact  Theory. — The  contact  theory  was  established  by  Volta's 
fundamental  experiment,  and  led  to  the  scientific  war  that  raged  towards  the 
latter  end  of  the  eighteenth  century  between  Volta  and  Galvani  and  their  followers. 
Galvani  attributed  the  motions  of  the  frog's  leg  to  animal  electricity ;  Volta, 
on  the  contrary,  to  metallic  electricity ;  that  is,  to  electricity  generated  by  contact 
of  two  metals.  According  to  this  idea,  the  frog's  leg  is  but  a  sensitive  electro- 
scope. Volta's  so-called  fundamental  experiment  may  be  made  in  the  following 
manner :  Two  metal  discs,  one  of  copper,  the  other  of  zinc,  perfectly  smooth  on 
their  surfaces,  are  insulated  by  means  of  glass  handles.  The  copper  and  the 
zinc  are  placed  in  contact,  and  then  separated  by  means  of  the  handles.  It  is 
dien  found  that  the  two  plates  possess  opposite  electricity ;  when  tested,  the 
anc  appears  positively  electrified,  the  copper  negatively.  The  copper  be- 
comes n^atively  electrified  when  touched  with  a  tin  or  iron  plate,  but  be- 
comes positively  electrified  when  touched  with  silver  or  platinum.  It  has  been 
found  that  whatever  metals  are  brought  into  contact  with  each  other,  they  show, 
when  separated,  opposite  electrification ;  during  the  contact,  then,  a  force  must 
cause  the  neutral  electricities  in  the  two  metals  to  separate,  one  passing  over  to 
one  metal  and  the  otli|r  to  the  other  metal.  The  force  which  causes  this  motion 
or  current  \s  called  electromotive  force ;  the  metals  themselves  being  termed 
electromotors.  The  cause  of  the  electromotive  force,  Helmholtz  thinks,  is  to  be 
sought  in  the  difference  of  the  force  of  attraction  each  metal  possesses  for 
electricity.  The  matter  of  the  metal  attracts  the  two  electricities,  and  this 
attraction  differs  in  strength  according  to  the  kind  of  electricity.  Electro- 
mothre  force  acts  in  the  same  manner  as  molecular  forces  act,  that  is,  at  im- 
measurable small  distances,  whilst  the  electricities  influence  each  other  from 
finite  distances.  The  following  example  will  show  how  the  two  electricities  may 
be  separated  from  each  other  by  the  differing  force  of  attraction  of  different 
metals.  Let  us  assume  that  negative  electricity  is  attracted  more  strongly  by  the 
copper,  the  positive  electricity  more  strongly  by  the  zinc.  As  long  as  the  two 
plates  do  not  touch  each  other  the  force  of  attraction  is  not  called  upon  to  act, 
as  the  two  electricities  are  equally  distributed  over  the  plates.  As  soon  as  the 
metals  touch  each  other,  however,  on  account  of  the  different  force  of  attraction 
of  the  two  metals  the  equilibrium  between  the  electricities  will  be  disturbed. 
As  the  forces  of  attraction  are  only  capable  of  influencing  the  electricity 
at  very  short  distances,  the  electrical  equilibrium  will  only  be  disturbed  where 
the  copper  and  zinc  actuaUy  touch.    At  the  place  of  contact  two  different  forces 
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are  called  into  action,  viz.,  the  force  of  attraction  between  the  two  opposite 
electricities,  and  the  different  forces  of  attraction  of  the  two  metals ;  and 
electrical  equilibrium  is  only  possible  when  the  resultants  of  these  two  forces 
are  equal  to  each  other. 

I^t  us  first  consider  what  takes  place  on  the  2anc  plate.  Equal  quantities  of 
positive  and  negative  electricity  are  equally  distributed  over  it ;  in  other  words, 
the  plate  is  unelectrified.  Now  we  allow  the  copper  to  touch  the  zinc  plate. 
The  negative  electricity,  as  before,  is  attracted  by  the  positive  electricity; 
and  it  is  also  attracted  by  the  zinc  and  copper  plates,  but  less  strongly  by  the 
former  than  by  the  latter.     It  follows  that  negative  electricity  must  flow  from 


Fig.  75.— Different  Potential  in  two  Metals. 

the  zinc  plate  to  the  copper  plate  if  equilibrium  is  to  be  restored.  Again,  the 
two  electricities  of  the  copper  plate  were  also  in  equilibrium  before  contact 
After  contact,  in  consequence  of  the  stronger  force  of  attraction  of  the  zinc  plate 
for  positive  electricity,  a  portion  of  it  must  flow  over  to  the  zinc  plate  ;  therefore 
the  result  of  the  contact  of  the  two  metals  is  a  flowing  over  of  positive  elec- 
tricity from  the  copper  to  the  zinc,  and  a  flowing  over  of  negative  electricity 
from  zinc  to  copper.  Here,  then,  is  a  galvanic  current  of  short  duration,  which 
ceases  as  soon  as  equilibrium  between  the  forces  is  restored.  When  the  two 
plates  are  separated,  it  is  evident  that  the  copper  plate  will  have  a  positive  and 
the  zinc  plate  a  negative  electrical  charge.  In  o^er  words,  the  plates  have  a 
difference  of  potential.  To  prove  that  it  really  is  so.  Sir  W.  Thomson  has 
devised  the  following  experiment  with  an  apparatus  on  the  principle  of  his 
electrometer  (Fig.  75).  The  aluminium  strip  tf,  which  we  will  call  the  needle, 
is  suspended  from  a  flexible  wire  in  connection  with  a  Leyden  jar  k.  Under 
the  needle  two  plates  (one  of  copper,  the  other  of  zinc)  are  arranged  hori- 
zontally so  that  there  is  a  small  distance  between  the  two,  this  space  being 
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parallel  with  the  needle  when  in  its  normal  positi9n.  When  the  jar  is  highly 
diaiged  the  needle  will  have  a  high  potential,  and  influence  the  two  plates. 
For  instance,  if  a  is  positively  electrified,  the  induced  negative  electricity  will 
come  to  the  surface  of  the  two  plates.  On  account  of  the  symmetrical 
position  which  a  has  relatively  to  the  two  plates,  they  will  have  the  same 
potential,  and  attract  a  equally,  consequently  a  will  remain  exactly  itiidway 
between  the  plates.  If  now  we  connect  the  copper  plate  with  the  zinc  plate 
by  means  of  a  wire  d,  the  different  forces  of  attraction  of  the  two  metals  will 
come  into  action.  As  we  have  explained,  negative  electricity  flows  from  the 
zinc  plate  to  the  copper  plate,  and  positive  electricity  flows  from  the  copper 
plate  through  the  wire  b  to  the  zinc  plate.  The  result  obtained  by  connecting 
the  two  plates  wall  therefore  be  that  the  copper  plat*  becomes  more  strongly 
electrified  negatively,  and  more  weakly  positively,  tnan  the  zinc  plate.  The 
rinc  will  have  the  more  -f  electricity,  the  copper  the  more  -  electricity,  and 
the  difference  will  influence  the  position  of  a.  The  aluminium  needle,  being 
positively  electrified,  will  be  attracted  most  by  the  copper  and  repelled  most  by 
the  zinc  plate.  The  needle,  therefore,  leaves  its  position,  and  moves  towards 
the  copper  plate. 

It  may  be  useful  to  point  out,  that  although  in  the  contact  series  the  coppci 
is  negative  in  relation  to  the  zinc,  and  the  zinc  positive  in  relation  to  the  copper, 
yet  in  the  galvanic  cell  represented  in  Fig  74,  we  call  the  copper  the  positive 
plate  and  the  zinc  the  negative  plate.  The  reason  for  this  will  be  seen  by 
breaking  the  copper  wire  joining  the  two  plates.  The  origin  of  the  difference  of 
potential  will  be  at  the  junction  of  the  piece  of  wire  left  in  the  zinc.  This  wire 
will  have  negative  electricity,  while  the  zinc,  the  copper,  and  the  copper  wire  on 
the  right  will  have  positive.  Hence,  positive  electricity,  according  to  the  contact 
theory,  will  flow  from  the  zinc  through  the  liquid  to  the  copper,  and  from  the 
copper  through  the  wire  to  the  zinc. 

The  Chemical  Theory. — A  short  time  after  Volta's  experiments  had 
become  known,  another  explanation  of  the  i)roduction  of  galvanic  electricity 
was  brought  forward.  According  to  this  mode  of  explanation,  galvanic  electricity 
can  only  be  produced  by  chemical  action.  Both  the  chemical  and  contact 
theory  found  disciples,  and  even  at  the  present  time  both  are  maintained. 
Advocates  of  the  contact  theory  were  Volta,  Tdclet,  Gassiot,  Thomson,  Hankel, 
Kohhausch,  and  others,  whilst  Faraday  and  De  la  Rive  maintained  the 
chemical  theory. 

When  a  piece  of  zinc  and  a  piece  of  copper  are  immersed  in  diluted  sul- 
phuric acid,  we  soon  observe  gas  bubbles  rising  out  of  the  liquid  at  the  copper 
plate;  and  further,  the  zinc  loses  in  weight.  The  liquid  itself  no  longer 
consists  of  diluted  sulphuric  acid  alone,  but  contains  zinc  sulphate.  The 
chemical  energy  of  the  zinc  and  sulphuric  acid  is  lost.  They  cannot  be  again 
separated,  unless  energy  be  expended  for  the  purpose;  hence,  their  potential 
eneigy  of  separation  has  disappeared.  But  as  we  can  neither  destroy  nor  create 
energy,  this  chemical  energy  must  appear  in  some  other  foruL     Here  it  appears 
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m  part  in  the  form  of  heat,  for  the  liquid  during  the  formation  of  sulphate  of 
zinc  becomes  warm.  If  the  electrical  properties  of  the  metal  and  the  liquid 
be  examined,  we  find  them  oppositely  electrified.  This  condition,  too,  is  to 
be  set  down  as  one  of  the  consequences  of  the  change  of  the  chemical  energy. 
This  explanation  of  the  generation  of  the  galvanic  current  in  no  way  contradicts 
the  law  of  the  conservation  of  energy,  and  this  is  what  the  followers  of  the 
chemical  theory  object  to  in  the  contact  theory.  They  say,  by  the  mere 
contact  of  two  metals  no  work  is  done.  The  energy  of  the  electrical  current, 
would  be  generated  out  of  nothing,  which  is  impossible.  Whenever  a  galvanic 
current  is  generated  by  iipmersing  different  metals  in  a  fluid,  we  cannot  help 
noticing  such  chemical  processes,  which  seem  to  favour  the  chemical  theory. 
But  how  are  we  to  make  Volta's  fundamental  experiment  agree  with  the 
chemical  theory?  We  must  not  overlook  the  facts  that  the  most  sensitive 
apparatus  has  to  be  employed  if  the  experiment  is  at  all  to  succeed ;  that  at  the 
surface  of  every  body  gases  condense,  and  that  this  layer  or  coating  of  gas  is 
exceedingly  difficult  to  remove.  It  has  been  remarked  that  the  difference  of 
potentials  between  a  metal  and  the  air  that  surrounds  it  is  proportional  to  the 
tendency  of  the  metal  to  become  oxidised  by  the  air.  The  followers  of  the 
chemical  theory,  therefore,  say,  Volta's  fundamental  experiment  has  nothing  to 
do  with  two  metals  in  contact,  but  two  metals  separated  from  each  other  by 
a  layer  of  moisture  or  of  gas.  This  layer,  although  only  very  thin,  is  sufficient 
to  start  a  chemical  action,  and  the  thinness  of  it  accounts  for  the  scanty  amount 
of  electricity  generated  by  this  experiment.  The  theory  that  chemical  action  is 
the  cause  of  the  generation  of  electricity  seems  to  find  the  more  confirmation 
when  we  take  into  consideration  that  greater  quantities  of  electricity  are 
generated  by  contact  of  metals  with  fluids.* 

It  is  possible  that  up  to  a  certain  point  both  parties  are  in  the  right.  The 
process  may  take  place  in  such  a  manner  that  whenever  the  metals  are  brought 
to  touch  each  other  their  electrical  potentials  are  changed;  that  is  to  say,  a 
distinct  statical  condition  is  produced,  whereby  no  kind  of  motion  is  required, 
and  the  work  necessary  to  bring  the  two  bodies  into  contact  with  each  other  is 
sufficient  to  produce  this  statical  condition.  This  explanation  would  not  stand 
in  opposition  to  the  law  of  conservation  of  energy.  The  difference  of 
electrical  potential  in  the  bodies  becomes  then  the  cause  of  a  chemical  process 
which  is  continuous.  In  this  manner  a  lasting  galvanic  current  may  be  produced. 
Cause  and  effect  now  strengthen  each  other,  just  as  during  combustion  tempera- 
ture is  increased  by  oxidation,  and  the  high  temperature  facilitates  oxidation. 

*  The  chemical  explanation  of  Volta's  fundamental  experiment  found  a  wann  advocate  in  Franz 
Exner,  in  Vienna.  Numerous  experiments  led  him  to  believe  that  the  generation  of  electricity 
by  contact  of  two  metals  is  due  to  the  surface  oxidation  of  the  metals.  During  this  chemical 
process  the  metal  l>ecomes  negatively,  the  oxide  layer  positively,  charged,  and  the  latter,  being  an 
insulator,  retains  its  electricity.  If  now  the  oxidised  plate  is  touched  with  a  clean  metallic  plate, 
the  positive  electricity  of  the  oxide  layer  induces  electricity  on  the  clean  metal  plate.  Volta's 
fundamental  experiment,  according  to  this  explanation,  would  have  to  be  considered  an  indtiction 
phenomenon. 
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Motion  of  electricity  (that  is,  the  galvanic  current)  is  due,  then,  to  a  chemical 
process,  but  the  original  generation  of  the  difference  of  electrical  potential 
initiative  of  the  chemical  process  is  due  to  the  contact  of  metals. 

Volta's  Contact  Law. — ^When  metals  differing  from  each  other  are 
brought  into  contact,  we  obtain  different  results  both  as  to  the  kind  of  electricity 
generated,  as  well  as  the  difference  of  potentials.  Volta  found  that  iron,  when 
in  contact  with  zinc,  becomes  negatively  electrified ;  the  same  takes  place,  but 
somewhat  weaker,  when  iron  is  touched  with  lead  or  tin.  When,  however,  iron 
is  touched  by  copper  or  silver,  it  becomes  p9sitively  electrified.  Volta,  Seebeck, 
Pfaff,  and  others,  have  investigated  the  behaviour  of  many  metals  and  alloys 
when  in  contact  with  each  other.  The  following  lists  are  so  arranged  that 
those  metals  first  on  the  list  become  positively  electrified  when  touched  by  any 
taking  rank  after  them  : 


According  to   Volta, 
i-  Zinc 
lead 
tin 
iron 
copper 
silver 
gold 
graphite 
manganese  ore. 


According  to  Pfaff  (1837X 
+  zinc 
cadmium 
tin 
lead 

tungsten 
iron 
bismuth 
antimony 
copper 
silver 
gold 
uranium 
tellurium 
platinum 
palladium. 

Volta  laid  down  the  following  law  regarding  the  position  of  the  metals  in  his 
table.  The  electrical  difference  of  two  metals  in  the  table  is  equal  to  the 
sum  of  electrical  differences  of  all  intermediate  ones.  When  Volta  measured 
the  different  electrical  differences  between  the  respective  metals,  he  found  ; 

Differenet  Vaiitt. 

Between  zinc    and  lead        5 

I 

3 

2 

I 

12  (=5+1+3+2+1) 

9  (=5+1+3) 

6  (=1+3+2) 

The  difference  value  between  zinc  and  silver  is  equal  to  the  sum  of  the  differ- 
ence values  between  zinc  and  lead,  lead  and  tin,  tin  and  iron,  iron  and  copper, 
copper  and  silver.    The  correctness  of  this  law  lias  been  confirmed  by  Kohl- 
H  2  ' 


lead      „ 

tin 

tin        „ 

iron 

iron      „ 
copper,, 
zinc      „ 

copper 

silver 

silver 

zinc      „ 
lead     „ 

iron 
copper 
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rausch  with  the  help  of  his  condenser.  Kohlrausch  took  the  difference  of 
potential  produced  by  contact  between  copper  and  zinc  to  be  loo,  and  obtained 
for  the  rest  of  the  metals  the  following  values  : 

A  dtttrtmned  exptrimsniaUy.  B  tkiortticaUf^ 

Between  zinc  and  copper        loo 

zinc    „  gold 112*7 

zinc    „   silver  105*6 

zinc    „   iron 747 

iron   ,,  copper         31*9 25*3 

iron    „   platinum      32*3 32*3 

iron    „   gold 397 38 

iron   „  silver  29*8 '30*9 

The  values  given  as  theoretical  are  based  on  the  contact  law.  This  law 
has  been  further  investigated  experimentally  by  others,  as,  for  instance,  Hankel, 
and  proved  to  be  correct;  it  has,  however,  been  found  that  the  nature  of 
the  surface  of  the  metals  in  contact  influences  the  results  obtained.  This 
may  be  the  reason  why  the  lists  of  some  experimenters  do  not  agree  with 
those  of  others.  Volta"s  law  may  be  stated  as  follows :  The  difference  of 
potential  between  any  two  metals  is  equal  to  the  sum  of  the  differences  of  potentials 
of  all  the  intermediate  members  of  the  series  ;  consequently,  it  is  immaterial  for  the 
total  effect  whether  the  first  and  the  last  are  brought  into  contact  directly, 
or  whether  the  contact  is  brought  about  by  means  of  all  or  any  of  the  inter- 
mediate metals.  We  can  easily  see  this  from  the  values  which  Volta  obtained. 
If,  for  instance,  we  bring  silver  and  zinc  to  touch  each  other,  we  obtain  the 
difference  value  1 2  ;  if  now  we  place  upon  the  zinc  plate  a  lead  plate,  then  tin, 
iron,  copper,  and  finally  the  silver  plate,  we  obtain  for  difference  values  5,  i,  3,  2, 
the  sum  of  which  is  12.  Volta's  law  further  proves  that  when  any  number  of 
metals  are  brought  into  contact  with  each  other,  but  so  that  the  chain  closes 
with  the  metal  with  which  it  was  begun,  the  total  difference  must  be  nought 
We  obtain  for  zinc,  lead,  tin,  iron,  and  finally  for  zinc  the  following  values : 

For  zinc  and  lead  -f-  5 
„   lead  and  tin  +  i 
,,    tin  and  iron     -f  3 
„   iron  and  zinc   -  9. 

The  sum  for  the  values  of  the  three  first  contacts  is  equal  to+  9,  the  last  value 
is  -  9*     Hence  the  whole  sum  is  nought. 

Experiments  have  further  proved  that  the  time  of  contact  does  not  influence 
the  difference  value,  which  is  easily  explained,  since  by  the  contact  only  a 
statical  condition  is  effected.  The  action  is  similar  to  the  induction  between 
conductors,  which  takes  place  instantaneously,  and  does  not  change,  no  matter 
how  long  the  influenced  and  the  influencing  body  are  left  together.     The 

*  The  signs  +  or  -  depend,  of  course,  upon  the  order  of  the  metals  in  contact 
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difference  values  are  not  changed  when  the  points  of  contact  between  the  two 
plates  are  changed ;  therefore  it  is  not  at  all  necessary  that  the  plates  should 
actually  touch  each  other ;  it  is  sufficient  to  connect  them  with  each  other  by 
means  of  a  conducting  wire. 

Numerous  experiments  have  shown  that  all  metals  become  negatively  elec- 
trified when  in  contact  with  alkaline  liquids ;  but  in  contact  with  acids  different 
metals  behave  differently.  Gold,  platinum,  and  silver  become  positively  electrified 
when  immersed  in  either  H2SO4,  HNO3,  ^^  ^Cl.  Zinc,  however,  when  im- 
mersed in  these  acids,  becomes  negatively  electrified.  As  we  cannot  range  metals 
and  liquids  in  one  list,  owing  to  their  different  behaviour  with  different  acids, 
we  arrange  them  therefore  in  two  classes,  viz.,  first-class  conductors  and  second- 
class  conductors.  Conductors  of  the  first  class  are  all  those  bodies  which  can 
be  classified  among  the  lists  already  given.  Conductors  of  the  second  class  are 
all  those  bodies  that,  although  capable  of  conducting  electricity,  cannot  be 
ranged  in  the  lists  given.  The  following  table  shows  the  values  P^let  ob- 
tained when  bringing  metals  into  contact  with  liquids  : 


H2SO4  diluted. 

HNO,  diluted. 

Potash. 

Potassium  Sulphate. 

Zmc        

-  27 

-  26 

-  30 

-30 

Lead       

-  14 

—  13 

-  24 

-   17 

Iron        

-  13 

~    8 

-   19 

-   17 

Copper 

-     2 

not 

-   II 

—  22 

Pbtinum 

+    6 

+    4 

-    5 

-  17 

This  table  shows  that  the  metals  highest  in  the  list  become  electrified  strongest, 
and  negatively.  The  following  values  are  obtained  when  metals  were  brought 
into  contact  with  water,  by  Gerland,  taking  for  copper  with  zinc,  100  : 


Zinc 

Copper    .. 
Gold       ... 
Silver 
Platinum... 


61 -6 
330 
337 
170 
447 


The  feet  that  liquids  cannot  be  arranged  in  the  list  has  important  consequences, 
which  enables  us  to  obtain  free  electricity  in  a  closer  circuit,  which,  as  we  know, 
is  impossible  to  obtain  from  conductors  belonging  to  the  first  class ;  as*  the  series 
commencing  and  ending  with  the  same  metal  has  a  difference  value  of  o. 
To  see  this  more  clearly,  we  have  grouped  the  conductors  given  in  the  list  in 
a  cirde,  represented  in  Fig.  76.  We  notice  that  every  member  may  be  con- 
sidered as  beginning  and  ending  the  series,  and  the  circuit  therefore  is  closed. 
Ifi  however,  such  a  closed  circuit,  consists  of  conductors  belonging  to  the  first 
and  second  classes,  as  shown  in  Fig.  77,  the  result  will  be  a  different  one. 
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As  already  stated,  the  difference  values  are  as  follows  : 


Copper  and  water 

-  330 

Water  and  zinc 

-h 

616 

Zinc  and  silver 

+ 

105*6 

Silver  and  iron 

-  298 

Iron  and  gold 

-h 

397 

Gold  and  copper 

-   127 

-  75-5     +  2069 

which  gives  for  the  total  difference -f  131*4;  showing  that  for  a  perfectly  closed 
circle  consisting  of  conductors  belonging  to  the  first  and  second  class,  the  total 


Fig.  76.— Closed  Circuit  of  Metals. 


Fig.  ^T' — Closed  Circuit  including  a  Liquid. 


difference  value  will  not  be  o.  From  this  behaviour  a  further  deduction  can 
be  drawn  which  is  important  as  regards  the  proper  understanding  of  the  be- 
haviour of  galvanic  elements.  In  our  illustration  (Fig.  77)  only  the  two  metals 
copper  and  zinc  are  in  connection  with  water ;  the  other  metals  are  in  contact 
with  each  other ;  but  for  this  series  of  metals  the  law  enunciated  already  holds 
good — that  is,  it  is  immaterial  whether  we  take  zinc,  silver,  iron,  gold,  and 
copper,  and  let  them  touch  each  other,  or  whether  we  make  contact  with 
zinc  and  copper  only.  According  to  this  we  have  then  in  our  circle  the  follow- 
ing values  • 


Copper  and  water  —  33*0 
Water  and  zinc 
Zinc  and  copper     — 


61-6 
100 


-  33*0        -f  i6i*6 

which  gives  us  a  total  6i  i28'6.  If  we  compare  this  with  the  result  obtained 
in  the  difficult  task  of  determining  the  number  given  in  the  table,  namely,  131*4, 
the  two  agree  so  nearly  that  we  may  account  for  the  difference  by  allowing  for 
inaccuracies  in  observations,  etc.  These  and  similar  experiments  enable  us, 
then,  to  lay  down  the  law,  that  when  two  different  metals  are  immersed  in  a 
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liquid  and  connected  with  a  series  of  different  metals  forming  a  closed  circuit, 
the  difference  value  of  this  circuit  only  depends  upon  the  two  metals  immersed, 
and  upon  the  fluid.  The  same  difference  value  is  then  obtained,  no  matter 
what  or  how  many  metals  we  employ  to  form  the  outer  circuit.  The  diff*erence 
value  only  depends  upon  the  nature  of  the  immersed  metals  and  upon  the  liquid. 
We  can  now  explain  why  the  results  obtained  immediately  after  dipping  the 
metals  into  liquid  do  not  agree  with  results  taken  after  the  metals  have  been 
for  some  time  in  the  liquid.  In  the  latter  case  the  liquids  have  already 
chemically  influenced  the  metal.  For  metals  when  first  immersed  in  fluids, 
WuUner  constructed  the  following  table  : 


ORDER   OF   METALS    IN    DIFFERENT   LIQUIDS. 


WATER. 

DILUTED  H«S04. 

DILUTED  HNO3. 

CONCRNTRATBD  HNO3. 

POTASSIUM  CYAN  I  UK. 

+ 

+ 

+ 

+ 

+ 

Zinc. 

Zinc. 

Zinc. 

Cadmium. 

Amalgamated  zinc 

Lead. 

Cadmium. 

Cadmium. 

Zinc. 

Zinc. 

Tin. 

Iron. 

Lead. 

Lead. 

Copper. 

Iron. 

Tin. 

Tin. 

Tin. 

Cadmium. 

Antimony. 

Lead. 

Iron. 

Iron. 

Tin. 

Bismuth. 

Aluminium. 

Nickel. 

Bismuth. 

Silver. 

Copper. 

Nickel. 

Bismuth. 

Copper. 

Nickel.  . 

SUvirT 

Antimony. 

Antimony. 

Antimony. 

Antimony. 

Gold. 

Bismuth. 

Copper. 

Silver. 

Lead. 

Olcfiant  gas 

Copper. 

Silver. 

Nickel. 

Mercury. 

(etheric). 

Silver. 

Palladium. 

Ethereal  oils. 

Platinum. 

Bismuth. 

Iron. 

Platinum. 

Cast-iron. 

Carbon. 

Nobili  was  the  first  who  showed  that 
when  two  liquids  are  in  contact  they  pro- 
duce a  diflference  of  potential  or  e.  m.  f.  ; 
but  Fechner,  Wild,  and  others  investigated 
the  subject  more  thoroughly.  Wild  made  use 
of  a  little  wooden  box  for  his  experiments, 
shown  in  Fig.  78 ;  two  glass  tubes,  b  d,  were 
attached  to  the  bottom  of  the  box ;  the  glass 
tubes  terminated  in  copper  caps,  which  were 
m  connection  with  the  galvanometer.  Before 
each  experiment  the  copper  bottoms  of  the 
glass  tubes  had  to  be  carefnlly  examined,  to 
see  whether  they  would  not  generate  a  cur- 
rent when  in  contact  with  any  one  fluid,  that 
is,  whether  they  were  perfectly  homogeneous ; 
then  liquid  f^  was  introduced ;  after  that, 
liquid  /g.     Care  was   taken   not   to  mix  /j 


Fig.  78.-  Production  of  an  E.  xi.  F. 
by  Liquids  in  Contact. 
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with/j.  Finally,  liquid  /g  was  introduced  under  the  same  precautions.  With  this 
arrangement  a  marked  difference  of  potential  was  easily  shown  by  a  galvano- 
meter placed  in  the  circuit  between  the  two  copper  caps  or  terminals. 

Grove's  Gas  Battery.— Electrical  differences  are  further  observed  when 
metals  are  brought  into  contact  with  gases ;  this  was  properly  investigated  first 
by  Grove  (1839).  The  apparatus  he  used  for  the  purpose  is  shown  in  Fig.  79. 
The  glass  tubes  o  h  are  open  at  the  lower  ends,  and  have  platinum  wires  fused 
into  the  upper  ends.  These  platinum  wires  terminate  on  the  outside  with 
platinum  cups,  and  on  the  inside  with  platinum 
strips,  coated  with  spongy  platinum.  The  bottle 
and  its  tubes  are  filled  with  water  slightly  acidu- 
lated with  sulphuric  acid.  Mercury  is  placed  in 
the  little  platinum  cups,  and  the  wires  from  a 
galvanometer  are  dipped  into  it.  Oxygen  and 
hydrogen  are  now  forced  into  the  tubes  so  as  to 
depress  the  level  of  the  water  until  the  tubes 
are  full  of  gas.  The  needle  of  the  galvanometer 
shows  at  once  a  deflection,  indicating  that  a 
current  flows  from  the  hydrogen  tube  to  the 
oxygen  tube;  at  the  same  time  a  falling  of  the 
water  level  in  the  two  tubes  is  observed :  the 
water  in  tube  h  rises  twice  as  quickly  as  that  in 
the  tube  o. 

If  we  first  arrange  a  battery  of  cells  in  the 
circuit  in  such  a  way  that  we  can  exclude  the 
battery  when  we  choose,  but  leave  the  circuit 
completed  with  the  galvanometer  included,  then, 
starting  with  both  tubes  full  of  water,  on  making 
contact,  the  current  will  decompose  the  water, 

and  at  the  same  time  deflect  the  needle.  When  the  tubes  become  full  of  the 
gases  we  cut  out  the  battery,  and  the  needle  of  the  galvanometer  is  at  once 
deflected  in  the  other  direction,  showing  that  the  current  produced  by  the 
gases  is  opposite  to  that  which  liberates  them.  The  two  tubes  being  perfectly 
similar  in  all  respects  to  each  other,  the  gases  only  can  be  the  cause  of  the 
current.  This  latter  form  of  the  experiment  is  important,  as  being  the  first 
recorded  example  of  the  storing-up  for  subsequent  use,  in  the  production  of 
a  reversed  current,  of  electrical  energy.  This  principle  has  recently  become  of 
considerable  practical  importance,  and  has  been  more  successfully  applied  in 
several  forms,  which  will  be  described  in  the  second  portion  of  this  work. 

The  rise  of  the  liquid  in  the  two  tubes  \&  due  to  the  union  of  the  gases, 
which  is  brought  about  as  follows : — The  effect  of  the  current  is  to  de- 
compose water,  and  to  cause  the  O  to  separate  out  in  the  tube  filled  with  H, 
the  hydrogen  in  the  tube  filled  with  O.  It  is  a  characteristic  quality  of  spongy 
platinum  that  it  is  capable  of  absorbing  gases,  and  bringing  them  so  near  each 


Fig.  79— Grove's  Gas  Battery. 
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other  at  its  surface  as  to  cause  chemical  combination.  In  consequence  of  this 
effect  of  spongy  platinum,  H  and  O  in  the  same  tube  unite  and  form  water,  two 
volumes  of  H  combining  with  one  volume  of  O.  The  liquid  in  the  tube  filled 
with  H  will  therefore  rise  twice  as  quickly  as  in  the  tube  filled  with  O.  Now 
we  may  account  for  the  phenomenon  on  the  contact  theory  by  supposing  the 
difference  of  potential  to  be  produced  at  the  contact  of  H  wich  platinum.  That 
is  to  say,  by  regarding  H  and  Pt.  as  dissimilar  metals.  H  by  being  in  contact 
with  the  platinum  plate  becomes  positively  electrified,  whilst  the  plate  receives 
n^ative  electricity.  How  is  the  platinumplate  affected  by  the  O  ?  To  answer 
this  question  we  leave  out  the  O.  One  of  the  glass  tubes  is  filled  with  H  whilst 
the  other  contains  water.  If  now  the  wires  be  attached  to  the  galvanic  battery, 
the  needle  shows  almost  the  same  deflection  as  in  the  first  experiment ;  by-and- 
by,  however,  the  deflection  diminishes.  The  current,  then,  is  due  to  the  H 
alone  in  contact  with  the  platinum  plate,  for  if  on  contact  O  and  Pt.  pro- 
duced any  e.  m.  f.,  the  first  deflection  of  the  needle,  when  the  O  was  left  out, 
ought  to  have  been  less.  The  diminution  of  the  needle's  deflections,  after  a 
little  time,  is  due  again  to  the  decomposition  of  the  water  by  the  current ;  more 
0  is  given  off  in  the  hydrogen  tube,  H  is  given  off  in  the  tube  filled  with 
water.  Consequently  the  platinum  plate  in  the  water  tube  will  be  surrounded 
more  and  more  by  H,  whilst  the  other  tube  has  its  quantity  of  H  diminished. 
Hence  both  platinum  plates  are  after  Some  time  in  contact  with  the  same 
gas,  and  the  electrical  difference  must  come  to  an  end.  The  reversal  of 
this  experiment  also  shows  that  platinum  in  contact  with  O  has  almost  no 
electrical  effect  whatever.  Oxygen  is  brought  into  one  of  the  tubes,  whilst  the 
other  is  left  filled  with  water.  The  deflection  of  the  needle  will  hardly  be 
perceptible  now,  the  very  small  deflection,  however,  indicating  that  oxygen 
in  contact  with  platinum  electrifies  the  latter  negatively,  but  only  very 
sli^tly. 

A  great  number  of  gases  and  vapours  were  examined  by  Grove,  and  he  found 
that  gases  can  be  arranged  with  the  metals  in  a  series,  graduated  according  to 
the  difference  of  potential  or  e.  m.  f.  they  will  produce.  When,  as  with  metals, 
we  commence  with  electropositive  substances  first,  we  get  the  following  table : 

1  Metals  which  decompose    7  Ether.  13  Carbonic  acid. 

water.  8  01e6ant  gas.  14  Nitric  acid. 

2  Hydrogen.  9  Ethereal  oils.  15  Oxygen. 

3  Carbonic  oxide.  10  Camphor.  16  Peroxides. 

4  Phosphorus.  11  Metals  which  do   not  17  Iodine. 

5  Salphur.  decompole  O  and  H.  18  Bromine. 

6  Alcohol.  *              12  Nitrogen.  19  Chlorine. 

If  we  take  one  of  the  metals  that  does  not  decompose  water,  and  bring  it  into 
contact  with  a  gas  lower  down  in  the  list,  the  metal  becomes  positively  electrified, 
the  electrification  being  the  stronger  the  farther  gas  and  metal  stand  from  each 
other  in  the  series. 
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GALVANIC    BATTERIES. 

By  a  galvanic  battery  is  understood  the  connection  of  several  galvanic 
elements  in  the  manner  shown  in  Fig.  80.  Here  the  zinc  of  the  first  and  the 
copper  of  the  last  only  are  free.  The  zinc  plate,  as  has  been  mentioned  already, 
becomes  electrified  at  its  free  end  when  immersed  in  diluted  H0SO4,  and  forces 
the  positive  electricity  into  the  free  copper  end ;  this  happens  throughout  in 
every  element ;  the  elements  being  connected  with  each  other,  the  process  is  as 
follows.  The  positive  electricity  from  the  first  zinc  passes  through  the  first  liquid 
to  the  copper  of  the  first  element  and  the  zinc  plate  of  the  second  element, 
which  is  in  electrical  connection  with  the  copper  of  the  first.  The  zinc  plate  of 
the  second  element  has  now  its  own  amount  of  +  electricity,  and  the  -f  elec- 


Fig.  80. — A  Galvanic  Battery, 

tricity  from  element  i.  Element  2  now  sends  its  whole  amount  of  +  electricity 
to  element  3,  and  so  on.  The  amount  of  positive  electricity  sent  forward 
increases  with  the  number  of  elements.  In  the  battery  (Fig.  80)  the  amount 
of  electricity  sent  fonvard  will  be  five  times  as  great  as  it  would  be  with  only 
one  element.  Negative  electricity  takes  the  opposite  direction ;  each  immersed 
copper  forces  the  negative  electricity  into  the  neighbouring  zinc,  and  the  total 
amount  of  negative  electricity  appears  at  the  free  zinc  end  of  the  battery.  If 
we  connect  the  free  zinc  end  by  means  of  a  wire  with  the  free  copper  end,  the 
circuit  is  closed,  and  a  current  flows  through  the  wire  :  negative  electricity  from 
zinc  to  copper,  and  positive  electricity  from,  copper  to  zinc ;  whilst  in  the  liquid 
the  current  has  the  opposite  direction. 

There  is  another  way  of  looking  at  this  action  of  a  number  of  elements 
connected  in  series.  Each  produces  its  own  difference  of  potential.  But  the 
potential  of  the  zinc  and  copper  plates  that  are  connected  by  a  clamp  having  no 
resistance  is  the  same.  Hence  the  total  difference  of  potential  resembles  the 
total  difference  of  level  in  a  flight  ot  stairs.     Each  step  adds  its  own  height 
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only,  but  each  starts  from  the  level  of  the  last.  If  a  be  the  difference  of 
potential  or  e.  m.  f.  ot  each  element,  then  the  first  gives  a  difference  a,  the  first 
two  tf+fl,  the  first  three  a-\-a-\'a^  and  so  on. 

In  the  first  battery  or  pile  constructed  by  Volta,  pieces  of  zinc  and  copper 
were  soldered  together.      Volta  gave   his   later  batteries  the  form  of  a  pile 


Fig.   ^2. — ^Lruik>j., 


lie- Si.->Volyis  Pile^ 


Fig.  83.— Wollaston*s  Battery. 


(shown  in  Fig.  81),  which  consisted  of  pieces  of  flannel  or  cloth  soaked  in  dilute 
sulphuric  acid  and  laid  between  the  copper  and  zinc  plates.  The  voltaic  battery 
soon  underwent  many  alterations ;  Cruikshank,  for  instance,  gave  it  the  form 
shown  in  Fig.  82,  and  Wollaston  the  form  shown  in  Fig.  83.  Here  we  have  the 
important  improvement  of  all  couples  being  contained  in  separate  cells  ad  oi 
glass  or  porcelain,  to  hold  the  exciting  fluid.  In  each  cell  the  zinc  plates  z  z  are 
kept  centrally  adjusted  by  wooden  slips  between  the  halves  of  a  doubled  copper 
plate  bent  round  under  them  ;  and  the  whole  set  of  plates,  connected  by  strips  of 
copper  OT,  being  attached  to  the  wooden  frame  k,  can  at  pleasure  be  lifted  out  of 
the  fluid,  and  the  action  thus  stopped  without  emptying  the  cells.  All  these  points, 
modified  according  to  the  construction,  are  retained  in  many  of  the  batteries 
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used  at  the  present  day.  To  secure  a  large  surface  to  both  plates,  Hare  placed 
large  copper  and  zinc  sheets  together,  separating  them  by  means  of  pieces  of 
wood,  and  rolling  them  into  a  cylindrical  shape.  His  instrument  is  known 
under  the  name  of  Hare's  calorimeter,  and  is  represented  in  Fig.  84. 

Dry  Piles. — Dry  piles — that  Ls,   batteries  where  no  fluids  were  used— 
were  first  constructed   by  Behrens  (1806),  De  Luc,  and  Zamboni.     Behrens 


Fig.  84. — Hare's  Calorimeter. 


Fig.  85. — Behrens'  Instrument  for  producing 
Perpetual  Motion. 


made  use  of  dry  piles  for  the  construction  of  his  perpetuum  mobile^  shown 
in  Fig.  85.  s  s'  are  dry  piles,  one  with  the  negative  pole  uppermost,  the  other 
with  the  positive  pole  uppermost.  These  poles  terminate  in  the  balls  n  and  /, 
between  which  there  hangs  a  light  pendulum  a  b,  which  is  attracted  by  one 
electrified  pole,  and  then  repelled.  The  next  pole  will  now  attract  the  pendulum 
and  then  repel  it,  and  so  on.  It  need  not  be  mentioned  that  this  "  perpetual 
motion  "  in  no  way  interferes  with  the  laws  of  forces  and  energy.  The  pendulum, 
once  in  motion,  may  continue  in  motion  for  years,  but  electricity  is  the  motive 
force,  and  it  will  stop  when  the  power  of  the  instrument  to  produce  electridty 
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is  exhausted  Rousseau  made  a  dry  pile  in  the  construction  of  his  diagometer, 
an  instrument  which  makes  use  of  the  different  conducting  powers  of  substances 
for  the  determination  of  their  chemical  combination  (Fig.  86).  The  lower  pole  tn' 
is  connected  with  the  earth,  while  from  the  upper  pole  m  a  wire  passes  to  the 
needle  m.  This  needle  is  slightly  magnetised,  and  has  a  little  plate  at  one  of  its 
ends.  At  the  same  height  as  this  movable  plate  is  another  fixed  insulated  plate 
L  When  the  instrument  is  brought  with  its  axis  into  the  magnetic  meridian, 
the  discs  will  touch  each  other.  If  now  the  needle  is  connected  with  the 
upper  pole  of  the  pile,  both  plates  become  similarly  electrified,  and  repel  each 
other.    The  needle  will  come  to  rest  as  soon  as  equilibrium  is  restored  between 


Fig.  86. — Rousseati*s  Diagometer. 


the  force  of  repulsion  and  the  earth's  magnetism.  Equilibrium  is  quickly 
restored  when  the  pole  and  the  needle  are  connected  by  a  conducting  substance, 
but  it  takes  some  time  when  a  bad  conducting  substance  makes  the  connection. 
The  time  the  needle  requires  to  gain  its  fixed  position  measures  the  chemical 
purity  of  the  substance  under  examination.  To  enable  the  experimenter  to  insert 
substances,  more  conveniently,  the  wire  of  the  pile  is  made  to  dip  into  a  little 
basin  o,  which  is  in  conducting  connection  with  l'.  With  the  help  of  this  instru- 
ment Rousseau  especially  examined  oils  and  fats.  Coffee  when  powdered  does 
not  conduct  electricity ;  if,  however,  adulterated  with  chicory,  it  will ;  the  same 
with  chocolate — if  pure  it  will  not  conduct  electricity. 

Zamboni's  pile,  as  used  at  present  for  telescopes,  is  generally  prepared 
in  the  following  manner:  ordinary  silver  paper  is  coated  on  its  back  with 
a  thin  layer  of  manganese  dioxide,  mixed  with  some  such  substance  as  gum 
to  make  it  stick.  The  sheets  prepared  in  this  manner  are  cut  into  discs, 
and  are  placed   between  two  metal  plates   fastened  with  silk  threads.     To 
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prevent  the  evaporation  of  the  moisture,  the  whole  pile  is  placed  under  a  glass 
cylinder. 

Polarisation  of  Plates  in  a  Single-Fluid  Battery.— The  batteries  we 
have  described  up  to  the  present — that  is  to  say,  batteries  consisting  of  two 
different  metals  and  a  liquid — soon  show  a  considerable  falling  off  in  their 
efficiency.  The  cause  of  this  is  the  decomposition  of  the  liquid  by  the  electrical 
current.  Water  is  decomposed  into  hydrogen  and  oxygen.  H  is  given  off 
at  the  positive  pole  (the  copper  plate),  and  O  at  the  negative  pole  (the  zinc 
plate).  The  zinc  becomes  oxidised  and  forms  protoxide  of  zinc,  which  is 
soluble  in  H2SO4,  and  forms  zinc  sulphate.  The  zinc  plate  then  is  constantly 
kept  clean,  but  not  so  the  copper  plate.     The  hydrogen  by  degrees  covers  the 


Fig.  87. — Sraee*s  Element. 


Fig.  88.— Smee's  Battery. 


whole  surface  of  the  copper  plate  with  a  layer  of  hydrogen  gas,  and  this 
becomes  positively  electrified,  and  causes  a  positive  current  in  the  liquid — ^that 
is,  a  current  opposite  to  the  one  generated  by  the  two  metals  and  the  liquid. 
This  opposing  current,  then,  is  the  cause  of  the  diminution  of  the  strength  in 
the  battery.  To  prevent  this,  both  chemical  and  mechanical  means  have  been 
employed. 

Smee's  Battery. — Smee  (1840)  succeeded  in  overcoming  the  injurious 
effects  of  this  polarisation  of  the  electrodes  by  mechanical  means.  The  element 
constructed  by  him  is  shown  in  Fig.  87.  In  a  rectangular  glass  vessel  two  zinc 
plates  zn  are  placed,  held  together  by  a  screw.  Between  the  two  zinc  plates, 
well  insulated,  is  a  platinum  plate  (sometimes  silver  covered  with  platinum). 
The  vessel  itself  is  filled  with  diluted  H^SO^;  it  is  purposely  taken  larger 
than  the  plates  require,  in  order  that  the  zinc  sulphate  which  is  forming  may 
not  come  into  contact  with  the  plates,  and  may  remain  at  the  bottom  of  the 
vessel.     Fig.  88  represents  several  elements  together. 
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Two-Fluid  Batteries. — In  two-fluid  batteries,  in  addition  to  the  ordinary 
acidulated  water  that  acts  on  the  zinc,  substances  which  easily  part  with  their  O 
are  put  into  the  battery.  This  O  combines  with  the  liberated  H  to  form  water. 
To  prevent  the  mixing  of  the  two  liquids,  the  one  containing  oxygen  is  placed  in 
porous  vessels,  which  allow  gases,  but  not  liquids,  to  pass.  The  use  of  the 
above  remedy  led  to  the  construction  of  so-called  constant  batteries,  of  which 
the  first  was  devised  by  Daniell,  in  1837. 

Daniell's  Element. — This  in  its  original  form  is  shown  in  Fig.  89,  where 
3  is  a  copper  jar  forming  the  +  plate,  and  c  a  porous  cell  of  some  kind  con- 
taining a  zinc  cylinder  in  the  middle,  forming 
the  -  plate.  The  liquid  ^  ^  in  the  closed  porous 
cell  is  dilute  sulphuric  acid,  supplied  through  the 
small  funnel  The  height  of  this  liquid  could  be 
seen  by  means  of  the  tube  g^  through  which,  also 
the  superfluous  acid  could  be  drawn  off. 

It  will  be  seen,  therefore,  that  the  DanielPs 
element  consists  of  an  inner  and  outer  cell, 
separated  by  a  porous  partition ;  copper  and 
zinc  being  the  metals.  The  copper  does  not 
waste,  and  may  therefore  be  used  for  the  outer 
cell,  although  this  is  not  an  essential  feature. 
The  porous  cell  may  be  made  of  unglazed 
porous  porcelain,  or  of  lighter  material,  such  as 
parchment,  or  even  of  brown  paper.  When  the 
amalgamated  zinc  is  placed  in  the  inner  cell,  and 
the  copper  plate  forms  the  outer  receptacle,  the 
liquid  in  the  inner  cell  is  dilute  sulphuric  acid, 
and  that  in  the  outer  cell  is  a  saturated  solution 
of  copper  sulphate  or  blue  vitriol  It  is  de- 
sirable that   this  solution   should    be   saturated, 

that  is,  should  contain  as  much  copper  sulphate  as  it  will  dissolve,  and,  as  the 
action  decomposes  this  compound,  spare  crystals  of  the  substance  must  be 
placed  in  a  cage  at  the  top  of  the  liquid.  These  will  gradually  dissolve  as  the 
other  is  used  up.  The  action  when  the  circuit  is  closed  is  as  follows  :  Zinc  dis- 
solves in  the  dilute  H2SO4  forming  Zn  SO4,  and  liberating  H.  The  freed  atoms 
of  H,  however,  do  not  collect  on  the  copper,  but  are  handed  on  to  the  porous 
cell,  through  the  pores  of  which  they  pass  to  replace  copper  in  the  copper  sul- 
phate. The  result  is  that  pure  copper  instead  of  H  is  deposited  on  the  outer 
plate,  which  therefore  thickens.     Hence 

in  the  inner  cell  Zn  -f  H2SO4  =  Zn  SO4  +  Hg ; 
in  the  outer  cell  Hg  +  Cu  SO4  =  H2SO4  +  Cu. 

Fig.  90  represents  a  modification  of  the  element,  having  the  copper  in  the  inner 
cell  and  the  zinc  in  the  outer  cell     zn  is  the  zinc  cylinder  placed  in  a  glass 


Fig.  89. — Daniell's  Element. 
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Fig.  90.— DanieH's  Elements. 


vessel,  /  is  the  porous  pot  into  which  the  copper  rod  c  dips.    The  copper  carries 

a  little  sieve  d,    to  hold  crystals  of  sulphate  of  copper.     Each  copper  rod  is 

connected  with  the  next  zinc  cylinder  by  means  of  the  wire  a. 

Grove's  Element. — A  more  efficient,  though  not  more  constant  element 

than  DanielFs,  was  first  used  in  1839  by  Sir  William  Grove,  Master  of  the  Mint 

The  E.  M.  F.  of  a  Grove's  cell  is  i*8  that 
of  a  Daniell's.  It  also  consists  of  two 
cells,  one  within  the  other,  and  two  acids 
besides  the  two  metal  plates.  The  outer 
vessel,  in  which  the  zinc  plate  is  placed, 
IS  usually  made  of  glass,  porcelain,  or  a 
non-conducting  composition.  Inside  this 
zinc  plate  comes  the  porous  pot,  which 
has  the  platinum  plate,  bent  in  the  shape 
of  an  S.  The  glass  vessel  is  filled  with 
diluted  H2SO4,  and  the  porous  pot  with 
concentrated  HNO3.  When  the  battery 
is  in  action,  water  is  decomposed  and 
the    hydrogen    reaches   the  nitric  acid 

(HNO3)  through  the  porous  pot,  and  takes  up  some  of  its  oxygen  to  form  water. 

The  nitric  acid  is  thus  reduced. 

The  chemical  change  may  be  expressed  by  one  or  other  of  the  following 

equations,  starting  with  two  molecules  of  nitric  acid : 
2HNO8  +  3H2  =  4HgO  +  2NO;  or  2HNO8  +  2Ha  =  3H2O  +  2HN0g.. 
In  the  second  case  the  2HNO2  breaks  up  into 

HgO  -h  NO  +  NOgj  1.^.,  water  +  nitric  oxide  +  nitric  peroxide. 

The  nitric  oxide  forms  red  fumes 
when  it  comes  into  contact  with  com- 
mon air. 

Zinc  sulphate  is  again  formed  in 
the  outer  acid,  but  the  water  and  nitric 
oxides  remain  in  the  porous  vessel. 
The  action  of  the  cell  remains  con- 
stant only  so  long  as  there  is  unde- 
composed  nitric  acid  in  contact  with 
the  platinum  plate.  The  disadvantages 
of  this  cell  (Fig.  91)  are  the  nitrous 
fumes  and  the  high  price  of  plati- 
num. 

Bunsen's  Element. — Fig.  92 
represents  an  older  form  of  Bunsen's 
cell,  in  which  carbon  is  substituted  «..     ^, 

rig.  91.  Fie  Q2 

for  Grove's  platinum  plate.     In  this  a  Grovels  Element  The  Platinum. 


Digitized  by 


Google 


Galvanic  Batteries. 


1^3 


original  cell,  the  carbon  was  cut  so  as  to  fit  in  the  outer  cell ;  but  the  difficulty 
of  cutting  the  carbon  has  led  to  the  transposition  of  carbon  and  zinc,  the  latter 
being  placed  in  a  cylindrical  form  in  the  outer  cell,  and  the  former  being 
simply  a  rod,  cither  round  or  square  in  section,  placed  in  the  middle.  The 
preparation  of  the  carbon,  and  the  modifications  the  cell  has  undergone,  will 
be  treated  in  the  second  part  of  this  work,  to  which  we  must  also  refer  for 
other  forms  of  battery. 

Thermo-Electricity. — ^The  first  who  pointed  out  that  a  currient  was 
generated  when  the  joints  of  different  metals  were  kept  at  different  temperatures 
was  Seebeck,  and  the  apparatus  he  used 
for  the  purpose  is  shown  in  Fig.  94. 
A  piece  of  copper  k,  bent  in  the  shape 
seen  in  the  figure,  was  placed  on  a  block 
of  bismuth  a  b,  having  a  movable  mag- 
netic needle  ns ;  as  soon  as  the  tem- 
perature was  altered  by  either  heating 
or  cooling  the  junctions  of  the  two 
metals,  the  deflection  of  the  needle  in- 
dicated a  current  which  continued  to 
flow  as  long  as  the  difference  of  tem- 
perature was  maintained  at  the  junctions. 
The  needle  indicates  the  direction  in 
which  the  current  flows.  If,  for  instance, 
the  north  end  b  be  heated,  the  needle 
moves  east,  showing  that  at  the  heated 
junction  the  current  flows  from  the  bis- 
muth to  the  copper,  at  the  cold  junction 

from  the  copper  to  bismuth-  Not  only  will  bismuth  and  copper  generate 
currents,  but  almost  any  two  metals  will  do  the  same.  Seebeck  arranged  a 
table  of  metals  in  thermo-electrical  order,  as  follows  : 


Fig'  93.— The  first  Bunsen's  Patent. 


-H  Antimony 

Gold 

Platinuir 

Arsenic 

Tin 

Cobalt 

Iron 

Lead 

Nickel 

Zinc 

Copper 

Bismuth 

Silver 

This  order  only  holds  good  for  temperatures  within  certain  limits,  and  the 
structure  of  the  metals,  etc.,  ought  to  be  taken  into  account.  Bismuth  and 
antimony,  being  farthest  from  each  other  in  the  list,  are  best  for  the  construction 
of  thermo-electric  elements.  The  power  of  any  element  as  a  rule  increases  with 
the  increase  of  difference  of  temperature  between  the  two  junctions  up  to 
certain  limits,  and  if  the  difference  of  temperature  between  be  made  still  greater, 
the  current  may  cease  altogether,  or  flow  in  an  opposite  direction  to  that  in  which 
it  flowed  when  the  difference  of  temperature  was  not  so  great.  The  limit  is 
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different  for  different  couples.  In  the  case  of  a  copper-iron  pair  the  neutral 
temperature  is  280°,  and  beyond  this  difference  there  is  an  inversion  of  the 
current 

Thermo-electric  elements  generate  constant  currents  as  long  as  the  tempera- 
ture at  the  junctions  is  kept  constant.  The  easiest  way  to  secure  this  is  to 
place  one  of  the  junctions  in  boiling  water,  the  other  in  melting  ice.  The 
former  will  have  a  constant  temperature  of  100°  C,  the  latter  a  constant  tem- 
perature of  o*'.  The  electromotive  force  of  the  thermo-electric  elements  com- 
pared with  that  of  the  galvam'c 

-A elements  is  very  small:   for 

instance,  the  electro-motive 
force  of  pure  silver  and  copper 
is  about  toVtt  of  a  DanielFs 
element  If  we  take  this 
electro-motive  force  as  unity, 
we  obtain  the  following 
values : 

Silver  and  Bismuth 32*9 

„  Germansilver...  5*2 

„     Mercury 2'5 

„     Lead   I'o 

,,     Antimony  9*87 

„    Tellurium    179 

,,     Selenium 290 

94.— Seebeck's  Thermo- Electric  Apparatus.  AUoys    may   also  be  used 

for  thermo-electric  purposes, 
but  they  do  not  follow  exactly  the  order  which  might  be  expected  from  their 
relation  to  the  metals  from  which  they  are  derived.  Seebeck  obtained  the 
following  order  for  the  principal  alloys  : 


Bismuth 

Lead 

Tin 

I  bismuth,  3  tin 

I  bismuth,  3  lead 

Platinum,  No.  2 

I  bismuth,  I  lead 

Gold,  No.  I 

Silver 

I  bismuth,  1  tin 


Zinc 

3  bismuth,  I  lead 

I  antimony,  i  copper 

I  antimony,  3  copper 

I  antimony,  3  lead,  3  antimony,  i  lead 

I  antimony,  3  tin,  3  antimony,  I  tin 

Steel  (cast) 

Steel  (rod) 

3  bismuth,  i  tin 

I  bismuth,  3  antimony 

Antimony 

I  antimony,  i  tin 

3  antimony,  i  zinc. 


The  thermo-electric  elements  can  be  united  to  form  batteries,  as  shown  in 
F'g-  95>  ^^^  care  must  be  taken  that  the  even  numbers  2,  4,  come  on  one  side, 
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the  odd  numbers,  i,  3,  5,  on  the  other  side,  so  as  to  be  convenient  for  heating 
the  one  and  cooling  the  other.     Such  a  battery  is  usually  called  a  thermopile. 

The  circumstance  that  the  electromotive  force  of  a  thermopile  is  propor- 
tional to  moderate  differences  of  temperature, 
makes  it  a  valuable  and  delicate  instrument 
for  measuring  temperature.  For  this  purpose 
the  wires  of  the  pile  are  connected  with  a  very 
sensitive  galvanometer.  The  slightest  difference 
of  temperature  generates  a  current ;  and  the 
strength  of  this  current,  which  is  proportional 
to  the  difference  of  temperature  for  a  con- 
siderable range,  is  indicated  by  the  deflection 
of  the  needle.  According  to  Melloni,  -^qq  of 
a  degree  can  be  measured  with  this  instru- 
ment, a  minute  difference  which,  of  course, 
cannot  be  obtained  with  any  other  thermo- 
meter. Thermopiles  are  constructed  of  different  shapes ;  but  the  form  generally 
used  for  experiments  on  heat  is  that  of  a  cube  (Fig.  96).  All  the  even  junctions 
lie  on  one  side  and  the  uneven  on  the  other  side.     The  complete  apparatus  is 


l^*g'  95- — Thei mo- Electric  Uattery. 


Fig.  96.— The  Thermopile. 


Fig-  97* — Melloni's  Thermopile. 


shown  in  Fig.  97.  For  certain  purposes,  ^^.,  for  ascertaining  the  comparative 
temperature  at  any  given  lines  in  the  spectrum,  thermopiles  are  used  having 
the  even  and  odd  junctions  arranged  in  straight  lines.  In  some  cases  the 
ihermo-electrical  needle  is  of  service.  This  consists  of  one  element,  the  junction 
of  which  is  pointed,  and  the  free  ends  connected  with  a  galvanometer.  With  it 
the  condition  as  regards  heat  of  animal  and  vegetable  textures  is  investigated. 
I  2 
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LAWS  AND   MEASUREMENT  OF  THE   GALVANIC   CURRENT. 

Ohm's  Law :  Illustrations  and  Explanations. — We  know  that  by 
putting  two  different  metals  into  a  liquid  we  create  an  electromotive  force, 
which  causes  a  motion  of  the  electricities,  or  a  galvanic  current.  This  galvanic 
current  lasts  as  long  as  the  chemical  action  lasts,  and  flows  from  points  of 
higher  to  points  of  lower  potential.  Let  us  consider  again  the  simplest  form 
of  galvanic  element,  namely,  that  consisting  of  a  copper  plate  and  a  zinc 
plate  in  dilute  sulphuric  acid,  the  free  ends  of  the  plates  being  joined  with  a 
wire.  Every  similar  arrangement  is  called  a  closed  element.  In  our  com- 
bination positive  electricity  moves  from  the  free  copper  end  to  the  free  zinc 
end,  and  negative  electricity  in  the  opposite  direction.  We  further  know  that 
motion  of  the  electricities  is  not  restricted  to  the  connecting  wire,  but  extends 
to  the  plates  dipped  in  the  liquid,  and  to  the  liquid  itself.  In  the  liquid  positive 
electricity  flows  from  the  zinc  to  the  copper,  and  negative  electricity  from  the 
copper  to  the  zinc.  In  the  element,  then,  there  circulate  two  distinct  currents, 
opposite  to  each  other.  But  as  all  the  effects  produced  by  a  flow  of  positive 
electricity  in  one  direction  are  identical  with  those  produced  by  a  flow  of  nega- 
tive electricity  in  the  opposite  direction,  we  need  only  consider  the  current  of 
one  kind  in  one  direction.  Consequently,  when  we  speak  of  the  direction  of  the 
current^  we  mean  the  direction  of  flow  of  positive  electricity,  or  the  direction  of 
fall  of  potential. 

To  explain  the  laws  of  the  current  we  will  return  to  the  analogy  of  a 
flow  of  water.  The  reservoirs  a  and  b  in  Fig.  98  stand  at  different  heights. 
As  long  as  this  difference  of  level  is  maintained,  water  from  b  will  flow  through 
the  pipe  R  to  a.  If  by  means  of  a  pump  p  the  level  in  b  is  kept  constant, 
a  constant  flow  through  r  will  also  be  maintained.  Here,  by  means  of  the 
work  expended  on  the  pump,  the  level  in  the  reservoir  is  kept  constant,  and  in 
the  corresponding  case  of  the  electrical  current,  by  the  conversion  of  chemical 
energy  a  constant  difference  of  potential  is  maintained. 

Through  every  cross  section  of  the  water  circuit  a  certain  quantity  of  water  flows 
per  second,  and  this  quantity  may  be  taken  as  the  measure  of  the  strength  of 
current.  Similarly,  through  every  cross  section  of  a  conductor  flows  a  certain 
quantity  of  electricity  in  a  given  time.  That  quantity  of  electricity  which 
flows  in  one  second  through  any  one  cross  section  of  a  conductor  is  called  the 
strength  or  intensity  of  the  current.  If  10  litres  of  water  flow  in  every  second 
into  a  vessel  of  any  shape,  and  10  litres  flow  out  again  per  second,  it  is  evident 
that  through  every  cross  section  of  the  vessel,  or  of  the  pipe  leading  to  it,  10 
litres  of  water  pass  every  second.  The  quantity  of  water  that  flows  through  the 
vessel  is  independent  of  the  cross  section  of  the  vessel.  The  same  condition  holds 
good  for  the  galvanic  current ;  if  in  a  closed  circuit  a  constant  current  circulates, 
the  same  amount  of  electricity  will  pass  every  cross  section  per  second.  Hence 
the  following  law  :  The  strength  of  a  constant  current  in  any  circuit  is  equal  in  all 
parts  of  the  circuit. 
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Again,  we  shall  increase  the  quantity  of  water  flowing  through  the  circuit 
in  a  given  time  by  increasing  the  pressure  producing  the  motion ;  that  is  to  say, 
by  increasing  the  difference  of  level  of  the  reservoirs  (Fig.  98).  Now,  the 
pressure  per  square  centimetre  and  the  difference  of  level  are  both  given 
by  the  same  number.  Similarly,  in  electricity  the  difference  of  potential 
produced  by  the  contact  of  metals  and  liquids,  and  the  e.  m.  f.  producing  the 
current,  are  measured  for  most  purposes  by  the  same  number ;  therefore  we 
may  treat  the  terms  as  synonymous.  Whenever  we  are  dealing  with  the 
measures  of  quantities  amongst  which  there  are  a  difference  of  potential  and  an 
electromotive  force,  we  may,  as  a  rule,  replace  one  of  these  by  the  other,  for 
their  measures  are  identical. 

As  the  strength  of  the  current  in  the  water  system  is  proportional  to  the 
difference  of  level  of  the  cisterns,  or  to  the  pressure  exerted,  so  also  in  the 
electric  circuit  the  strength 
of  the  current  is  propor- 
tional to  the  difference  of 
potential  produced  by  the 
battery,  or  to  the  electro- 
motive fwce  that  results 
from  it 

The  quantity  of  water 
flowing  through  a  pipe 
during  a  given  time  will 
be  increased  when  the 
pressure  is  increased;  the 
water  then  flows  quicker, 
and  therefore  a  greater 
quantity  must  pass  every 
cross  section  in  a  given 
time. 

The  pressure  of  the  reservoir  b  (Fig.  98)  can  be  increased  by  placing 
another  reservoir  over  it,  covering  b,  and  connecting  it  with  the  higher  reservoir ; 
similarly  the  e.  m.  f.  in  a  circuit  may  be  increased  by  placing  two  elements  in 
series.  The  difference  of  potentials  in  the  cell  is  the  cause  of  the  motion  of  the 
current,  and  determines  the  pressure  or  e.  m.  f.,  and  therefore  also  the  quantity 
of  electricity  flowing  for  any  given  time  through  any  cross  section  of  a  circuit.  If, 
therefore,  we  connect  several  cells  we  increase  the  electromotive  force  and  in- 
crease the  current ;  in  other  words,  the  intensity  of  the  current  increases  with 
the  E.  M.  F. 

The  strength  or  intensity  of  the  current  depends,  however,  upon  something 
else.  In  the  water  circuit  it  depends  on  the  connecting  pipes;  the  thicker 
the  pipes,  the  greater  the  flow,  and  the  smaller  the  pipes  the  less  the  flow  with 
the  same  pressure.  Similarly  the  strength  of  the  electric  current  depends 
on  the  connecting  wires.      It  has  been  mentioned  that  different  substances 


W 


Fig.  98.— A  Circuit  of  Water  analogous  to  the  Galvanic 
Circuit. 
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conduct  electricity,  diflferently ;  and  every  body  opposes  a  certain  resistance  to  the 
passage  of  electricity.  The  quantity  of  electricity  passing  per  second  from  one 
point  to  another  depends  on  the  resistance  of  the  wire  or  conductor  joining  the 
two  points,  when  a  constant  difference  of  potentials  is  maintained  between  them, 
and  the  amount  of  electricity  flowing  through  a  cross  section  must  become  less 
when  the  resistance  increases.  If  we  take  these  propositions  together,  we 
obtain  the  law  named,  after  its  discoverer.  Ohm's  law.  The  current  is  directly 
proportional  to  the  e.  m.  f.  and  inversely  proportional  to  the  resistance.  The 
current  is  increased  two-,  three-,  four-fold  when  the  e.  m.  f.  is  increased  two-, 
three-,  four-  fold;  the  current  is  diminished  two-,  three-,  four-fold  when  the 
resistance  is  increased  two-,  three-,  four-fold. 

Tj  ^  E.  M.  F. 

Hence,  current  =     — -. 

resistance 

Resistance  of  Wires. — ^\Ve  have,  then,  three  factors  which  have  to  be 
considered  in  every  galvanic  current  Let  us  now  see  upon  what  circumstances 
these  factors  depend.  Let  us  take  a  DanielFs  cell,  having  a  certain  length  of 
copper  wire  and  a  galvanometer  in  circuit.  The  current  will  cause  a  deflection 
of  the  needle  through  a  certain  angle.  If  now  we  double  the  length  of 
copper  wire,  we  shall  find  that  the  deflection  is  at  once  diminished.  As  we 
lengthen  our  wire  we  obtain  smaller  and  smaller  deflections.  If  we  take  wires 
of  different  cross  sections,  we  again  obtain  different  deflections ;  the  deflection 
becomes  larger  the  larger  the  cross  section  of  the  wire  inserted  ;  in  other  words, 
the  thicker  the  wire  the  less  the  resistance.  This  holds  good,  not  only  for  copper 
wire,  but  for  every  substance  inserted  in  a  circuit.  Again,  the  material  as  well 
as  the  form  has  to  be  considered  ;  if,  for  example,  we  take  one  metre  of  iron  wire 
and  one  metre  of  silver  wire  of  the  same  cross  section,  and  try  the  same  experi- 
ment, we  find  different  deflections  for  each.  The  resistance  of  a  unit  cube  of 
the  material  of  the  conductor  is  called  the  specific  resistance.  To  give  the 
specific  resistance  of  different  substances  a  unit  has  to  be  adopted ;  that  is,  the 
resistance  of  some  substance  or  other  must  be  taken  as  i.  If,  for  instance,  we 
take  the  resistance  of  a  unit  cube  of  copper  to  be  i,  we  shall  finxi  the  resistance 
of  platinum  3*57,  German  silver  5*88,  and  so  on. 

The  laws  of  the  resistance  of  conductors  may  therefore  be  collected  as 
follows  : 

1.  The  resistance  of  a  conducting  wire  is  proportional  to  its  length. 

2.  The  resistance  of  a  conducting  wire  is  inversely  proportional  to  the  area  of  its 
cross  section, 

3.  The  resistance  of  a  conducting  wire  of  given  length  and  thickness  depends  upon 
the  specific  resistance  of  the  material  of  which  it  is  mcule, 

«,!        .u         •  ..  specific  resistance  x  length 

Thus  the  resistance  =  -^ j^ -. — 2_ 

area  of  cross  section 

Resistance  in  the  Internal  Circuit. — The  laws  with  which  we  have 
familiarised  ourselves  enable  us  to  connect  single  elements  with  each  other,  to 
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form  batteries,  in  the  most  advantageous  manner.  Elements  may  ht  connected 
with  each  other  in  several  ways  to  form  a  battery ;  the  usual  way,  as  shown  in 
Fig.  99,  \s  to  connect  the  electro-positive  metal  with  the  electro-negative  metal 
of  the  next  element,  and  so  on.  This  arrangement  of  elements  to  form  a  battery 
we  have  already  referred  to  as  connection  in  series.  The  electrical  current  flows 
here  in  the  fluid  of  the  first  element,  from  zinc  to  copper,  through  the  connecting 
wire  to  the  zinc  of  the  second  element,  unites  with  the  current  generated  there, 
and  flows  along  with  it  to  the  third  element,  and  so  on,  until  the  last 
element  is  reached,  when  it  leaves  the  copper,  flows  through  the 
external  circuit,  and  back  again  to  the  zinc  of  the  first  element. 
^VTien  the  entire  current  flows  through  every  member  of  the  circuit, 
as  in  this  arrangement,  Ohm's  law  becomes : 


The  strength  of  the  current  = 


sum  of  all  the  e.  m.  f.'s 
sum  of  all  the  resistances' 


The  resistance  consists  of  the  resistance  of  the  elements  and  the 
resistance  of  the  external  circuit.  If  c  be  the  strength  of  current,  e 
the  electromotive  force  of  one  element,  r  the  external  resistance, 
and  /  the  internal  resistance  of  one  cell,  then  for  the  value  for  the 
intensity  of  current  of  one  element, 

E 


c  = 


R-h/' 


If  now  we  connect  six  elements,  as  shown  in  our  Fig.  99,  we  get : 


c  = 


6e 
rT67' 


Suppose  now  that  the  external  resistance  is  so  small  compared  with 
the  rest  that  it  may  be  neglected  without  appreciable  error,  then  Fig.   99.  — 

Elements 
C  =  If       or,  C  =  |.  in  Series. 

We  obtain  then  for  the  intensity  of  current  of  the  six  elements  in  series,  in 
this  particular  case,  the  same  value  as  for  one  element — in  other  words  :  When 
we  use  an  outer  circuit  of  very  small  resistance,  the  intensity  of  the  current  is 
not  increased  by  increasing  the  number  of  elements  in  series. 

Let  us  consider  what  happens  when  the  opposite  is  the  case,  and  the  external 
resistance  is  very  great  compared  with  that  of  the  battery.  We  can  neglect 
the  resistance  of  the  elements,  and  we  then  get : 

_  6e  ___  6  E 

"  "r  ""      R* 

From  this  we  see  that  by  arranging  our  six  elements  in  series  we  increase  the 
intensity  of  the  current  six-fold ;  it  is  advantageous,  therefore,  to  arrange  the 
elements  in  series  when  the  resistance  is  considerable. 
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Connection  of  Cells  abreast. — Elements  may  be  connected  with  each 
other  as  shown  in  Fig.  loo.  Here  all  the  copper  plates  are  connected  with  one 
wire,  and  all  the  zinc  plates  with  the  other  wire.     Such  a  battery  is  equivalent  to 


Fig.  loo. — Elements  in  Parallel  Connection. 

one  element  with  six  times  the  original  surface ;  the  e.  m.  f.  is  not  increased, 
but  the  internal  resistance  is  diminished  to  \  of  the  original  resistance,  as  the 
current  flows  through  a  cross  section  six  times  as  large.     This  arrangement  is 


Fig.  loi.— Elements  in  Doable  Circuit        Fig.  102.— Elements  in  Treble  Circuit 
known  under  the  name  of  the  parallel  arrangement,   or  connection  of  cells 

The  strength  of  current  = e.m.  r.  (of  one  element)   

external  resistance  -f  ^  mtemal  resistance  * 


abreast. 


or,  c  =  r-,. 

Neglecting  external  resistance,  we  get : 

When  the  external  resistance  is  but  slight,  the  current  is  increased  by  joim'ng  the 
elements  in  parallel  arrangement.    When,  however,  tlie  external  resistance  is  very 
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large,  the  internal  resistance  may  be  neglected,  and  we  get  the  following  equation, 
which  is  the  same  for  one  cell  as  for  a  number  : — 


R 


Hence  the  increase  of  elements  in  parallel  arrangement  does  not  increase  the 
current  when  the  external  resistance  is  considerable. 

The  four  equations  which  we  have  now  obtained  are  of  great  importance,  as 
they  enable  us  to  arrange  the  elements  so  as  to  obtain  the  most  favourable 


'OTOGDH^ 


m^ 


Fig.  103.— A  Simple  Circuit. 


€> 


d        4 


5       6 


Fig.  104. — Divided  Circuit. 


Fig.  105. — Divided  Circuit. 


results  under  different  conditions  regards  the  external  circuit  Elements  are 
arranged  m  series  when  the  resistance  of  the  external  circuit  is  very  great,  but  in 
parallel  arrangement  when  the  resistance  is  very  small.  Between  the  very  great  and 
very  small  resistance  we  may  have  intermediate  conditions.  In  these  conditions 
we  make  use  of  both  the  parallel  and  series  arrangement  Figs.  loi  and  102 
represent  such  mixed  combinations  of  elements. 

For  Fig.  tea  we  should  obtain  the  following  formula : 

Current=^^^. 
For  Fig.  io£we  get 


Current= 


2  E 


R+§/' 


Divided  Circuits. — Up  to  the  present  we  have  discussed  the  arrangements 
of  different  elements  with  a  single  and  simple  external  cu-cuit ;  but  the  latter, 
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loo,  may  be  divided  into  branches  or  loops.  The  simplest  arrangement  is  obtained 
when  all  the  parts  of  the  circuit  lie  so  that  the  current  without  dividing  can  flow 
through  them  all.  Fig.  toSrepresents  such  a  circuit ;  here  the  separate  parts  ab.bc, 
and  cd  oi  the  circuit  are  so  connected  with  each  other  that  they  allow  the  current 
an  undivided  passage.  The  current  here  has  to  flow  through  one  part  after  the 
other,  and  to  overcome  a  resistance  which  is  the  sum  of  all  the  resistances  of  the 
separate  parts  in  the  circuit.  The  parts  of  a  circuit  may  be  arranged  parallel  as 
well  as  in  series;  Figs.  104  and  105  show  such  arrangement.  In  Fig.  104  the 
wire  a  b  divides  into  six  branches.  In  Fig.  105  two  wires  run  parallel  with  each 
other  from  the  battery,  having  other  wires  joining  them  across  the  circuit. 
Such  arrangements  are  called  divided  circuits ;  and  the  laws  of  the  re- 
sistances of  such  circuits   were   first   elucidated   by   Kirchhoff*.     The   sum  ot 

_       the  currents  in  the  diflferent 

-^ ■ — ^-      branches  of  the  circuit  must 

be  equal  to  the  current  in 
the  undivided  conductor  or 
circuit.  Let  us  compare 
the  behaviour  of  the  branch 
currents  with  water  flowing 
through  a  system  of  pipes 
shown  in  Fig.  106.  Water 
flows  through  the  pipes  a  b 
and  D  c  in  tlie  direction 
indicated  by  the  arrow- 
heads. The  two  pipes  are 
connected  with  each  other 
by  a  series  of  pipes  i  to  6,  and  water  from  a  b  is  conducted  through  these  six 
pipes  to  D  c.  The  greatest  amount  of  water  will  flow  through  that  pipe  which  oflers 
the  least  resistance,  and  the  quantity  of  water  that  flows  through  the  whole 
series  of  pipes  must  be  equal  to  the  quantity  which  flows  through  a  b  or  c  d 
(assuming  that  the  same  amount  of  water  enters  a  that  leaves  d).  If  the  pipes 
from  I  to  6  have  all  the  same  dimensions,  then  through  each  of  these  pipes  equal 
quantities  of  water  will  flow;  it  follows  that  the  resistance  which  the  water  from  a  b 
encounters,  diminishes  with  the  increase  of  the  number  of  pipes  between  a  b  and 
c  D.  The  resistance  is  reduced  to  \  when,  instead  of  communication  by  one  pipe, 
there  are  six  of  the  same  size.  Here  again  the  cuYrent  of  water  is  analogous  to 
the  electrical  current.  The  current  in  the  circuit  represented  in  Figs.  104  and 
105  depends  upon  the  resistance  of  the  separate  branches  i  to  6.  The  pass^e 
of  the  current  is  facilitated  by  increasing  the  number  of  branches  in  the  circuit, 
consequently  the  total  resistance  of  the  entire  circuit  is  thereby  proportionally 
lessened.  If  the  branches  from  i  to  6  are  of  equal  dimensions,  they  will  form 
together  a  resistance  which  will  be  \  of  that  of  a  single  branch.  Ifi  however, 
we  were  to  arrange  the  six  one  after  the  other,  as  shown  in  Fig.  103,  we  should 
increase  the  resistance  six-fold.     This  difference,  then,  in  the  behaviour  of 


Fig.  106.— Divided  Water  Circuit. 
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conductors  in  a  circuit,  according  as  they  are  arranged  in  series  or  parallel,  has  to 
be  as  carefully  considered  in  practical  applications  of  electricity,  as  the  arrange- 
ment of  elements  in  a  battery. 

Let  us  call  the  power  to  convey  the  current  either  in  the  water  circuit  or 
electrical  circuit  the  conductivity  of  the  pipe  or  wire.  Then  conductivity  is  the 
reciprocal  of  resistance.  The  better  the  conductivity  the  less  the  resistance,  and 
vice  vcrsA,  Now  the  following  rule  is  evidently  true.  In  a  divided  channel  the 
conductivity  of  the  whole  is  the  sum  of  the  conductivities  of  the  branches.  If  c  be 
the  conductivity,  and  R  the  total  resistance  of  the  divided  portion  of  the  circuit, 
and  r„  c„  etc.,  be  the  conductivities  of  the  branches,  and  r,  r^  etc.,  the  resist- 
ances of  the  same, 

then      c  =  ^1  +  (T,  +  ^  -f  ^4  +  ^5  -h  ^6 ; 

hence  :=i   + -^  + -^   +-'   +^+i. 
R       n      r,      ra      ri      n      r^ 

If  there  are  only  two, 

1  I        1,1  r^rp 

then         =      +     ,  or   R  =  -  -        • 

Or,  in  words.  The  Joint  resistance  of  a  divided  circuit  is  equal  to  the  product  of  the 
tTvo  separate  resistances  divided  by  their  sum. 

The  branch  of  a  divided  circuit  added  to  reduce  the  current  in  the  other 
branch  is  technically  called  a  shunt,* 

Cross  Shunts. — Besides  these  simple  arrangements  of  circuits  and  shunts, 
more  complicated  currents  often  become  necessary,  both  for  practical  and  ex- 
perimental purposes.  The  behaviour  of  flowing  water  will  again  aid  us  jn  our 
explanations  of  some  of  these  arrangements.  The  Figs.  107,  108,  109  represent 
three  diflferent  systems  of  pipes.  In  each  of  the  three  figures  water  flows  from 
a  in  the  directions  of  the  arrows,  where  it  finds  two  pipes  through  which  it 
can  flow  to  c\  into  the  branch  pipe  with  the  greatest  cross  section  the  greatest 
amount  of  water  will  enter,  because  least  resistance  will  be  offered.  The 
quantity  of  water  flowing  at  f,  the  undivided  pipe,  will  be  equal  to  the 
quantity  of  water  entering  at  a,  and  the  total  amount  of  water  flowing  through 
<ibc  and  adc  will  be  equal  to  the  amount  of  water  in  the  undivided  pipe.  In 
Fig.  107  the  water  flows  in  the  direction  of  the  great  arrow  to  ^,  where  it  finds 
two  pipes  exactly  like  each  other,  abc^  adc.  The  water  will  be  equally  divided 
here,  and  through  each  pipe  half  of  the  original  amount  will  flow.  The  pipe 
bd  connects  abc  with  adc^  and  we  have  now  to  inquire  how  the  water  will 
flow  in  bd.  The  water  flowing  along  ab  and  ad  finds  at  b  and  at  d  the 
same  conditions  as  to  pressure.  The  pressures  from  b  io  d  and  from  d  to  b 
oppose  ea^  other,  and  thus  remain  in  equilibrium.  The  water  in  ^  ^  remains 
then  at  rest,  because  the  resistances  in  abczxid  adc  are  divided  at  the  points 
b  and  d  in  the  same  proportion.     For  the  same  reason  the  water  in  bd  (Fig.  108) 

•  Such  circuits  are  called  by  different  electricians  •* divided,'    "parallel,"  "side  by  side,    or 
•*  shunt  "circuits. 
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Fig.  107.— Cross  Water  Channel 


will  remain  at  rest,  although  the  pipes  a^^and  adczx^  here  different  from 
those  of  the  previous  figure,  and  offer  a  different  resistance.  The  resistance  of 
the  parts  of  pipes  to  each  other,  however,  remains  the  same  as  in  the  former 
case.  The  conditions  will  be  altered  in  the  arrangement  shown  in  Fig.  109. 
Here  the  water  divides  at  a  into  two  unequal  currents,  the  stronger  of  which  a  d 

arrives  at  d^  where  it  meets 
~*5^!^*-  a  much  smaller  pipe,  offer- 

ing a  greater  resistance. 
The  pressure  will  force 
water  along  the  cross  pipe 
db  beyond  b  in  the  direc- 
tion from  d  to  b.  This 
motion  will  be  favoured 
by  the  pipe  abc^  which, 
being  much  broader,  fa- 
cilitates the  farther  flow. 
Hence  such  an  arrange- 
ment as  that  shown  in 
Fig.  109  will  cause  the 
water  to  flow  in  the  direc- 
tion from  d  to  b. 

To  complete  the  ana- 
logy we  wish  to  trace,  let 
us  suppose  the  flow  to  be 
produced  by  a  difference 
of  level  between  the  points 
a  and  c  (Fig.  107).  Sup- 
pose the  stream  to  be 
flowing  by  two  channels 
abcy  adct  from  a  higher 
level  at  a  (where  the 
height  above  a  certain 
initial  level  is  V|)  to  a 
lower  level  v,  at  c.  For 
any  point  b  in  the  first 
channel  there  is  a  point 
d  in  the  second  which  is 
at  the  same  level.  If 
these  two  points  are  joined  by  a  channel  bd,  there  wiU  be  no  flow  along  ^/f, 
because  the  ends  are  at  the  same  level  v.  Let  us  now  follow  the  analogous 
arrangement  of  a  divided  electrical  current.  If  the  potentials  at  a  and  ^  be 
v„  v^  and  that  at  ^  be  z;,  then  there  will  alrays  be  a  point  d  in  a  d  c, 
havmg  the  potential  v,  and  if  this  point  be  joined  with  i^  by  a  wire 
b  d   \xi   which  there    '\%   a  galvanometer,    there    will    be   no   indications    of 


Fig.  108.— Cross  Water  Channel 


Fig.  109.— Cross  Water  Channel. 
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current  in  b  d.  Now  what  must  be  the  relations  between  the  resistances 
a  t^  bc^ad^dCy  tliat  there  may  be  no  current  in  bdl  By  the  extension  of 
Ohm's  law, 

the  current  in  any  part=<^"  °f  P^^^^tial  in  that  part 

resistance 


hence  current  in  a  ^= 


resistance  ab 


current  in  ^  f=- 


z/- V, 


current  in  a  d-=. 


resistance  b 

Vj-z; 


■I 


current  m  d  c-=^ 


resistances^  I 
resistances/^.  J 


But  when  there  is  no  current  in  b  d^ 
the  currents  m  a  b  and  ^  ^  are  the 
same,  and  so  are  those  ma  dy  d  ci 


hence 


V, -z; 


t'-v. 


or. 


resistance  a  b      resistance  b  c ' 
Vi~y    resistance  a  b 


Z'-Va 


'resistance  b  c. 
Similarly  from  the  last  two  : 


resistance  a  d      resistance  d  c  ^ 
V,  -  V    resistance  a  d 


or. 


z'  -  V,  '  resistance  d  c  . 

resistance  a  b 


Therefore 


Yvg.  1 10. — Cross  Shunt 


resistance  a  d 


resistance  b  c  resistance  d  c 
Fig.  no  represents  a  similar  arrangement  of  the  circuit  to  that  of  the  system 
of  pipes  just  now  explained.  The  current,  leaving  the  battery,  divides  at  a  into 
two  branches,  one  branch  flows  through  a  b,  the  other  through  ad ;  at  b  and  d 
the  currents  divide  again ;  one  portion  flows  through  b  c  and  dc  back  to  the 
battery,  the  other  portion  flows  from  b  to  d^  and  d  to  b.  The  two  currents 
flowing  in  b  dy  opposite  to  each  other,  will  either  weaken  or  entirely  neutralise 
each  other.  The  distribution  of  the  current  at  a  takes  place  in  inverse  propor- 
tion to  the  resistance  of  both  branches  :  if  this  proportion  for  the  two  branches 
^^and  dc  remains  unaltered,  being  the  same  as  for  the  whole  course  abCy  adcy 
the  currents  arriving  at  b  and  d  will  continue  to  flow  along  the  same  channels 
towards  c.  The  bridge  b  dy  therefore,  will  be  without  any  current  when  between 
the  four  parts  of  the  circuit  the  following  proportion  exists : 


resistance  oiab 
resistance  of  ^  ^ 


resistance  oi ad 
resistance  oi  dc' 
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If  the  resistances  in  one  branch  are  equal,  those  in  the  other  branch  must 
also  be  equal. 

'Wheatstone's  Bridge. — The  principles  laid  down  here  give  a  most  con- . 

venient  method  for  measuring  resistances.     The  instrument  or  arrangement  by 

which  it  is  applied  is  called  VVheatstone's  Bridge.     Like  all  the  so-called  nul 

methods,  which  consist  in  reducing  to  nought  the  current  in  a  particular  circuit, 

it  admits  of  great  accuracy.     The  simplest  mode  of  applying 

^MHIPN^        it  is  as  follows  :  Let  m  (Fig.  iii)  be  an  unknown  resistance, 

"^  pJLq^^     and  N  a  measured  resistance  that  may  be  adjusted  to  any 

Fig.  III.  required  value.    Let  ?  and  Q  be  two  other  equal  resistances. 

Arrange  m  and  n  in  one  branch,  and  p  and  Q  in  the  other 

branch  of  a  divided  circuit.     Connect  a  galvanometer  g  with  the  junction  of  m 

and  N  on  one  side,  and  the  junction  of  p  and  Q  on  the  other.     Adjust  n  until 

there  is  no  current  through  g,  then  m  =  n. 

Tables  of  Resistances  and  Conductivity. — It  has  been  already  stated 
that  the  resistance  of  a  conductor  depends  upon  its  dimensions  and  the  matter 
that  composes  it.     Matthiessen,  taking  copper  i,  found  the  following  values : 

specific  resistance. 

Silver           077 

Gold 1-38 

Aluminium *        2*29 

Zinc 2-82 

Iron 5*36 

Tin 676 

Platinum       7-35 

Lead             9*96 

German  silver          10*09 

Antimony     ...         18*07 

Mercury       47'48 

Bismuth        ...  64*52 

Graphite       iio6*oo 

Gas  carbon 2037*00 

From  this  table  we  learn  that  of  all  metals,  silver  offers  the  least  resistance, 
or,  which  is  the  same  thing,  silver  possesses  the  greatest  specific  conductivity ; 
we  can  easily  arrange  a  table  of  conductivity  by  taking  the  reciprocals  of  the 
above : 


Metal, 
Silver          

Specific  condttctivity, 
100 

Copper       

Zinc            

Iron            

Platinum 

77-43 

27*39 

14*44 

10-53 

Lead           

Mercury     

German  silver 

777 

1*03 

7.67 

Graphite, 

Gas  coal     

-0693 

0-0386 
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The  relative  conductivity  of  the  principal  liquids  used  in  batteries  may  be 
seen  from  the  following  values  found  by  Becquerel  (conductivity  of  silver  = 
100,000,000) : 

Conductivity. 
Copper  sulphate  a  saturated  solution           ...  5*42 

Ordinary  salt  „  „  31*52 


Copper  nitrate        ,,            „ 

8-99 

Zinc  sulphate          ,,            ,, 

577 

20  cc.  of  H2SO4  in  220  c.c.  water  ... 

88-68 

Nitric  acid       

9377 

Resistance  of  liquids  at  different  stages  of  concentration  may  be  seen  from 
the  following  table  by  Wiedemann  (resistance  of  platinum  =  i; : 


2  0  $ 
«  o  r 


37    grammes 

59 

11*42         ,, 
22*82         ,, 
45*84 
74-J^3 
\  183-96 


Resistance. 
499,000 
283,500 
147,200 
88,070 
79,560 
108,300 
508,000 


With  salt  solutions  the  resistance  diminishes,  as  the  amount  of  salt  increases, 
the  conductivity  of  pure  water  being  very  small.  The  behaviour  of  sulphuric 
acid  is  peculiar.  Up  to  a  certain  point  resistance  diminishes  with  the  increase 
of  concentration,  but  beyond  this  point  resistance  increases  with  further  con- 
centration. 

The  influence  of  temperature  upon  a  liquid  may  be  seen  from  the  following 
table  after  Wiedemann.  The  liquid  tested  was  formed  by  solution  of  187*02 
grammes  of  copper  sulphate  in  1,000  c.c.  water  : 


At    20*2*' 

C. 

the  resistance 

= 

1,907,000 

„      26*2 

»> 

= 

1,715,000 

„     37*5 

,, 

= 

1,419,000 

.,      5«*5 

,, 

■=, 

1,163,000 

„     6o*o 

,, 

= 

1,047,000 

„     75-6 

,, 

= 

894,000 

The  resistance  diminishes  as  the  temperature  increases,  a  result  which  is 
^ctly  opposite  to  what  occurs  with  metals.  Miiller  found  the  following  values 
for  copper  wire  at  different  temperatures : 


At2i«*C 

the 

resistance 

=        864 

„  a  dull  red  heat    ... 

♦  » 

=     2,100 

,,  a  red  heat 

»* 

=     2,450 

,,  a  bright  red  heat 

>> 

=     3,300 

„  a  white  heat 

,, 

=     4,700 

^enthe  wire  was  again  cooled  to  21'',  its  resistance  was  910. 
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Conductivity  for  carbon  increases  with  the  temperature,  thus  agreeing  with 
the  action  of  liquids.  Professor  Ayrton  thinks  this  seems  to  indicate  that 
carbon  may  be  a  compound,  and  not  an  element.  Mercury  follows  the  other 
metals — that  is,  conductivity  decreases  and  resistance  increases  with  temperature. 
Siemens'  Unit  of  Resistance. — ^To  determine  the  resistance  of  a 
conductor  we  must  have  some  unit.  Jacobi's  unit  of  copper  wire  i  metre  in 
length  and  of  i  millimetre  in  cross  section  proved  unsatisfactory,  because 
the  resistance  of  copper  is  considerably  altered  by  even  the  slightest  impurities; 
for  this  reason  Siemens  chose  the  mercury  unit,  which  is  much  used,  especially 
in  Germany.  It  consists  of  a  column  of  mercury  one  metre  in  length  and 
one  square  millimetre  in  cross  section.  Siemens*  unit  is  manufactured  by  the 
firm  of  Siemens  and  Halske,  of  Berlin.     When  it  would  be  inconvenient  to 

use  the  mercury,  copies  of  the  mercury 
unit  in  other  metals  may  be  used; 
German  silver  is  used  for  the  purpose, 
the  length  of  the  unit  being  accurately 
calculated  to  agree  with  the  mercury 
unit.  Fig.  112  represents  such  a  unit. 
The  German  silver  wire  is  coiled  and 
placed  in  a  cylindrical  box  (the  cover  of 

riuu-  ^A^-.  J^^^  which  is  omitted  in  the  diagram);   the 

^^^^BBI^^  ends  of  the  wire  are  well  connected  by 

means  of  screws  with  the  metal  bars  a  b 
Fig.  112.— Box,  with  Unit  of  Resistance.       and  cd.     The  screws  b  and  d  serve  the 

purpose  of  binding  screws  for  the  wires 
of  the  circuit.  The  adjoined  pieces  a  and  c  are  used  when  it  is  thought 
desirable  to  make  the  connections  by  dipping  the  ends  into  mercury  cups 
instead  of  by  binding  screws. 

Instruments  for  the  Measurement  of  Resistance. — ^With  the  help 
of  such  a  unit  it  would  be  very  easy  to  measure  the  resistances  of  different  wires 
by  a  Wheatstone's  Bridge.  It  is,  however,  often  convenient  to  have  an  instrument 
which  will  furnish  an  adjustable  measured  resistance  with  which  we  can  compare 
the  wire  under  examination.  Such  an  instrument  is  the  Rheostat,  which  has 
been  graduated  according  to  the  unit.  One  of  these  instruments  is  represented 
in  Fig.  113.  The  wire,  having  a  known  resistance,  is  wrapped  on  a  cylinder 
of  wood  turned  by  a  handle.  The  movable  terminal  carried  by  the  thick  rod 
s  s  presses  by  means  of  a  spring  against  the  wire,  which  acts  like  a  screw 
when  the  handle  is  turned,  and  moves  this  terminal  along  the  rod.  Any  number 
of  turns  and  fraction  of  a  turn  of  the  wire  can  thus  be  brought  into  the  circuit 
The  rheostat  shown  here  is  easily  injured,  and  has  many  faults;  it  is  there- 
fore not  used  now  so  much  as  formerly.  PoggendorfPs  rheochord,  represented 
in  Fig.  114,  is  a  more  reliable  instrument  The  two  platinum  wires  a  and  b 
are  fastened  at  one  end  to  the  small  copper  blocks  d  and  c ;  at  the  other  end 
e  /  the  wires  are  fastened  to  silken  cords,  which  run  over  the  rollers  g,  and 
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carry  weights  for  the  purpose  of  giving  the  platinum  wires  a  uniform  stretch. 
K  is  a  sheet-iron  box  filled  with  mercury,  which  has  the  sides  through  which 
the  wires  pass  made  of  glass.     The  instrument  is  inserted  in  the  circuit  by 


Fig.  113.— The  RheostaU 


Fig.  114.— Poggendorff's  Rheochord. 


Fig.  115. — Resistance  Box. 


means  of  the  screws  d  c.  The  current  enters  through  one  of  the  screws,  passes 
^ugh  the  wire  up  to  the  box,  through  the  mercury  to  the  next  wire,  and 
leaves  the  apparatus  through  the  other  screw.  It  is  easily  seen  that  by  moving 
the  box  along  the  two  platinum  wires  different  lengths  of  wire  can  be  inserted ; 
m  order  to  measure  these,  the  instrument  has  a  graduated  scale.  It  is,  however, 
difficult  to  obtain  the  wires  perfectly  uniform  through  their  whole  length. 
J 
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Resistance  Boxes. — If  greater  resistances  are  to  be  measured,  other  kinds 
of  apparatus  must  be  used.  Such  an  instrument  is  Siemens'  resistance  box,  repre- 
sented in  Fig.  115.  Fig.  116  represents  the  arrangement  of  two  resistance  coils 
of  such  a  box.  The  ends  of  a  coil  of  known  resistance  are  connected  with 
brass  pieces  m  m,  which  are  divided  from  each  other  by  a  small  space,  and  have 
each  of  them  a  semi-cylindrical  bore.  If  now  the  current  enters  one  of  these 
brass  pieces  it  cannot  flow  to  the  next  before  it  has  gone  through  the  coil  between 
them ;  but  the  current  can  pass  directly  from  one  brass  piece  to  the  other  when 
the  plug  s  is  inserted.  The  current  in  Fig.  116  would  have  to  flow  through  the 
two  resistance  coils  first  before  it  could  reach  the  third  piece  of  brass.  In  the 
resistance  box  (Fig.  115)  a  series  of  such  resistance  coils  of  increasing  resistance 
is  arranged.  The  resistance  of  each  coil  is  exactly  determined,  and  the  coils  are 
arranged  with  Siemens'  units,  in  the  following  manner  : 


I.  Row     . 

1 

2 

2 

5 

10 

10 

20 

50 

2.  Row    .. 

.     5,000 

2,000 

1,000 

1,000 

500 

200 

100 

100 

With  an  arrangement  like  this,  resis- 
tances from  I  to  10,000  Siemens'  units 
can  be  measured.  To  measure  frac- 
tions of  a  unit,  resistance  coils  of  o'l, 
o'2,  o'2,  and  0*5  Siemens'  units  are 
added,  or  the  unit  may  be  subdivided 
by  making  it  one  branch  of  a  Wheat- 
stone's  bridge.  When  the  resistance 
box  (Fig.  115)  is  used,  care  ought  to  be 
taken  that  all  the  metal  parts  are  bright, 
especially  the  bores,  and  that  the  plug 
is  firmly  placed  into  the  hole  with  a 
screwing  motion. 

Galvanometers. — To  determine 
the  resistance  of  a  conductor  we  need  a 
galvanometer.  Various  constructions 
and  forms  of  galvanometers  are  in  use, 
but  we  shall  find  it  sufficient  for  our  purpose  at  this  point  to  describe  the  tangent 
galvanometer,  shown  in  Fig.  117.  The  copper  ring  r,  terminating  in  the  binding 
screws  Kj  K,,  is  placed  on  a  wooden  frame,  as  represented  in  the  figure.  On  the 
metal  pillar,  insulated  from  the  ring,  is  the  box  b  and  the  magnetic  needle, 
which  is  suspended  by  means  of  a  cocoon  thread  from  the  tube  /.  The  box 
b  has  a  graduated  circle,  the  centre  of  which  coincides  with  the  centre  of  the 
copper  ring.  The  graduation  of  the  scale  is  so  arranged  that  the  zero  point  lies 
in  the  plane  of  the  ring.*     Before  using  the  instrument,  then,  we  must  adjust 

*  In  many  instruments  the  needle  is  a  small  lozenge-shaped  piece  of  steel,  and  to  indicate 
the  angle  of  deflection  a  long  light  pointer  of  drawn-out  glass  is  fixed  across  it.  In  this  case  the 
2ero-point  is  90*  from  the  plane  of  the  ring,  for  it  is  not  the  needle  but  the  pointer  that  indicates 
the  deflection. 


Resistance  Coil  and  Plug. 
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it ;  that  is,  we  must  turn  the  ring  until  the  needle  points  to  o.  When  we  con- 
nect the  wires  of  the  source  of  electricity  with  k^,  yl^  the  current  will  flow  round 
the  copper  ring,  and  cause  the  needle  to  be  deflected.  The  earth's  magnetism 
tends  to  bring  the  needle  back  again  to  its  former  position  of  rest,  but  after 
a  few  oscillations  the  needle  at  last  remains  stationary  at  the  position  in  which 
the  effects  of  the  current  and  _ 

of  the  earth's  magnetism  balance 
each  other.  The  deflection  of 
the  needle  will  be  the  greater 
the  greater  the  current  is,  and 
for  equal  currents  the  needle 
will  show  the  same  deflection. 
MTien  the  needle  is  small,  so  that 
it  moves  within  a  space  that  may 
be  considered  a  uniform  **  field  " 
due  to  the  current,  the  strength  of 
the  current  is  directly  proportional 
to  that  function  of  the  angle 
of  deflection  called  the  tangent. 
WTien  we  know  the  angle,  a  book 
of  trigonometrical  tables  has  to 
be  consulted  to  find  the  tangent 
Currents  proportional  to  the 
numbers  i,  2,  3,  etc,  produce 
deflections  whose  tangents  are  as 
the  numbers  i,  2,  3,  etc  If  c 
be  the  strength  of  current,  r  the 
radius  of  the  ring,  h  the  hori- 
zontal component  of  the  earth's 
magnetic  force,  and  Z  the  angle 
of  deviation,  then 

r  _ 

c  =  —  H  tan  0 

2   IT 

01  c  =  a  tan  I. 

where  a  is  a  constant  depending  on  the  size  of  the  ring  and  the  earth's  magnetic 
force. 

Measurement  of  Resistances. — We  are  now  in  a  position  to  measure 
the  resistance  of  any  wire.  We  may  make  the  experiment  in  many  ways, 
one  of  the  simplest  being  as  follows  :  A  complete  circuit  is  made  with  a 
constant  galvanic  element,  a  galvanometer,  and  the  wire  whose  resistance  is  to 
be  taken.  The  deflection  of  the  needle  is  noted,  and  the  wire  to  be  measured 
removed,  and  in  its  stead  is  placed  a  rheostat,  or  resistance  box.  Resistance  is 
now  added  until  the  needle  shows  the  same  deflection  as  before.  This  resistance 
will  be  equal  to  the  resistance  of  the  wire  under  examination.  This  method  of 
J  2 


Fig.  117. — The  Tangent  Galvanometer. 
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determining  the  resistance  (called  the  method  of  substitution)  has  several  de- 
fects. Between  the  first  and  second  reading  a  certain  time  passes,  during  which 
the  E.  M.  F.  and  internal  resistance  of  the  battery  might  have  undergone  some 
change.  We  may  partly  eliminate  the  error  by  again  inserting  the  resistance 
to  be  measured,  and  taking  the  mean  of  the  two  observations. 

The  method  with  Wheatstone's  bridge  is  not  open  to  this  objection.  We 
have  seen  that  in  an  arrangement  like  that  represented  in  Fig.  no,  the  con- 
necting wire  b  d  \^  without  a  current  when  the  resistances  of  the  remaining  four 
wires  stand  as  follows  : 

resistance  oi  a  h  resistance  oi  a  d 


resistance  oi  b  c 


resistance  oi  d  c 


Fig  ii8  shows  us  how  to  use  this  principle  and  to  measure  resistances  with  the 
bridge.      The  screws  abed  are  fixed  at  the  corners  of  a   rhombus ;   the 

screws,  e  g  h  \n  two  sides 
meeting  at  a  point  ^  The 
wires  a  b  and  ^  r  are  equal 
to  each  other,  and  possess 
the  same  resistance;  the 
wires  a  e^f  d^d  g,  and  h  c 
are  also  equal  to  each 
other,  and  have  the  same 
resistance.  The  connect- 
ing wire  d'&b  ^ill  be  with- 
out a  current  when  the  re- 
sistances of  the  wires  a  b 
and  ^  ^  are  to  each  other 
as  all  the  resistances  be- 
tween a  and  ^/  are  to  all 
resistances  between  </and  c, 
A  galvanometer  is  inserted 
at  B ;  the  wire  under  exami- 
nation w  is  inserted  be- 
tween e  and  /;  and,  lastly,  any  rheostat  or  box  of  coils  R  between  g  and  h. 
When  in  this  circuit  the  connecting  wire  ^/  b  ^  is  to  be  without  current,  the 
following  proposition  must  be  true  : 

resistance  oi  a  b  total  resistance  between  a  and  d 


Wheatstone's  Bridge. 


resistance  oi  b  c 


total  resistance  between  d  and  c 


We  have  already  pointed  out  that  when  the  wires  a  b  and  ^  ^  are  of  the  same 
resistance,  and  no  current  passes  through  d^b,  the  sums  of  the  resistances 
between  ^^and  dc  must  be  equal.  Again,  in  this  case,  since  the  vdrtsaey/d, 
dg,  and  h  c  are  equal  to  each  other,  the  resistance  of  w  must  be  equal  to  the 
resistance  between  g  and  h. 

Another  way  of  using  the  bridge    is  to  stretch  the  wire  a  b  c  (usually  a 
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gennan  silver  wire)  over  a  graduated  scale,  and  to  make  ^  a  "  slider "  or  binding 
screw  that  makes  contact  with  the  wiie,  but  may  be  moved  to  any  part  of  it. 
Then  r  may  be  a  known  resistance  not  necessarily  equal  to  w,  and  when  b  is 
moved  until  there  is  no  deflection  of  b  we  shall  have, 

w  :  R  as  the  length  o{  a  b     :     the  length  of  b  c. 

To  Measure  the  Resistance  of  Liquids. — To  determine  the  resistance 
in  liquids,  the  above  methods  cannot  be  employed ;  liquids  being  decomposed 
by  the  electrical  current.  Horsford  has  shown  how  to  compensate  for  the 
E.  M,  F.  generated  by  the  products  of  decomposition.  He  joins  up  in  the  same 
circuit,  beside  the  galvanometer  and  rheostat,  a  vessel  containing  the  liquid,  and 
supplied  with  suitable  electrodes.  The  two  electrodes  are  first  immersed  at  a 
fiKd  distance  from  each  other  in  the  liquid.  The  deflection  of  the  needle  will 
then  indicate  the  difierence  of  the  e.  m.  f.  of  the  battery  and  of  the  liquid  under 
examination,  for  the  resistance  of  the  rheostat  and  that  of  the  column  of  liquid 
lying  between  the  electrodes.  The  two  electrodes  are  now  removed  farther  from 
each  other,  so  that  the  column  of  liquid  becomes  larger,  and  also  the  resistance. 
The  needle  will  consequendy  show  a  smaller  deflection.  If  now  by  means  of 
the  rheostat  such  a  resistance  is  removed  as  will  restore  the  original  deflection,  the 
resistance  removed  will  be  equal  to  the  resistance  of  the  column  of  liquid  added. 
Measurement  of  Electromotive  Force. — The  e.  m.  f.  of  a  galvanic 
element  may  be  ascertained  by  taking  the  diff*erence  of  potentials  at  the  two 
poles  by  a  Thomson's  quadrant  electrometer.  But  more  indirect  methods  of 
detennination  are,  as  a  rule,  more  convenient.  We  may  measure  the  resistance 
and  current  of  the  element,  and  calculate  the  e.  m.  f.  from  these  values,  by 
means  of  Ohm's  law.  As  we  required  a  unit  for  measuring  resistance,  we  require 
a  unit  for  measuring  e.  m.  f.  In  Germany  the  e.  m.  f.  of  a  Daniell's  element  is 
much  used  as  a  unit. 

The  E.  M.  F.'s  of  two  cells — a  Grove's  and  a  DanielFs,  for  instance — may  easily 
be  compared  by  the  following  method.    Let  e^  and  E2  be  the  cells  to  be  compared. 
Q  Stretch  a  German  silver  wire  a  b  about  a 

metre  long  over  a  scale.  Take  a  battery 
the  E.  M.  F.  of  which  is  known  to  be 
greater  than  either  e^  or  Eg  and  join  it 
up  with  a  by  the  zinc  being  towards  a. 
Join  Ej  and  e^  with  galvanometers  Gj  and 
Gg  in  their  circuits,  so  that  the  wires  from 
p«     jjQ^  the  zincs  come  to  a^  and  the  positive 

wires  to  movable  points  /  and  q.  Move 
p  along  a  b  until  there  is  no  deflection  of  g,  and  then  do  the  same  with  q.  Then 
El  is  equal  and  opposite  to  the  d.  p.  between/  and  a,  and  Eg  to  the  d.  p.  between 
q  and  a.  But  the  fall  of  potential  along  b  a  varies  as  the  resistance  (Ohm's  law), 
and  therefore  as  the  length.  Hence  e^  :  Eg  as  the  length  a  /  :  the  length  a  q. 
At  the  Congress  in  Paris,  in  1881,  it  was  agreed  to  adopt  certain  practical  units 
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which  are  so  related  that  Ohm*s  law,  and  other  laws  connecting  electrical  quan- 
tities, may  receive  their  simplest  expression  when  the  measurements  are  expressed 
in  these  units.  For  instance,  the  units  of  quantity  and  of  strength  of  current  are 
so  related,  that  when  the  former  passes  through  a  cross  section  of  the  circuit 
in  a  unit,  of  time,  the  current  caused  has  the  unit  of  the  strength  of  current. 
According  to  this  plan  we  must  consider  the  unit  of  e.  m.  f.  that  which  gives  to 
the  unit  of  electrical  quantity  the  unit  of  current. 

If  we  know  the  unit  for  the  strength  of  current  as  well  as  the  unit  of  e.  m.  f., 
we  can  easily  find  the  unit  of  resistance.     According  to  Ohm*s  law,  we  have, 


unit  of  resistance  = 


unit  of  the  e.  m.  f. 
unit  of  strength  of  current 


« 


We  shall  subsequently  explain  the  connection  of  the  practical  units  with  the 
unit  of  length  (the  metre),  mass  (the  gramme),  and  time  (second),  that  is  to  say, 
with  the  C.  G.  S.  system  of  units.  For  the  present  it  will  suffice  to  name  these 
units,  and  indicate  a  mode  of  producing  them.  As  a  rule  the  practical  units 
receive  the  names  of  great  physicists. 

The  unit  quantity  is  the  coulomb.     It  is  the  quantity  that  sets  free  -0000105 

gramme,  or  '000162  grain  of 
hydrogen.  When  the  coulomb 
flows  past  any  section  of  a 
circuit  per  second,  the  cur- 
rent has  a  unit  strength.  This 
unit  current  is  called  an  am- 
pere, (Anglicised  ampere).  A 
current  of  one  ampere,  if  used 
to  set  free  hydrogen  from 
water,  liberates  '0000105 
grammes  a  second;  or  if  to 
decompose  a  silver  salt,  '0175 
grain  of  silver  per  second. 

The  unit    difference    of 
potential  is  called  the  volt. 

The  E.  M.  F.  of  an  ele- 
ment is  measured  by  the 
difference  of  potentials  at  the 
poles  of  the  unclosed  ele- 
ment. If,  therefore,  we  have 
an  element  whose  difference 
of  potentials  is  =  i  volt,  we 
may  consider  the  e.  m.  f.  of 
this  element  to  be  the  unit 
of  E.  M.  F.,  and  call  it  i  volt. 
If  we  compare  the  e.  m.  f.  of  a  Daniell's  cell  with  the  volt,  we  find  that  i  Daniell 


Fig.  120.— A  Multiplier. 


Fig.  121.  —The  Vertical  Galvanoscope. 


Digitized  by 


Google 


Lajvs  and  Measurement  of  the  Current, 


135 


has  an  e.  m.  f.  of  1*12  volts.  Bunsen*s  element  has  an  e.  m.  f.  of  1*95  volts. 
If  now  in  a  circuit  resistance  is  so  regulated  that  by  an  e.  m.  f.  of  i  volt  the 
strength  of  the  current  becomes  one  ampere,  we  have  the  amount  of  resistance 
which  has  been  chosen  for  the  unit,  and  which  is  called  the  ohm.  Volt,  Ampere, 
and  Ohm,  according  to  Ohm's  law,  have  the  following  relation  to  each  other  : 

I  volt 

The  ohm  is  equal  to  1*0493  S.  of  Siemens'  unit  of  resistance,  and  is  the  resist- 
ance of  a  column  of  mercury  at  o^  C,  one  square  millimetre  in  section,  and 
106  centimetres  in  length. 


^^ 


Fig.  122. — The  Astatic  Galvanometer. 

Instruments  for  detecting  the  Presence  and  Direction  of  a 
Current. — When  the  direction  and  approximate  strength  of  a  current  only 
are  required,  very  simple  apparatus,  known  under  the  name  of  galvanoscopes,are 
used.  To  roughly  estimate  the  strength  of  a  current,  an  instrument  as  shown  in 
Fig.  1 20  is  frequently  used ;  it  consists  of  a  wooden  frame  which  has  a  few 
turnings  of  a  thick  wire.     We  may  term  it  a  multiplier. 

A  more  sensitive  instrument  is  the  vertical  galvanoscope  (Fig.  121).  Here 
two  magnets  are  placed  parallel  to  each  other  so  that  the  north  pole  of  one  is 
over  the  south  pole  of  the  other.  Such  an  arrangement  of  the  needle  is  known 
as  astatic.  The  earth's  magnetism  has  very  little  eflfect  upon  it,  and  this  arrange- 
ment shows  greater  sensibility  to  currents.  It  is,  however,  difficult  to  make  two 
needles  so  that  their  magnetisms  shall  be  of  exactly  equal  strength.  Hence, 
to  compensate  for  the  eflfects  of  the  earth's  magnetism,  a  magnet  n  s  is  intro- 
duced which  can  be  adjusted  by  means  of  the  screw  k. 
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To  measure  very  weak  currents  and  take  rcry  accurate  readings,'  even  this 
instrument  is  not  sufficiently  sensitive,  and  the  instrument  employed  is  the  multi- 
plier, shown  in  Fig.  122,  which  may  be  called  a  differential  astatic  galvano- 
meter. It  has  two  coils  that  may  be  connected,  so  that  the  same  current  goes 
round  both  in  the  same  direction  or  in  different  directions,  or  they  may  be  used 
separately.  The  frame  for  the  coils  and  the  astatic  needle-pair  are  separately 
drawn.  The  frame  with  the  coils  is  fastened  upon  a  horizontal  metal  disc, 
which  moves  upon  the  bottom  plate,  and  is  maintained  in  a  horizontal  position 
by  means  of  three  levelling  screws.  The  screw  s  is  to  arrest  the  motion  of  the 
disc  with  the  coils  when  the  zero  of  the  scale  is  brought  into  the  magnetic 
meridian.  One  of  the  coils  has  about  100  turnings ;  the  other  about  10,000. 
The  four  binding  screws  p  to  o  are  in  connection  with  the  ends  of  the  two  coils. 
The  needle  is  hung  from  the  metal  support  e  f  o.     The  screw  k  is  for  the 

purpose  of  raising  or  lowering  the  needles. 
The  number  of  windings  which  must  be 
given  a  multiplier  depends  entirely  upon 
the  purpose  for  which  it  is  to  be  used. 
When  used  in  a  circuit  of  small  resist- 
-^--4p— ty  ance,  fewer  turnings  of  wire  will  suffice, 
whilst  when  used  with  great  resistance  a 
coil  of  many  turnings  has  to  be  used. 

The  greatest  accuracy  in  measuring 
the  deflection  of  the  needle  is  obtained 


m 


•      Fig.  123.— The  Minor  and  Scale.  by    taking    reflected    readings    upon    a 

lengthened  scale.  Before  describing  a 
reflecting  galvanoscope,  we  will  explain  the  principle  on  which  it  acts,  s  s  (Fig. 
123)  represents  a  small  mirror.  If  a  ray  of  light  in  the  direction  Q  6  falls  upon 
this  mirror,  it  will  be  reflected  in  the  direction  op.  m  m  is  some  kind  of  scale, 
say  a  metre  (divided  into  millimetres),  and  f  is  a  telescope;  an  eye  looking 
through  F  will  see  the  division  at  q.  Another  way  of  using  the  scale  is  to 
replace  the  telescope  by  a  lamp  which  will  send  a  beam  of  light  first  to  the 
mirror  and  thence  to  the  scale.  From  the  drawing  it  may  be  seen  that  the  spot 
of  light  will  move  farther  along  the  scale  the  greater  the  angle  through  which 
the  mirror  is  turned.  It  will  be  noticed  also  that  very  slight  turnings  of  the 
mirror  correspond  to  very  considerable  distances  on  the  scale,  and  these  dis- 
tances become  greater  the  farther  the  scale  and  telescope  are  removed  from  the 
mirror.  Suppose  the  mirror  ss  fastened  to  the  magnet  ns,  even  the  slightest 
motion  of  the  magnet  will  be  recorded  by  the  spot  of  light  reflected  on  to  the 
scale  from  the  mirror. 

The  reflecting  galvanometer  originally  constructed  by  Weber  is  shown  in  Fig. 
124: //"A  are  the  termini  of  coils;  n  the  needle;  kk  the  box  containing  the 
mirror.  The  instrument  has  since  undergone .  many  alterations,  although  the 
principle  has  remained  the  same.  Wiedemann  somewhat  improved  upon  it 
by  giving  it  a  mirror  of  steel,  which  he  then  magnetised ;  so  that  mirror  and 
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magnet  consisted  of  one  piece.  In  England  and  America  a  form  devised  by  Sir 
William  Thomson  is  chiefly  used.  Fig.  125  represents  an  instrument  manufactured 
by  the  firm  of  Siemens  and  Halske,  of  Berlin,  in  which  the  magnet  m  has  a  peculiar 
form  ;  it  is  made  of  a  hollow  steel  cylinder,  open  at  one  end,  and  closed  by  a 


Fig.  124.— Weber's  Reflecting  Galvanometer.     Fig.  125. — Siemens  and  Halske's  Galvanometer. 

hemisphere  of  the  same  metal  at  the  other  end.  This  cylinder  is  cut  open 
through  its  length,  and  magnetised  in  such  a  manner  that  the  north  and  south 
poles  n  s  are  at  the  open  end.  The  bell  magnet  (as  it  is  called)  has  this  ad- 
vantage, that  without  diminishing  the  magnetic  moment,  the  moment  of  inertia 
becomes  less.  The  magnet  hangs  in  the  cylindrical  bore  of  a  massive  copper 
baD  K,  and  is  connected  with  the    mirror   s   by   means  of  a   small  rod  of 
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aluminium.  R  R  are  the  coils,  and  k  k  the  screws.  The  frame  f  has  levelling 
screws  for  adjustment.  It  has  been  stated  that  the  magnet  swings  in  a  more  or 
less  massive  copper  case  \  to  understand  the  reason  for  this,  we  must  here  give 
an  explanation  which  will  be  repeated  more  fully  at  a  later  stage.  It  has  been 
stated  that  electrical  currents  are  generated  in  a  closed  circuit  near  a  moving 
magnet.  These  currents  either  attract  or  repel  the  poles  of  the  magnet,  accord- 
ing to  their  direction  \  they  attract  when  the  magnet  moves  away,  and  repel 
when  the  magnet  approaches.  In  both  cases  they  resist  the  motion.  This 
soon  causes  the  magnet  to  cease  swinging  and  assume  its  fixed  position. 
This  deadening  of  the  oscillation  is  the  more  effective  the  less  the  resistance 
the  neighbouring  conductor  offers  to  the  induced  electrical  currents,  and  this 
is  the  reason  why  a  magnet  ought  to  be  surrounded  by  a  thick  mass  of  copper. 


Figr  126. — Deprez's  Galvanometer. 

The  instruments  we  have  already  described  enable  us  to  detect  even  the 
weakest  currents ;  but  for  quick  and  direct  measurements  of  such  powerful  cur- 
rents as  electrical  industry  makes  use  of  now-a-days,  they  are  insufficient.  Apparatus 
for  such  purposes  has  been  constructed  by  Deprez,  Ayrton,  Perry,  and  others. 

Galvanometers  for  Strong  Currents. — Deprezs  galvanometer  for 
strong  currents  is  represented  in  Figs.  126  and  127.  h  is  a  horse-shoe  magnet ; 
R  a  wooden  frame,  which  has  a  copper  band,  and  several  turnings  of  wire  d. 
One  set  of  binding  screws  k  is  in  connection  with  the  copper  band,  and  the 
other  binding  screws  k^  are  in  connection  with  the  coil.  Inside  the  frame  is  a 
soft  iron  plate  s,  which  has  ten  incisions  on  each  side,  and  moves  round  a  hori- 
zontal axis  upon  two  knife  edges.  One  of  these  edges  is  seen  at  a  in  Fig.  127. 
The  parts  of  s  become  magnetised  by  induction  of  the  magnet,  whenever  an  elec- 
trical current  flows  round  them,  and  are  deflected  from  their  position  of  rest.  When 
the  galvanometer  has  no  current  the  little  weight  G  brings  the  iron  plate  back 
into  its  first  position.  The  motion  of  the  plate  is  indicated  by  the  pointer 
z,  which  moves  along  the  scale  t.  To  make  it  more  convenient  for  use,  the 
instrument  is  usually  gauged  in  amperes;  that  is  to  say,  it  is  determined  by 
experiments  in  what  proportion  the  divisions  in  the  scale  stand  to  an  ampere. 
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•  The  ammeter  (amperemeter)  ot  Ayrton  and  Perry  also  gives  direct 
readings  in  amperes.  A  very  light  magnetic  needle  c  (Fig.  128)  can  move  freely 
in  the  magnetic  field  formed  by  the  armatures  n  and  s  of  the  magnet  a  b.  The 
two  coils  DD  consist  each  of  ten  wires,  and  are  so  arranged  that  each  deflection 
of  the  needle  is  directly  proportional  to  the  strength  of  the  current.  The  wires 
are  in  connection  with  a  cylinder  having  contact  springs  (Fig.  129).  By 
simply  turning  this  cylinder,  the  sixty  wire  turnings  of  the  instrument  can  be 
arranged  either  in  series  or  parallel.  The  instrument  is  very  sensitive,  and  at  the 
same  time  is  easily  graduated  at 
any  time.  In  both  Deprez's  and 
Ayrton  and  Perry's  instruments 
the  influence  of  the  earth's  mag- 
netism v&  reduced  to  a  minimum 
by  having  the  needle  in  a  strong 
magnetic  field.  A)rrton  and  Perry 
have  constructed  a  voltmeter  on 
a  similar  principle  to  that  of 
their  ammeter.  The  difference 
is  that  the  voltmeter  has  coils  of 
400  ohms  resistance,  and  mea- 
sures the  difference  of  potentials 
between  two  points  in  volts, 
whereas  in  the  ammeter  the  re- 
sistance in  series  is  about  03 
ohms  and  parallel  0*005,  the  latter 
being  more  than  one-hundredth 
of  the  former,  in  consequence  of 

the  resistance  of  the  small  leading  wires  inside  the  instruments.*  The  ammeter 
is  calibrated  in  series  and  generally  used  in  parallel  circuit,  whereas  the 
voltmeter  is  calibrated  in  parallel  circuit  and  used  generally  in  series,  and 
then  indicates  from  i  volt  per  degree  in  some  instruments  to  5  volts  per 
degree  in  others,  the  total  deflection  of  45^  in  the  latter  case  corresponding 
with  225  volts.  But  just  as  the  ammeter  can  be  conveniently  used  in  series, 
when  testing  the  comparatively  small  currents  passing  through  a  single  incan- 
descent lamp,  so  the  voltmeter  may  be  used  in  parallel  circuit  for  testing 
electromotive  forces  of  two  or  three  volts,  such  as,  for  example,  the  electro- 
motive forces  of  one  or  two  Faure's  accumulators.  To  calibrate  the  voltmeter, 
the  commutator  is  turned  to  parallel^  and  a  current  sent  through  the  instru- 
ment by  a  cell  of  known  electromotive  force  E,  but  of  unknown  resistance, 
producing,  say,  a  deflection  of  D^ ;  the  plug  attached  to  the  instrument  is 
now  taken  out,  which  has  the  effect  of  adding  a  resistance  of  4  ohms,  and 

•  The  voltmeters  are  now  made  with  each  coil  having  a  resistance  of  200  ohms,  so  that  the  instru- 
ment in  series  has  a  resistance  of  2.000  ohms,  and  in  parallel  circuit,  20  ohms,  the  resistance  coil 
being  also  of  ao  ohms. 


Fig.  127. — Deprez's  Galvanometer. 
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a  second  deflection  D^  obtained.      From  this  it  can  easily  be  proved  that  an 


electromotive  force  lo 


Di~Di 


Di  D, 


^  E  volts  between  the  terminals  of  the  instrument 


when 


will  produce  a  deflection  of  lo*'  when  tiie  commutator  set  to  parallel,  or  i*= 
to  series. 

Keys  and  Connectors. — In  tracing  the  effects  of  currents  we  shall 
have  occasion  to  mention  connectors  of  various  kinds.  A  key  is  an  instrument 
which  is  used  when  the  circuit  has  occasionally  to  be  closed  or  broken,  hplug 
is  better  than  a  key  when  a  portion  of  the  apparatus  has  to  be  thrown  out  or 
brought  into  the  circuit  at  will.    {See  resistance  box,  Fig.  115.)    A  switch  is  a  kind 


\ 


Fig.  128.— Ayrtonand  Perry*s  Ammeter.  Fig.   129. — ^Ayrton  and  Perry's  Ammcler. 


of  key  which  enables  us  to  divert  a  current  from  one  wire  to  another.  A  com- 
mutator enables  us  to  send  a  current  through  a  given  instrument,  first  in  one 
direction,  then  in  the  other.  We  frequently  require  to  make  and  break  contact 
suddenly,  and  it  would  be  very  troublesome  to  have  to  remove  the  wires  to 
effect  the  change.     Instruments  are  used  for  the  purpose  called  contact-breakers. 

Fig.  130  represents  the  instrument  known  as  Dubois'  key,  in  which  contact  is 
made  by  a  brass  piece  r,  that  can  be  moved  in  the  direction  shown  by  the  dotted 
lines. 

Pohl's  gyrotrope,  or  commutator,  is  shown  in  Fig.  131.  Six  hemispherical 
holes  are  made  in  a  board,  and  filled  with  mercury  ;  those  numbered  5  and  2  and 
those  numbered  3  and  6  are  connected  with  each  other  by  means  of  copper  wire. 
Into  I  and  4  dip  pointed  copper  bars  m  and  «,  which  have  a  glass  bar  separating 
them.  The  two  metal  rods  c  ^and  a  b  are  arrajiged  in  arcs  as  shown  in  the  figure. 
When  in  use,  the  poles  of  the  battery  dip  into  i  and  4.  Into  2  and  3,  or  5  and 
6,  dip  the  poles  of  the  circuit  s ;  when,  as  in  the  diagram,  2  and  3  are  in  contact 
with  the  circuit,  the  current  from  the  battery  in  i  will  reach  2  through  m  a, 
pass  the  circuit  s,  and  reach  3  \  pass  c  and  «,  reach  4,  and  will  then  flow  back 
again  to  the  battery.     If  now  we  want  to  change  the  direction  of  the  current, 
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all  we  have  to  do  is  to  let  d  and  b  dip  into  5  and  6.  The  current  now 
flows  from  I,  through  m  and  b  into  6,  passes  by  means  of  the  copper  wire  into 
3,  flows  through  the  circuit  backwards  into  2,  through  the  second  copper  rod 
(having  one  side  insulated)  into  5,  and  through  d  and  n  back  to  the  battery. 
The  same  result  is  obtained  by  Ruhmkorff"  in  a  different  manner  by  means  of 
his  commutator,  shown  in  Fig.  132.  w  is  a  cyhnder,  consisting  of  a  non-con- 
ducting substance,  such  as  ebonite,  having  a  semi-cylindrical  plate  of  copper  round 


Fig.  130.— Dubois'  Key. 


Fig.  131.— Pohl's  Commutator. 


it.  The  way  in  which  the  copper  plate  is  fastened  to  the  cylinder  is  shown  in 
the  separate  portion  of  the  diagram.  The  axis  of  the  cylinder  consists  of  the 
two  pieces  e  and  g^  which  are  insulated  from  each  other.  The  copper  plate  is 
fastened  by  means  of  metal  screws  to  the  cylinder  in  the  following  manner  :  Sj 
and  83  are  in  contact  with  the  metal  axes  e  and.  ^  respectively,  while  the 
remaining  two  screws  only  reach  the  insulating  substance  of  the  cylinder.  The 
screw  S|  connects  the  copper  plate  k  with  the  axis  ^,  and  the  screw  Sj  connects 
the  copper  plate  k^  with  the  axis  g.  The  binding  screws  a  and  b  are  fastened 
upon  the  copper  springs/^  and/2.  When  the  cylinder  is  turned  so  that  the  two 
copper  plates  are  at  the  top  and  bottom  respectively,  both  springs  lie 
upon  the  insulating  cylinder,  and  hinder  the  current  from  passing ;  in  other 
words,  they  break  contact.  When  the  cylinder  is  now  turned  so  that  the  two 
copper  plites  stand  horizontally  or  at  the  side,  one  spring  lies  upon  one  of  the 
copper  plates,  and  the  current  may  pass  through  the  commutator   in  one  or 
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the  other  direction.  This  instrument,  therefore,  may  be  used  as  contact- 
breaker  as  well  as  current-reverser.  When  the  spring  f^  is  in  contact  with  >tj, 
and/2  with  k^  the  current  takes  the  following  route.  It  enters  at  a,  passes 
through  the  copper  plate  k^  and  the  screw  Sy,  and  then  reaches  the  axis  e, 
along  which  it  flows  to  the  metal  support  and  the  screw  c.  It  then  flows 
through  the  circuit,  enters  the  axis  g  B.t  d  through  the  other  support,  then  to 
the  screw  s^,  to  ^,  to/o,  and  finally  through  the  screw  d  back  again  to  the  battery. 
If  now  we  give  the  cylinder  a  turn  of  180**,  so  that  k  is  in  contact  with/2,  and>^3 
with  /i,   the  current  will    flow   through  the  circuit  in  the  opposite  direction. 


Fig.  132. — Ruhmkorff's  Commutator, 

The  current  reaches  the  instrument  again  at  a,  enters/,  which  is  now  connected 
with  itgj  passes  then  from/  to  the  screw  jg?  ^o"^  there  to  g  and  dy  and  then 
through  the  circuit  ^,  the  axis  ^,  the  screw  s^,  the  copper  bolster  k,  the  spring 
/,  the  screw  3,  and  back  again  to  the  battery. 

In  devoting  our  attention  to  the  effects  of  the  galvanic  current,  we  may 
divide  them  into  two  classes  :  effects  within  the  circuit  and  effects  without  it. 

EFFECTS    OF   A   CURRENT   WITHIN    THE    CIRCUIT. 

Heating  Effects. — A  short  time  after  the  discovery  of  the  galvanic 
current,  it  was  observed  that  a  wire  which  has  a  current  passing  through  it  may 
become  considerably  heated.  Davy  (i  778-1 829)  knew  that  the  heating  becomes 
the  more  noticeable  the  stronger  the  current  and  the  greater  the  resistance  of 
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the  wire;  but  exact  investigations  were  first  made  by  Joule  (1841).  To  show 
that  a  wire  becomes  heated  when  a  current  passes  it,  he  made  use  of  the 
apparatus  shown  in  Fig.  133.  The  thermometer  s  has,  instead  of  the  ordinary 
bulb  for  the  mercury,  a  tube  g  bent  in  spiral  form.  The  lower  end  of  this  tube 
/  has  a  platinum  wire  fused  into  the  glass,  and  connected  with  the  binding  screw 
^1 ;  a  platinum  wire  is  also  fused  into  the  glass  at  /g,  and  connected  with  k^. 
\Vhen  the  poles  of  a  galvanic  battery  are  attached  to  k^  and  ^^o,  the  curtent  will 
have  to  pass  through  the  mercury  in^.  The  mercury,  becoming  heated,  will 
expand,  and  the  extent  of  the  expansion  will  be  shown  by  the  rising  of  the 
mercury  in  the  tube  s.     Joule  also  measured  the  heating  effect  of  a  current 


^ig-   133.— Joule's  Current  Calorimeter. 


Fig.  134. — Lcnz's  Current  Calorimeter. 


on  a  wire  in  other  ways.  One  of  his  plans  consisted  in  winding  a  wire 
round  a  very  sensitive  thermometer,  and  immersing  it  in  water.  By 
this  means  he  found  the  following  to  be  the  law :  the  heat  generated  in  a 
conductor  by  a  current  is  directly  proportional  to  the  resistance  of  the  con- 
ductor. He  further  thought  that  the  heat  generated  in  a  certain  wire  at 
the  same  time  by  a  current  changing  its  strength  must  be  proportional  to  the 
square  of  the  strength  of  current.  Experiments  made  by  others  confirmed 
this  conclusion,  and  the  law,  known  under  the  name  of  Joule's  law,  is  as 
follows :  the  quantity  of  heat  generated  in  a  certain  time  in  any  part  of  the 
circuit  is  directly  proportional  to  the  resistance  of  this  part  of  the  circuit  and  to 
the  square  of  the  strength  of  the  current.  Experiments  made  by  Becquerel 
and  Lenz  confirmed  Joule's  law  ;  the  apparatus  Lenz  used  for  the  experiments  is 
shown  in  Fig.  134.  It  is  an  inverted  bottle  and  stopper.  The  stopper  s  is 
fastened  upon  the  support  n  o,  and  the  bottle  g  h  is  made  to  fit  it  tightly.  Two 
platinum  wires  are  passed  through  the  stopper,  terminating  in  little  cubes  of  pla- 
tinum ;  to  these  platinum  cubes  a  platinum  spiral  is  fastened.     The  bottle  o  h  is 
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filled  with  alcohol  (water  being  too  good  a  conductor  of  electricity  for  this 
purpose),  and  a  very  sensitive  thermometer  k  is  tightly  fitted  into  the  bottle. 
By  this  apparatus  it  was  proved  that  Joule's  law  holds  good,  not  only  for  solid 
bodies,  but  for  fluids  also.  If  C  be  the  strength  of  the  current  and  R  the 
resistance  between  two  points  of  the  current  having  a  difference  of  potential  E, 
then  the  mechanical  equivalent  of  the  heat  produced  per  second  between  these 
points  is  C2  R  or  C  E  (for  by  Ohm's  law.C  R=E). 

From  Joule's  law  wc  can  make  an  interesting  deduction.  We  know  that  on 
the  one  hand  the  amount  of  zinc  consumed  in  a  battery  in  any  time  is  pro- 
portional to  the  time  and  to  strength  of  the  current;  on  the  other  hand,  if 
we  do  not  vary  the  e.  m.  f.,  the  heat  produced  is  also  proportional  to  the 
same  two  factors.  It  follows  that  the  generated  heat  must  be  proportional  to 
the  quantity  of  zinc  consumed.  Favre,  who  more  fully  investigated  the  subject, 
found  that  33  kilogrammes  of  zinc  used  in  an  element  gave  18*  160  heat  units, 
or  calories.  (A  heat  unit,  or  calorie,  is  that  quantity  of  heat  which  is  required  to 
raise  i  kilogramme  of  water  from  .0°  to  i^  C.)  Now  let  us  calculate  what 
quantity  of  heat  will  be  strictly  equivalent  to  the  energy  of  chemical  separation 
liberated,  or  of  chemical  combination  absorbed.  For  the  quantity  of  heat  when 
zinc  dissolves  in  sulphuric  acid  (that  is,  in  the  formation  of  zinc  sulphate)  the 
following  result  is  obtained  by  using  the  tables  of  Favre  for  the  number  of  heat 
units  evolved  or  absorbed  in  the  combinations  that  take  place  in  the  case  before  us. 

By  the  conversion  of  zinc  to  zinc  oxide       42*451   calories. 

By  the  formation  and  solution  of  zinc  sulphate      10*292        „ 

Total  ...     52743 

When  zinc  dissolves  in  HgSO^,  i  gramme  of  H  is  liberated  as  well.  This 
takes  up  34*462  calories  of  heat,  the  equivalent  of  the  energy  of  chemical 
separation.  This  amount  has  to  be  deducted  from  the  above ;  we  then  obtain  as 
the  heat  units  generated  by  the  chemical  process  52743  — 34'462  =  18*281 
calories.  Taking  into  consideration  unavoidable  sources  of  error,  this  result 
agrees  very  nearly  with  the  result  found  by  Favre. 

The  heat  units  generated  by  the  chemical  action  in  constant  batteries  must 
be  to  each  other  as  their  electromotive  forces.  This  can  be  proved  to  be  so 
by  coupling  a  Grove's  element  with  a  Darnell's.  By  the  conversion  of  an 
equivalent  of  zinc,  52743  heat  units  are  generated.  In  Daniell's  element,  for 
every  equivalent  of  dissolved  zinc  an  equivalent  of  copper  is  separated ;  for 
this  separation  or  reduction  of  copper  from  copper  sulphate  29*645  units  of 
heat  are  wanted.  We  have,  then,  in  a  Daniell's  element  52*743  -  29*645= 
23*098  heat  units.  In  Grove's  element,  corresponding  to  the  amount  of 
dissolved  zinc  sulphate,  a  quantity  of  nitric  acid  is  reduced  to  nitric  oxide ; 
for  this  reduction  6*  900  calories  are  needed,  and  we  obtain  for  the  total  quantity 
of  heat  in  a  Grove  cell  52*743  -  6,900=45*843  heat  units.  The  proportion  of 
the  two  would  be  g^,  which  gives  us  the  figures  1*9,  which  is  the  proportion 


Digitized  by 


Google 


Effects  of  a  Current  within  the  Circuit,  145 

of  their  e.  m.  rt.  The  total  amount  of  heat,  then,  generated  in  an  element 
is  proportional  to  the  amount  of  zinc  used,  and  is,  according  to  Helmholtz,  equal 
to  that  quantity  of  heat  which  becomes  free  by  the  chemical  action  in  the 
element.  If  the  element  is  short-circuited,  the  two  electricities  neutralise  each 
other  in  the  proportion  in  which  they  are  generated,  without  doing  any  other 
work  than  producing  heat  in  the  conductors.  It  is  impossible  to  destroy 
eneigy,  and  all  we  can  do  is  to  change  it  into  some  other  form  of  energy. 
Here,  in  our  case,  the  galvanic  current  shows  no  other  result  of  energy  ot 
current  except  that  of  heat  This  explains  why,  according  to  Joule's  law, 
electricity  must  be  converted  into  heat. 

By  generating  heat  in  the  different  parts  of  a  circuit,  the  temperature  of  these 
parts  must  be  increased ;  upon  what  does  the  temperature  of  the  parts  in  the 
circuit  depend?  The  temperature  of  any  body  depends  upon  the  difference 
between  the  quantity  of  heat  it  generates  within  itself,  or  obtains  from  without,  and 
the  quantity  of  heat  it  loses  to  surrounding  bodies.  The  temperature  of  a  body 
becomes  constant  as  soon  as  the  heat  received  or  generated  is  equal  to  that 
radiated.  Joule's  law  tells  us  upon  what  the  quantity  of  the  heat  generated  in 
any  wire  depends,  and  we  know  from  experiments  on  radiation  that  the  loss  of 
heat  depends  upon  the  nature  and  extent  of  the  surface  of  the  body,  and  the 
difference  of  temperature  between  the  body  and  its  surroundings.  The  temperature 
of  a  wire  depending  upon  the  difference  of  the  heat  generated  and  the  heat 
radiated  will  be  the  higher  the  greater  the  current  and  its  own  resistance,  and 
the  smaller  its  surface  and  power  of  radiation.  When  these  conditions  are 
fulfilled  the  wire  will  pass  to  a  red  heat,  then  to  a  white  heat,  and  will  finally 
fuse.  A  thin  wire,  therefore,  is  easily  made  red-hot :  its  resistance  on  the  one 
hand  is  very  high;  on  the  other  hand  its  surface  for  radiating  heat  is  only 
small 

The  heating  of  wires  by  the  galvanic  current  may  be  shown  by  connecting 
the  wires  of  a  battery  (short  thick  copper  wires)  with  a  thin  platinum  or  iron 
wire.  The  resistance  in  the  battery  is  reduced  as  much  as  possible  by  selecting 
elements  with  large  plates,  or  if  large  plates  are  not  handy,  by  arranging  small 
plates,  not  in  series,  but  in  parallel  order.  With  these  conditions  it  is  possible 
to  cause  most  of  the  heat  generated  by  the  electricity  to  show  itself  in  the 
platinum  wire. 

The  total  quantity  of  heat  generated  in  the  circuit  is  proportional  to  the 
amount  of  zinc  consumed  in  the  battery ;  the  current,  as  we  have  seen,  is  the 
same  in  all  parts  of  the  circuit.  It  follows  that  the  quantities  of  heat  generated 
in  different  parts  of  the  circuit  depend  only  upon  the  resistance  of  these  parts. 
I^  therefore,  we  wish  to  produce  heat  only  in  one  of  these  parts,  that  particular 
part  must  have  a  great  resistance,  whilst  the  resistance  of  all  the  other  parts 
of  the  circuit  must  be  reduced  as  much  as  possible.  It  has  been  mentioned 
that  different  bodies  possess  different  specific  resistances :  hence,  in  the  heating 
of  bodies  by  means  of  the  galvanic  current,  different  temperatures  must  be 
reached  when  bodies  having  the  same  dimensions,  but  consisting  of  different 
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materials,  are  taken*  That  this  really  is  the  case  may  be  shown  by  arranging 
platinum  and  silver  wire  as  in  Fig.  135.  It  will  be  found  that  the  platinum 
links  begin  to  glow,  whilst  the  silver  links  show  no  sign  of  heat.  The  laws 
regarding  incandescence  of  wires,  etc.,  we  shall  discuss  in  the  second  portion  of 
this  work.  It  has  been  mentioned  that  the  surrounding  medium  affects  the 
heating  of  a  wire ;  for  instance,  Grove  heated  a  platinum  wire  in  air,  and  then 


FJ?«  13?.— Heating  Effect  of  Current  on  Platinum  and  Silver. 


Fig.   136.— Peltier's  Bar. 

introduced  the  red-hot  wire  into  a  vessel  filled  with  hydrogen ;  the  wire  lost  its 
red  heat  immediately. 

The  Peltier  Effect  at  a  Junction  of  Metals. —Peltier  found  that 
when  a  rod,  consisting  half  of  bismuth,  half  of  antimony,  is  heated  at  the 
junction  of  the  metals,  and  the  two  ends  are  connected  by  a  wire,  a  current 
flows  through  the  whole  system :  positive  electricity  flows  across  the  junction 
from  bismuth  to  antimony ;  when  the  junction  is  cooled  the  current  flows  in  the 
opposite  direction.  If,  however,  a  current  is  sent  through  such  a  rod  in  the 
direction  from  bismuth  to  antimony,  the  junction  becomes  cooled ;  when  the 
current  flows  from  antimony  to  bismuth  the  junction  is  heated.  If  the  heating  of 
a  junction   produces  a  current   in   one   direction,  to  send  a  current  in   that 
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direction  will  cause  a  cooling  of  the  junction.  This  phenomenon  not  only  takes 
place  at  the  junction  ol  bismuth  and  antimony,  but  with  all  combinations  of 
metals  which  are  thermo-electrically  effected.  To  study  these  phenomena  the 
experiment  may  be  arranged  as  shown  in  Fig.  136.  The  free  ends  of  the 
bismuth-antimony  rod  w  a  are  connected  by  means  of  wires  with  the  middle 
mercury  cups  of  Pohl's  gyrotrope  g.  The  wires  dipping  into  the  first 
mercury  cups  are  connected  with  a  galvanometer,  and  the  remaining  wires  with 
the  element  e.  If  now  we  allow  the  current  to  pass  from  bismuth  to  antimony, 
the  junction  will  be  cooled  This  causes  a  therm o-electrical  difference  in  the 
rod  WA,  which  is  made  manifest  by  the  deflection  of  the  needle  when  the 
gyrotrope  is  reversed  so  as  to  cut  out 
the  element  and  bring  in  the  galvano- 
meter. In  the  same  manner  the  heat- 
ing of  the  junction  may  be  shown  by 
sending  the  current  in  the  opposite 
direction,  that  is,  from  antimony  to 
bismuth.  Another  arrangement  is 
shown  in  Fig.  137  (Peltier's  cross). 
Bars  of  antimony  and  bismuth  a  and 
w  are  arranged  in  the  form  of  a  cross, 
and  soldered  at  the  place  of  contact. 
If  a  current  from  a  DanielFs  cell  is 
sent  in  the  direction  n  b  e  a  jy,  iht 
junction  e  will  be  cooled ;  if,  then, 
this  circuit  be  interrupted,  a  thermo- 
current  will  flow  through  the  galvano- 
meter circuit  dec^.    The  heating  and 

cooling  of  a  junction,  when  a  galvanic  current  is  sent  through  it,  may  be 
shown  directly  by  placing  the  junction  of  a  bismuth-antimony  bar  in  the 
globe  of  Riess's  air  thermometer  already  described.  Cooling  by  means  of  the 
galvanic  current  was  shown  by  Lenz  very  effectively  in  the  following  manner : 
he  soldered  a  bismuth-antimony  rod,  as  shown  in  Fig.  136,  and  bored  a  small 
hole  at  the  junction.  The  bar  was  placed  in  melting  snow,  and  the  hole  filled 
with  water.  When  the  rod  was  at  a  temperature  of  o*',  Lenz  passed  a  current  in 
the  direction  firom  bismuth  to  antimony,  and  five  minutes  afterwards  the  water 
in  the  hole  was  frozen,  and  reduced  to  a  temperature  of- 4*4^  C. 

In  order  to  complete  the  law  for  the  amount  of  heat  developed  in  any  part  of 
the  circuit,  it  is  evident  therefore  that  we  must  take  Account  of  the  Peltier  effects 
at  the  junction  in  this  part  If  the  heating  of  the  junction  produces  an  e,  m.  f. 
of  P  units,  then  the  mechanical  equivalent  of  the  heat  produced  in  /  seconds  in 
this  part  of  the  circuit  will  be  C«  R/-f  P  C/. 

Lighting  Effects  of  the  Galvanic  Current.— When  the  circuit  of  a 
galvanic  battery  is  interrupted  at  any  place,  a  spark  will  be  seen  similar  to  the  one 
obtained  from  a  Leyden  jar.     Galvanic  sparks  are  produced  when  one  wire  of  a 
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battery  is  connected  with  a  file,  and  the  other  wire  is  rubbed  over  it.  The 
sparks  are  obtained  most  easily  with  metals  that  evaporate  or  burn  at  the 
place  of  interruption.  The  latter  happens  when  the  iron  file  of  the  one  pole 
is  stroked  with  the  other  pole ;  the  former  takes  place  (evaporation)  when  one 
pole  dips  into  mercury  and  the  other  is  taken  out  firom  it.  The  colour  of  the 
spark  depends  upon  the  metals  which  happen  to  be  at  the  place  of  interruption. 
The  galvanic  spark,  however,  is  not  observed  wl>en  the  circuit  is  made.*  This 
circumstance  shows  that  its  origin  is  not  due  to  the  same  cause  as  the  spark  of  a 
Leyden  jar.     The  so-called  galvanic  spark  is  more  a  kind  of  glow  than  a  spark. 


Fig.  138. — Arc  Micrometer. 


We  know  that  a  wire,  through  which  a  current  flows,  glows  most  intensely 
when  its  cross  section  is  smaller.  Such  a  diminution  of  section  takes  place 
always  when  the  circuit  of  a  galvanic  battery  is  interrupted ;  the  cross  section  is 
diminished  more  and  more  as  fewer  and  fewer  parts  touch  each  other,  and 
finally,  the  few  parts  still  in  contact  begin  to  glow,  fuse,  burn,  or  evaporate ;  the 
burning  or  evaporating  particles  then  form  the  galvanic  spark.  In  this  way  we 
are  able  to  explain  why  no  spark  appears  either  when  the  circuit  is  closed  or 
when  the  terminals  are  separated  by  any  appreciable  distance. 

The  Voltaic  Arc. — In  addition  to  this  glow  where  the  wires  touch, 
galvanic  batteries  are  able  to  %\s^  sparks  like  those  from  a  Leyden  jar  when  a 
great  number  of  elements  are  combined.  Crosse  obtained  sparks  at  the  place 
of  interruption  in  a  battery  of  1,626  copper-zinc  elements.  Gassiot  saw  for  days 
sparks  pass  from  a  battery  of  3,520  elements,  the  distance  between  the  poles 

•  Jacobi  brought  the  poles  of  a  twelve-cell  zinc  platinum  battery,  by  means  of  a  micrometrical 
screw,  to  a  distance  of  0*00127  millimetre  without  obtaining  a  spark. 


Digitized  by 


Google 


Effects  of  a  Current  within  the  Circuit. 


49 


^^ 


being  0*25  millimetre.  Sparks  can  be  made  to  pass  continually  without  using  such 
large  batteries,  by  bringing  the  poles  of  a  powerful  battery  together,  and  then 
leaving  them  at  a  short  distance  from  each  other ;  we  obtain  then  what  is  known 
under  the  name  of  the  voltaic  arc.  The  first  who  observed  this  phenomenon 
was  probably  Davy  (1802).  Davy  attached  to  the  poles  of  a  battery  of  2,000 
elements  carbon  rods,  which  he  first  allowed  to  touch  each  other,  then 
separated  them.  When  the  distance  of  the  carbons  from  each  other  was  10 
centimetres  he  obtained  a  splendid  arc  of  light.  A  very  good  effect  is  obtained 
by  using  20  to  30  Grove's  or  Bunsen's  elements. 
The  length  of  the  arc,  that  is,  the  distance  of 
tbe  carbon  points  from  each  other,  may  be  ascer- 
tained by  means  of  the  apparatus  devised  by 
Wiedemann,  shown  in  Fig.  138.  o  is  a  bell-jar, 
which  fits  the  air-pump  plate  t  air-tight,  and  has 
at  the  top  a  stop-cock  h,  by  means  of  which  the 
outer  air  can  be  cut  off.  The  rods  a  ana  b  carry 
the  carbon  points.  The  rod  a  goes  through  the 
stuffing-box  s,  and  has  a  scale  to  indicate  the 
distance  of  the  points  from  each  other.  When 
the  air  is  exhausted  in  the  bell-jar  the  points  may 
be  removed  farther  from  each  other  without 
destroying  the  arc  than  when  the  jar  is  filled  with 
ordinary  air  under  ordinary  pressure.  Davy  ex- 
hausted the  air  to  6  millimetres  pressure,  and 
moved  the  carbon  points  from  1 1  centimetres  to 
18  centimetres  distance  from  each  other.  Deprez 
found  that  with  a  vertical  arrangement  of  the 
carbons  the  arc  becomes  larger  when  the  positive 
pole  is  above  the  negative  pole.  The  arc  is 
greatly  influenced  by  the  material  used  for  points, 
and  it  has  been  observed  that  the  more  volatile 
the  material  of  which  the  electrodes  are  made, 
the  easier  the  arc  is  obtained.  It  is  difficult  to 
obtain  an  arc  with  platinum  points ;  easier  with 

points  consisting  of  metals  such  as  zinc,  etc. ;  easiest  with  carbon  points,  especially 
when  saturated  with  some  salt  solution.  Casselmann  obtained,  with  a  44  Bunsen 
battery,  an  arc  4*5  millimetres  long  when  he  used  carbon  points,  but  an  arc 
of  double  that  length  when  he  soaked  his  carbons  in  a  solution  of  potassium. 

Fig.  139  represents  the  carbon  points  a  short  time  after  production  of  the  light. 
The  positive  electrode  forms  a  cavity  giving  out  the  total  quantity  of  light  in 
directions  corresponding  to  the  cavity,  and  therefore  embraced  within  an  angle 
of  about  65^,  whilst  the  negative  electrode  remains  almost  pointed,  and 
therefore  sends  its  rays  of  light  in  ail  directions.  On  both  electrodes  little 
globules  g  are  often  noticed,  which  are  metallic  impurities,  and  do  not  appear 
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when  pure  carbon  points  are  used.  As  only  the  positive  electrode  w^istes 
away,  attempts  have  been  made  to  make  it  of  harder  substance  than  the  negative 
electrode ;  but  it  has  been  found  that  the  arc  then  becomes  as  difficult  to 
light  as  if  both  electrodes  were  made  of  the  harder  material.  Breda  has  proved, 
by  making  use  of  two  different  metals,  as  well  as  by  weighing,  that  no  particles 
are  carried  away  from  the  negative  electrode.  The  voltaic  arc,  therefore,  is  a 
mass  of  incandescent  particles  of  the  electrodes,  moving  chiefly  in  the  direction 
from  the  positive  electrode  to  the  negative.  The  intensity  of  the  arc  light,  and 
the  evaporation  of  even  the  hardest  metals  by  means  of  it,  prove  its  temperature 
to  be  a  very  high  one  ;  perhaps  the  highest  we  are  able  to  produce.  Not  only 
metals  like  iron,  zinc,  copper,  etc.,  burn  in  it  with  great  splendour,  but  even 
carbon  is  partly  volatilised.  Using  carbon  points  in  a  vacuum,  Deprez  found  the 
carbon  vapour  condensed  in  the  form  of  small  crystals  on  the  inside  of  the  bell- 
jar.     Little  pieces  of  carbon  were  welded  together  by  the  intense  heat  of  the  arc. 

If  we  suddenly  stop  the  current,  we  find  the  positive  electrode  white-hot, 
whilst  the  negative  is  hardly  red-hot.  If  we  produce  an  arc  between  mercury 
and  a  wire,  and  when  the  wire  is  the  positive  pole,  we  find  that  the  wire  will  be 
white-hot  a  good  distance  up ;  if,  on  the  other  hand,  the  mercury  be  the  positive 
pole,  the  wire  remains  dark,  and  the  mercury  becomes  heated  and  evaporates. 
These  experiments  show,  then,  that  different  quantities  of  heat  are  generated 
at  different  poles  ;  the  positive  electrode  showing  a  considerably  higher  tempera- 
ture than  the  negative  electrode.  Rosetti,  by  using  a  Bunsen  battery  of  i6o 
elements  and  a  Duboscq's  lamp,  found  the  temperature  between  the  two 
carbon  points  from  25,000^  to  39,000^  C,  the  positive  electrode  had  about 
2,400^  to  3,900^,  and  the  negative  from  2,138**  to  2,530**  C.  The  temperature 
obtained  with  ten  Bunsen  elements  and  a  lamp  by  Reynier  was  2,406**  to 
2)734*^  C.  The  statement,  that  one  of  the  advantages  of  the  electric  light  lies 
in  keeping  the  space  where  it  is  employed  comparatively  cool,  is  in  no  way  contra- 
dicted by  the  above  figures  of  temperature ;  for  the  heat-giving  surface  of  the 
electric  light,  compared  with  other  sources  of  light,  is  so  small  that  the  total 
amount  of  heat  generated  by  an  electric  light  would  be  far  less  than  that 
from  other  sources.  Siemens  found  that  an  electric  light  of  4,000  candles 
produces  142*5  heat  units  per  minute.  To  obtain  the  same  amount  of  light  by 
means  of  gas,  we  should  require  200  Argand  burners,  which  produce  15,000 
heat  units.  The  electric  light,  therefore,  produces  about  i  per  cent,  of  the  heat 
which  would  be  produced  by  gas  lights  of  the  same  intensity. 

For  the  comparison  of  the  intensities  of  the  electric  light  and  sun  light 
rays  of  each  source  of  light  were  first  collected  by  means  of  convex  lenses, 
and  then  allowed  to  act  upon  a  Daguerreotype  plate.  The  times  were  compared 
which  the  light  of  each  source  required  to  produce  the  same  effect.  The 
intensities  of  the  lights  were  then  taken  inversely  proportional  to  the  times. 
This  is  only  a  comparison  of  the  effective  chemical  rays,  the  electric  light 
being  relatively  richer  in  these  than  sun  light ;  the  proportions  as  given  above 
are  not  correct,  therefore.     The  relative  wealth  of  the  electric  light  in  effective 
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chemical  rays,  to  which  especially  the  violet  rays  are  connected,  was  proved  by 
spectrum  analysis.  If  diflferent  substances  in  the  form  of  vapour  be  made  to 
glow,  and  then  the  rays  of  hght  which  the  vapours  send  out  be  examined,  it 
will  be  found  that  each  substance  has  its  characteristic  spectrunL  When  the 
electric  light  is  examined  in  this  manner,  the  characteristic  spectrum  for  the 
substance  chemically  composing  the  electrodes  is  obtained.  After  the  electrodes 
have  touched  each  other,  and  are  then  separated,  a  spark  passes.  This  spark 
is  produced  at  first  in  the  way  described.  By  removing  the  surfaces  that  are  in 
contact  from  each  other  we  lessen  the  cross  section  of  the  circuit  more  and 
more,  until  the  cross  section  becomes  so  small  that  the  particles  still  touching 
each  other  begin  to  glow,  and  are  carried  away  by  the  current.  When  now 
the  two  electrodes  are  separated  a  very  little  distance  firom  each  other,  the 
glowing  particles  form  a  bridge  between  the  two  electrodes,  and  the  current 
can  pass  through  this  stream  as  a  conductor,  although  a  bad  one.  The  tearing 
off  of  the  particles  once  commenced  by  the  spark  continues,  and  will  be 
maintained  the  easier  the  more  easily  the  electrode  particles  can  be  torn  off;  in 
other  words,  the  electrodes  may  be  separated  the  farther  from  each  other 
the  more  readily  the  material  of  the  electrode  volatilises.  If,  however,  the 
distance  is  increased  beyond  a  certain  limit  the  particles  are  no  longer 
capable  of  flying  from  the  one  electrode  to  the  other,  and  the  current  is 
interrupted ;  the  arc  dies  out,  and  can  only  be  lighted  again  by  bringing  the 
two  points  together.  Le  Roux  found  that  the  current  might  be  interrupted 
for  not  more  than  one-twenty-fifth  of  a  second  without  the  light  dying  out. 
We  may  conclude  firom  this  that  the  current  does  not  cease  when  the  arc  of 
light  is  formed.  The  resistance  of  the  arc  seems  to  be  only  very  slight;  in  fact, 
the  current  must  be  conducted  by  it.  The  measures  obtained  by  different 
observers  for  the  resistance  in  the  arc  vary  very  much,  but  the  cause  of  the 
discrepancy  will  be  found  in  the  nature  and  behaviour  of  the  arc  itself,  which 
we  shall  explain  farther  on.  Siemens  takes  the  resistance  to  be  i  (Siemens* 
unit);  Schellen,  firom  30  to  40;  Hagenbach,  475;  Uppenbom  found  for 
the  ordinary  arc  light  2  and  incandescent  light  4  Siemens'  units ;  Edlund, 
varying  the  length  of  the  voltaic  arc,  found  the  following  values : 

Length  of  arc  2     millimetres  a  resistance  7*8 

1*2  „  „  7*3 

0-8  „  „  7-1 

»»  04  ,,  „  6-9. 

These  experiments  show  that  the  resistance  does  not  entirely  depend  upon 
the  length  of  the  arc ;  there  must  be  another  agent  which  helps  to  weaken  the 
current.  This  agent  was  found  to  be  an  e.  m.  f.  which  is  generated  in  the 
arc,  and  opposes  the  galvanic  current  that  produces  the  arc.  This  opposing 
force  is  measured  as  resistance,  and  is  one  of  the  chief  causes  that  such*  different 
results  are  obtained. 
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Edlund  proved  directly  the  presence  of  an  opposing  electromotive  force. 
The  current  that  produced  the  arc  was  suddenly  interrupted  (it  has  been  stated 
that  the  arc  does  not  die  out  immediately  after  the  current  ceases),  and  at  that 
moment  a  galvanometer  was  connected  with  the  two  carbons.  The  deflections 
of  the  needle  indicate  the  opposing  current. 

Chemical  Effects  of  the  Galvanic  Current. — We  have  frequently  had 
occasion  to  mention  certain  chemical  effects  of  electricity,  namely,  the  decom- 
position of  gaseous  compounds  iiito  simple 
gases,  or  the  production  of  gaseous  compounds 
from  simple  gases  by  means  of  the  current ;  as, 
for  instance,  the  separation  of  iodine  from  po- 
tassium iodide,  or  precipitation  of  copper  from 
cupric  sulphate.  These  changes  are  more  dis- 
tinctly and  powerfully  brought  about  by  gal- 
vanic-batteries and  other  electrical  machines, 
which  we  shall  have  occasion  to  describe  later 
on.  Carlisle  (1800)  dipped  a  copper  wire 
which  was  connected  with  one  of  the  poles  of 
a  voltaic  pile  into  a  drop  of  water,  which  hap- 
pened to  be  on  the  plate  connected  with  the 
other  pole;  gas  bubbles  appeared,  and  the 
drop  of  water  became  smaller  and  smaller 
This  experiment  was  repeated  in  a  somewhat 
different  manner,  the  brass  wires  from  a  pile 
being  brought  under  a  tube  filled  with  water,  and 
closed  at  the  top.  Gas  bubbles  were  produced 
by  the  wire  in  connection  with  the  negative 
pole  of  the  pile,  and  the  water  was  observed 
to  gradually  diminish.  At  the  positive  wire,  on 
the  contrary,  no  gas  came  off,  but  the  metal 
lost  its  metallic  lustre,  became  dark,  and 
finally  crumbled  away.  The  gas  which  had 
collected  in  the  tube  proved  to  be  H ;  while  on  examining  the  black  mass  it 
was  found  that  the  constituents  of  brass,  viz.  copper  and  zinc,  had  become 
oxidised. 

In  order  to  obtain  O  in  a  gaseous  form,  a  metal  must  be  taken,  such  as 
platinum,  that  does  not  oxidise.  The  gases  can  then  be  collected  in  different 
tubes,  the  hydrogen  tube  receiving  twice  as  much  gas  as  the  oxygen  tube ; 
since  water  consists  of  two  vols,  of  H  and  one  vol.  of  O,  it  follows  that  the 
galvanic  current  decomposes  water  into  its  constituents.  H  is  always  evolved 
at  the  negative  pole  of  the  battery,  and  O  at  the  positive  pole.  Several  forms 
of  apparatus  for  the  decomposition  of  water  have  been  devised ;  one  of  which 
is  represented  in  Fig.  140.  Water  here  is  sucked  at  a  into  the  tubes  //;  as 
chemically  pure  water  has  so  great  a  resistance  as  almost  to  force  us  to  consider 


Fig.  140. — Eudiometer. 
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it  a  non-conductor,  it  is  generally  acidulated  with  sulphuric  acid,  H2SO4.     The 
smallest  amount  of  acid  diminishes  the  resistance  considerably. 

Faraday's  Nomenclature. — Faraday  called  the  compound  to  be  de- 
composed an  electrolyte^  and  the  process  electrolysis.  The  poles  or  plates  in 
contact  with  the  water  he  called  electrodes.  At  the  positive  electrode,  or,  as 
Faraday  called  it,  the  anode,  H  is  given  off ;  at  the  negative  electrode,  or  kathode, 
0  is  evolved.  The  anode  is  the  wire  through  which  the  positive  current  enters 
the  fluid ;  kathode  the  wire  by  which  the  current  leaves  the  fluid.  Hence  in 
electrolysis,  H,  or  the  metallic  element  that  takes  its  place,  is  driven  with 
the  current  through  the  elec- 
trolytic cell.  The  products  of  CZ:^ 
decomposition  are  called  ions; 
the  ion  appearing  at  the  ka- 
thode is  called  the  positive  ion, 
or  kathioHy  and  the  ion  at  the 
anode  the  negative  ion,  or 
anion. 

Results  of  the  Elec- 
trolysis of  AVater. — Two 
Danieirs  elements  at  least  must 
be  used  for  the  decomposition 
of  water ;  one  element  cannot 
effect  it,  for  the  backward 
E.  M.  F.  produced  by  the  free 
gases  is  greater  than  that  of  a 
single  Danieirs  cell.  If  these 
precautions  are  taken,  decom- 
position of  water  is  easily 
brought  about.  Oxygen  coming 
off  at  the  anode,  forms,  there- 
fore, the  negative  ion,  or  kathion,  and  hydrogen  forms  the  anion.  A  slight 
inaccuracy  appears  after  decomposition,  that  is,  we  do  not  get  exactly  two 
vols,  of  H  to  one  vol.  of  oxygen.  The  reason  is  that  as  it  is  more  soluble  in 
water  than  hydrogen,  more  O  will  be  dissolved  than  H.  If  the  water  is  strongly 
acidulated  with  HjSO^,  the  oxygen  undergoes  a  further  modification,  forming 
ozone.  Ozone  is  oxygen  in  a  condensed  condition.  It  is  produced  in  com- 
paratively large  quantities  by  the  action  of  electrical  discharges  upon  oxygen. 
The  silent  discharge  is  far  more  effective  in  bringing  about  this  transformation 
than  the  spark  discharge.  According  to  Meivinger  and  Schonbein,  the  volume 
of  O  may  further  be  reduced,  under  certain  conditions,  and  another  product 
formed  during  decomposition,  viz.  H2O2,  hydrogen  peroxide.  HoOg  diluted 
with  water  is  used  for  cleaning  pictures  and  taking  away  the  colour  of  hair. 
Water  containing  a  great  percentage  of  H3SO4  may  lose  as  much  as  06  per 
cent  of  O  during  the  formation  of  this  compound.     Decomposition  of  water 


Fig.  141. — The  Voltameter. 
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has  already  been  referred  to  as  a  means  of  measuring  the  strength  of  a  current. 
The  apparatus  by  means  of  which  this  may  be  done  is  called  a  voltameter,  and 
is  shown  in  Fig.  141.  Water  is  decomposed  in  the  bottle  and  collected  in  the 
graduated  tube ;  only  one  tube  is  used  here,  as  we  only  require  to  know  the 
volume  of  the  two  gases. 

Examples  of  Electrolysis. — Not  only  can  water  be  decomposed,  but 
so  can  any  fluid  that  will  at  all  conduct  a  current.  By  electrolysis,  Davy,  as  has 
already  been  mentioned,  first  obtained  potassium  and  sodium  from  their  oxides. 
He  heated  potassium  oxide  in  a  platinum  spoon  till  it  melted,  used  the  platinum 
spoon  as  anode,  and  put  into  the  molten  potassium  oxide  another  platinum  wire, 
which  represented  the  kathode.  At  the  kathode,  metallic  potassium  was  se- 
parated, and  of  course  at  once  took  fire,  and  at  the  anode  oxygen  was  given  off. 
Davy  also  obtained  potassium  by  bringing  slightly  moistened 
potassium  oxide  between  the  electrodes. 

Seebeck  obtained  potassium  in  the  following  manner:  A 
piece  of  solid  potassium  oxide,  in  which  a  hole  is  made,  is  laid 
upon  a  platinum  plate  serving  as  anode.  The  hole  in  the 
potassium  oxide  is  filled  with  mercury,  and  into  it  a  platinum 
wire  is  brought,  to  serve  as  kathode.  As  soon  as  the  circuit 
is  completed  the  separation  commences  at  the  kathode. 
Metallic  potassium  forms  with  the  mercury  a  kind  of  amalgam, 
from  which  it  is  obtained  pure  after  the  mercury  is  driven  off 
by  distillation.  Sodium,  calcium,  barium,  and  strontium  may  be 
obtained  from  their  compounds  in  a  similar  manner.  The 
oxides  of  the  heavier  metals  can  be  decomposed  by  the  gal- 
vanic current  only  when  they  can  be  made  to  conduct  electricity. 
Faraday  decomposed  protoxide  of  lead  by  first  melting  it  and  then  passing 
a  current  through  it.  Lead  separated  out  at  the  kathode,  and  oxygen  was 
given  off  at  the  anode.  The  halogenous  compounds  (salts  of  chlorine,  bromine, 
and  iodine)  are  similarly  decomposed  by  the  electrical  current ;  these,  however, 
act  on  metals,  and  it  is  therefore  necessary  to  make  the  anode  at  least  of  carbon. 
The  simplest  way  to  obtain  chlorine,  bromine,  and  iodine  from  their  compounds 
is  to  have  a  carbon  crucible,  which  represents  the  anode ;  and  an  iron  wire, 
which  serves  as  kathode.  The  wire  is  removed  from  time  to  time  to  scrape 
off  the  separated  metal. 

To  obtain  magnesium,  Bunsen  used  a  porcelain  crucible,  which  was  separated 
into  two  portions  by  a  partition  which  did  not  quite  reach  to  the  bottom.  The 
crucible  had  a  lid  with  two  holes  in  the  centre  of  each  partition  to  hold 
the  electrodes,  which  consisted  of  pure  carbon.  The  form  given  to  the  electrodes 
is  shown  in  Fig.  142.  To  prevent  the  magnesium  rising  to  the  surface,  where 
it  would  burn  away  (as  it  is  lighter  than  chloride  of  magnesium),  incisions  are 
made  to  hold  it  and  allow  it  to  collect.  For  the  electrolysis  10  or  12  Bunsen's 
cells  arranged  in  series  are  used. 

It  is  not  necessary  that  the  binary  compounds,  consisting  of  two  elements, 


Pig.   142.  —  Bun- 
sen's  Electrodes. 
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which  we  have  had  under  consideration,  should  be  in  the  soHd  state;  their 
solutions  will  do  as  well.  Chlorides  of  tin,  lead,  and  manganese  can  be  decom- 
posed when  in  solution,  but  the  solutions  of  compounds  of  chlorine,  bromine, 
and  iodine  have  to  be  very  concentrated. 

Secondary  Reactions  in  Electrolysis. — From  metallic  hydroxides 
the  metal  can  be  separated  with  due  precautions.  For  instance,  as  we  have 
already  stated,  we  may  obtain  potassium  by  pouring  potash  into  which  a 
platinum  wire  is  introduced  as  anode  over  some  mercury,  which  serves  as 
kathode.  The  potassium  separating  out  at  the  kathode  combines  at  once  with 
the  mercury  to  form  an  amalgam 
of  potassium,  from  which  the  pure 
potassium  may  be  obtained  by 
distillation.  If  both  the  elec- 
trodes were  of  platinum,  the 
electrolysis  would  not  give  me- 
tallic potassium ;  for  here,  al- 
though O  appears  at  the  anode 
and  potassium  at  the  kathode, 
potassium  comes  in  contact  with 
water,  which  it  decomposes  at 
once,  and  forms  potassium  oxide 
soluble  in  water ;  the  H  set  free 
escapes.  Here,  then,  we  have  H 
at  the  kathode  and  O  at  the 
anode ;  the  same  result  as  is  ob- 
tained by  decomposing  water. 
This  result  is,  however,  not  ob- 
tained through  electrolysis  di- 
rectly, but  is  a  secondary  reac- 
tion. Frequently  the  bodies  separated  by  means  of  electrolysis  act  upon  each 
other  in  this  way,  and  thus  disguise  the  real  process.  In  order  to  prevent  this, 
many  forms  of  electrolytic  cell  have  been  devised  by  experimenters.  We  shall 
describe  here  two :  Daniell  used  the  apparatus  shown  in  Fig.  143  ;  upon  the  U- 
shaped  glass  tube  k,  the  two  cylindrical  glass  vessels  a  d  and  e  h  are  fitted  air- 
and  water-tight.  The  tubes  fitted  at  the  top  serve  to  carry  off  gases  that  may  be 
produced.  The  two  electrodes  consist  of  platinum  plates  0  and  /,  from  which 
^-ires  lead  to  the  mercury  cups  /  and  j,  into  which  the  wires  of  the  battery 
dip.  The  liquid  to  be  decomposed  is  placed  in  the  U-shaped  tube ;  the  open 
ends  are  covered  with  bladders,  and  the  glass  cylinders  filled  with  water  and 
replaced.  The  products  separating  out  at  the  anode  and  kathode  come, 
therefore,  from  the  liquid  in  the  U-shaped  tube.  The  separation  is,  however, 
not  complete,  for  a  mixing  of  the  gases  due  to  endosmosis  takes  place,  as 
it  does  when  two  different  solutions  are  separated  from  each  other  by  an 
animal  membrane,  such  as  a  bladder.     A  similar  result  comes  from  a  different 


Fig.  143. — Dauiell's  Electrolytic  Apparatus. 
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cause,  which  will  be  explained  later  on,  namely,  the  action  of  the  galvanic 
current  in  producing  what  has  been  called  electrical  endosmosis. 

To  avoid  these  sources  of  inaccuracy  Wiedemann  devised  the  apparatus 
shown  in  Fig.  144:  a  and  ai  are  two  glass  cylinders  covered  with  glass  plates  d 
and  ^i-  Each  glass  plate  has  two  openings :  through  one  the  wires  /  and  /^  are 
put,  and  through  the  second  the  tubes  d  and  di  enter  the  glass  cylinders ; 
/is  a  piece  of  indiarubber  tubing  which  connects  the  tubes  d  and  di  with  the 
tube  g  having  a  stop-cock :  g  is  held  in  position  by  the  iron  stand  A.      The 


Fig.  144. — Wiedemann's  Apparatus. 

liquid  to  be  decomposed  is  poured  into  the  two  glass  cylinders,  and  then 
sucked  into  the  tubes  d  and  ^1,  until  it  reaches  ^,  when  the  stop-cock  is  closed. 
Contact  is  now  made  between  the  liquids  in  a  and  a^  The  current  now  de- 
composes the  liquid  into  its  products  separately.  After  the  experiment  is 
finished,  g  is  opened,  which  causes  the  liquid  to  flow  back  again,  and  the 
ions  may  be  examined  separately. 

In  the  decomposition  of  sulphates  and  nitrates  the  pure  metal  separates 
out  at  the  kathode,  while  O  is  given  off  at  the  anode.  Let  us  consider,  for 
example,  the  behaviour  of  copper  sulphate  during  decomposition.  Copper 
sulphate  may  be  considered  as  sulphuric  acid,  in  which  the  hydrogen  is  re- 
placed by  copper.     Sulphuric  acid  consists  of : 

2  hydrogen  -h  4  oxygen  -h  i  sulphur. 

And  copper  sulphate  consists  of: 

I  copper  H-  4  oxygen  -h  i  sulphur. 
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By  electrolysis  from  copper  sulphate  are  separated  : 

at  the  kathode  at  the  anode 

I  copper  I  sulphur  -f  4  oxygen. 

1  sulphur  -h  4  oxygen  combine  with  water  in  the  following  manner  : 

I  sulphur  -h  4  oxygen  combine  with  2  hydrogen  -h  i  oxygen 

or  SO4+  HgO  ^HgSO^+O. 
We  have  therefore : 

at  the  kathode  at  the  anode 

I  copper  I  sulphuric  acid  and  i  oxygen. 

If  now  we  decompose  potassium  sulphate  we  obtain  an  apparently  different 
result.  In  the  solution  at  the  anode  we  find  H2SO4,  and  at  the  same  time 
O  is  generated.  In  the  solution  at  the  kathode  potash  has  been  formed, 
whilst  H  is  generated  ;  this,  however,  is  the  secondary  process,  already  described, 
as  we  shall  see : 

Potassium  sulphate  consists  of  K2SO4,  that  is  to  say  of 
2  potassium  -|-  i  sulphur  -h  4  oxygen. 

Potassium  separates  out  at  the  kathode,  combines  with  water,  and  is  decomposed 
together  with  it  in  the  following  manner 

2K  with  HgO  gives  KgO  and  2H ;  that  is, 

potassium  oxide  and  H  which  escapes  at  the  kathode. 

I  sulphur  +  4  oxygen  combine  with  water  to  form  sulphuric  acid  as  before. 

HoO  -h  SO4  =  H2SO4+O 

The  oxygen  escapes  at  the  anode. 

WTiatever  the  substances  we  expose  to  the  action  of  the  galvanic  current, 
decomposition  takes  place  proportional  to  the  strength  of  the  current,  but  we 
have  yet  to  ascertain  the  law  relating  to  the  proportion  of  the  different  bodies 
when  decomposed  by  the  same  current.  Faraday  used  for  this  purpose  concen- 
trated hydrogen  acids,  in  which  only  the  acids  and  not  the  water  were  decom- 
posed. HCl  gave  chlorine  at  the  anode  (only  in  small  portions,  of  course, 
for  it  is  very  soluble  in  water),  and  H  at  the  kathode.  By  inserting  a  volta- 
meter in  the  circuit,  he  found  that  the  same  volume  of  hydrogen  resulted  from 
the  decomposition  of  water  in  the  voltameter  and  from  HCl  in  the  electrolytic 
cell.  The  same  fact  has  been  proved  by  Daniell,  Buff,  and  others.  A  solution 
of  copper  sulphate,  for  instance,  is  decomposed  into  copper  and  sulphuric 
acid.  Now  the  constituents  of  copper  sulphate,  with  their  atomic  weights,  are  as 
follows : 
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I  copper  ...         ...         ...         ...         ...     63 

1  sulphur  32 

4  oxygen  (16) ...         64 

copper  sulphate         ...         ...         ...         ...  159 

Water  consists  of : 

2  hydrogen       2 

I  oxygen  16 

water  18 

Now  it  is  found  by  experiment  that  by  the  decomposition  of  wat^r  and  copper 
sulphate,  for  every  gramme  of  oxyhydrogen  gas  3*522  grammes  of  copper 
are  separated  out  in  the  same  time.  This  is  in  accordance  with  Faraday^'s  law, 
for  the  proportion  is  that  of  their  atomic  weights. 

I         ^     £8 
3*522  63 

The  laws  laid  down  by  Faraday  may  be  thus  stated : 

Laws  of  Electrolysis.— (i)  The  amount  of  chemical  action  is  equal  at 
all  points  of  a  circuit  at  which  it  occurs. 

(2)  The  amount  of  an  element  (or  ion)  liberated  at  an  electrode  for  a  given 
time  is  proportional  to  the  strength  of  the  current. 

(3)  The  amount  by  weight  of  an  element  (or  ion)  liberated  at  an  electrode 
in  one  second  is  equal  to  the  strength  of  the  current  multiplied  by  the  "  chemical 
equivalent"  of  the  element  (or  ion),  and  by  the  number  '0000105,  which  is  the 
weight  of  hydrogen  set  free  in  a  second  by  a  current  of  one  ampere. 

The  following  equation  embodies  the  rule  for  finding  the  weight  of  any  given 

element  disengaged  from  an  electrolytic  solution  during  a  known  time  by  a 

current  whose  strength  is  known.     Let  C  be  the  strength  of  the  current  (reckoned 

in  amperes),  /  the  time  (in  seconds),  z  the  chemical  eqivalent,  and  w  the  weight 

(in  grammes)  of  the  element  liberated,  and  let  h  grammes  of  H  be  set  free  by  a 

unit  current  per  second,  then 

w  =  zCthj 

or, 

a*^    ^i.    r  4.  •  wt.  in  gms.  of  H  liberated  per  sec 

Strength  of  current  m  amperes  = ^ ^ 

.0000105 

If,  instead  of  hydrogen,  another  element  be  liberated,  then  the  denominator 
must  be  multiplied  by  the  chemical  equivalent  of  that  element  thus  : 

c, ^u    c  4.  •  weight  of  silver  liberated  per  sec. 

Strength  of  current  m  amperes  =  — 2 ^l . 

•0000105  X  108 

The  same  law  applies  to  eacA  cell  of  the  battery  for  which 

c-^      ^\^    c  4.  •  weight  of  zinc  dissolved  per  sec. 

Strength  of  current  m  amperes  =   — ^ J- 

•0000105  X  32*5 


Digitized  by 


Google 


Effects  of  a  Current  within  the  Circuit,  159 

By  the  help  of  this  law  the  quantity  of  any  metal  which  a  constant  current 
can  separate  in  a  given  time  from  a  solution  of  the  salt  is  easily  calculated.  All 
we  require  to  know  is  the  composition  of  the  salt,  the  chemical  equivalents  or 
atomic  weights  of  the  components,  and  the  strength  of  the  current. 

By  applying  this  law  to  the  definition  of  unit  current  we  may  add  to  the 
definition  of  an  ampere  the  following :  A  current  of  one  ampere  is  that  which 
will  decompose  0*00009324  gramme,  or  o'ooi439  gniin  of  dikite  sulphuric  acid 
per  second.  The  volume  of  mixed  gas  (oxygen  and  hydrogen)  that  is  produced 
per  second  by  this  decomposition  equals  in  cubic  centimetres 

0-1738  X  76  (273  X  C.°) 
^  X  273  ' 

where  C.**  is  the  temperature  of  the  mixed  gas  in  degrees  centigrade,  and  h  the 
pressure  in  centimetres  of  mercury.    . 

The  same  current  is  found  to  deposit  0*0003295  gramme,  or  o"oo5o84  grain, 
of  copper  per  second  on  one  of  the  plates  of  a  copper  voltameter,  and  0*0003390 
gramme,  or  0*005232  grain,  of  zinc  per  second  on  one  of  the  plates  of  a  zinc 
voltameter. 

The  Counter  E.  M.  F.  in  Electrolysis. — Let  us  once  more  return 
to  the  example  of  the  decomposition  of  copper  sulphate  by  a  current,  and 
examine  more  minutely  what  takes  place.  The  two  electrodes,  consisting 
of  two  equal  plates,  when  placed  alone  in  the  liquid,  will  produce  no  effect 
whatever.  If,  however,  a  current  is  sent  through  them,  the  liquid  will  be  decom- 
posed into  its  constituents  in  such  a  manner  that  the  copper  separates  out  at 
the  negative  electrode,  and  the  sulphuric  acid  at  the  positive  electrode ;  during 
the  process  copper  covers  the  kathode,  whilst  sulphuric  acid  leaves  the  anode 
unaltered.  Now  two  different  metals  dip  in  the  copper  sulphate  solution  (the 
copper  plate  and  the  bright  platinum  plate),  but  contact  of  different  metals  with  a 
liquid,  as  we  have  seen,  causes  an  electromotive  force ;  a  current,  therefore,  is 
generated,  the  direction  of  which  is  determined  by  the  nature  of  the  ions.  This 
phenomenon  is  what  we  have  called  polarisation,  or  it  is  said  the  electrodes 
are  polarised.  Experiments  show  the  direction  of  the  polarisation  current 
to  be  opposite  to  the  current  originally  sent  through  the  liquid ;  the  polarisation 
current,  therefore,  is  an  opposition  current,  and  must  weaken  the  original 
current  Polarisation  not  only  takes  place  when  at  one  of  the  electrodes  a 
metal  separates  out,  but  also  by  decomposition  of  ordinary  water ;  here  H  is 
given  off  at  the  kathode  and  O  at  the  anode ;  the  two  gases  coat  the  platinum 
electrodes  with  a  film  which  gives  them  an  e.  m.  f.  Under  otherwise  similar 
conditions  polarisation  will  be  the  stronger  the  more  completely  the  plates  are 
covered  with  the  gaseous  film.  From  the  beginning  of  the  electrolysis  it  will 
increase  until  the  electrodes  are  perfectly  coated,  and  then  it  will  remain  of 
constant  strength,  as  further  evolution  of  gas  will  no  longer  have  any  effect. 
If  the  E.  M.  F.  of  the  original  current  is  weaker  than  that  of  the  polarisation 
current,  the  latter  will  not  be  able  to  attain  its  maximum  strength,  because  a 
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current  would  be  generated  opposite  to  the  original   current,   which  would 
arrest  further  polarisation.     Ohm's  law  for  galvanic  currents  gives  us  the  equation 

Current     = 


total  resistance 


This  proposition,  however,  only  holds  good  as  long  as  no  fluids  are  inserted 
in  the  circuit;  if  fluids  are  part  of  the  circuit,  we  have  the  following 
proposition : 

Current  =  ^'  ^'  ^'  ^^  ^^  element — e.  m.  f.  of  the  polarisation  current 

total  resistance 

The  existence  of  a  polarisation  current  may  be  shown  by  inserting  a  com- 
mutator, voltameter,  and  galvanometer  in  the  circuit  of  a  battery.  The 
commutator  is  first  so  arranged  that  the  current  of  the  battery  only  passes 
through  the  galvanometer  and  voltameter,  which  causes  polarisation  of  the 
electrodes  of  the  voltameter.  The  commutator  is  now  brought  into  the  second 
position,  which  removes  the  battery  from  the  circuit  of  the  galvanometer  and 
voltameter.  The  deflection  of  the  needle  again  indicates  a  current  (the 
polarisation  current),  which  flows  in  the  opposite  direction  to  the  battery  current. 
Ritter  (1803)  was  probably  the  first  who  observed  a  polarisation  current.  The 
phenomenon  has  been  very  fully  investigated  of  late,  and  has  led  to  the  con- 
struction of  secondary  elements,  which  have  received  the  not  very  appropriate 
name  of  accumulators.  Into  such  an  element  the  current  of  a  battery  is 
introduced,  polarisation  being  thereby  produced.  If  now  the  circuit  of  the  charged 
element  be  closed,  the  polarisation  current  will  circulate  through  the  circuit  of 
the  element  in  the  opposite  direction  to  the  battery  current.  H  will  be  given 
off"  where  O  was  evolved,  and  vice  versd.  In  this  manner  that  which  caused  the 
polarisation  current  will  be  gradually  diminished,  and  with  it  the  polarisation 
current  itself.  It  becomes  nought  when  through  the  decomposing  effect  of  the 
polarisation  current  the  hydrogen  at  the  one  electrode  and  the  oxygen  at  the 
other  electrode  are  used  up.  The  secondary  element  is  then  discharged ;  that 
is,  it  is  in  its  original  condition.  Secondary  elements,  like  galvanic  elements, 
may  be  connected  with  each  other  to  form  batteries.  Their  forms  and  combi- 
nations will  be  discussed  in  the  second  part  of  this  work. 

Theory  of  Electrolysis. — Explanations  regarding  what  takes  place 
during  electrolysis  have  been  frequently  attempted,  but  beyond  more  or  less 
probable  hypotheses,  nothing  has  been  proved.  This  is  not  surprising  when 
we  consider  that  the  nature  of  electricity  itself  is  unknown  to  us.  Grotthuss 
(1805)  gave  the  following  explanation  of  electrolysis :  the  constituents  of  the 
electrolyte  are  oppositely  electrified.  For  instance :  in  water,  oxygen  is  nega- 
tively, hydrogen  positively,  electrified.  In  their  natural  condition  the  molecules 
of  water  are  supposed  to  assume  all  kinds  of  positions.  Into  these  the  electrodes 
of  a  battery  are  introduced,  and  a  current  is  sent  through  them.  As  soon  as  the 
electricities  at  the  electrodes  have  obtained  a  certain  density,  their  forces  of 
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attraction  and  repulsion  cause  all  the  positive  hydrogen  atoms  to  turn  towards 
the  negative  electrode,  and  all  the  negative  oxygen  atoms  towards  the  positive 
electrode.  The  positive  electrode  attracts  all  negatively  electrified  oxygen  particles, 
and  repels  all  positively  electrified  hydrogen  particles.  The  negative  electrode 
attracts  the  positively  electrified  hydrogen  and  repels  the  negatively  electrified 
oxygen.  Both  electrocies  tend  therefore  to  separate  the  O  from  the  H,  and  this 
will  be  effected  at  the  electrodes  first,  because  there  the  forces  are  strongest. 
The  O  of  the  molecule  nearest  the  positive  electrode  is  attracted  by  the  anode, 
and  held  fast  there ;  the  H,  however,  is  repelled,  and  forced  towards  the  negative 
electrode.  This  atom  of  H  combines  with  the  O  of  the  nearest  molecule  of 
water  fi-om  which  the  H  atom  is  forced  out.  The  H  forced  from  the  second 
row  of  water  molecules  reaches  the  third  row,  and  combines  again  with  the  O 
to  form  water.  This  process  is  repeated  through  all  the  molecules  which  are 
between  the  two  electrodes,  until  the  H  finds  no  longer  any  O  in  the  row  of 
molecules  nearest  the  kathode  with  which  to  combine.  The  result  of  the 
whole  process  is  that  O  is  given  off  at  the  positive  electrode  and  H  at  the 
negative  electrode,  whilst  between  the  two  electrodes  the  water  remains  un- 
decomposed.  After  this  process  is  finished  the  water  molecules  have  their 
hydrogen  atoms  directed  towards  the  positive  electrode,  and  their  oxygen  atoms 
directed  towards  the  negative  electrode,  assuming,  therefore,  a  position 
opposite  to  that  produced  by  the  forces  of  attraction  and  repulsion  of  the 
electrodes.  Hence  these  forces  will  cause  the  water  molecules  again  to  alter 
their  position,  and  the  process  described  above  is  repeated.  The  following 
table,  in  which  H  stands  for  hydrogen  and  O  for  oxygen,  illustrates  the  steps 
of  the  process : 
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After  the  first  step  the  molecules  of  water  are  directed  so  that  the  H  points 
to  the  copper  and  O  to  the  zinc  After  the  second  step  oxygen  is  evolved  at  the 
anode,  hydrogen  at  the  kathode,  and  the  remaining  atoms  of  H  and  O  unite 
to  form  new  molecules  of  water.  After  the  third  step  the  molecules  of  water 
are  again  directed ;  and  after  the  fourth  step  they  are  again  decomposed. 

Although  this  explanation  accounts  for  the  fact  that  only  at  the  electrodes 
are  the  ions  separated,  and  also  for  the  proportion  which  anion  and  kathion  beai* 
to  each  other,  it  leaves  unexplained  other  features  of  the  phenomenon.  For 
these  and  other .  reasons  the  hypothesis  of  Clausius  seems  to  be  preferable. 
Clausius,  too,  assumes  an  electrified  condition  of  the  molecules  of  each 
electrode,  but  he  neither  attributes  to  the  galvanic  current  the  force  of  direction 
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nor  power  of  decomposing.  He  points  out  that  both  the  molecules  of  fluids 
and  also  ^heir  atoms  are  in  continual  motion.  The  atoms  in  molecules  of 
fluids  are  held  together  but  by  a  moderate  force,  and  the  molecules  themselves 
constantly  undergo  changes  both  of  synthesis  and  analysis.  The  galvanic  current 
merely  effects  a  regulated  motion  of  the  atoms ;  the  positive  ions  are  attracted 
by  the  negative  electrode,  and  the  negative  ions  by  the  positive  electrode,  and 
by  this  means  are  separated  out  from  the  liquid. 

Minor  Effects  of  Current. — Before  we  close  this  chapter  we  have  to 
point  out  some  effects  of  the  galvanic  current  of  minor  importance.  If  a 
current  is  passed  through  a  small  vertical  tube  containing  some  fluid,  and 
having  two  platinum  wires  fused  into  the  glass,  the  liquid  is  observed  slightly 
to  rise  when  the  current  is  passed  upwards  through  the  tube.  The  height 
through  which  the  liquid  rises  is  proportional  to  the  current  and  the  cross 
section  of  the  tube.  Similarly,  Reinold  and  Riicker  found  that  an  upward 
current  passed  through  a  perpendicular  soap-film  enormously  retarded  the 
thinning  of  the  film,  whicn  was  almost  arrested.  A  somewhat  similar  pheno- 
menon, called  electrical  endosmosis,  takes  place  when  during  electrolysis  porous 
partitions  are  used  as  in  DanielFs  apparatus.  The  liquid  moves  then  from 
the  anode  through  the  porous  partition  to  the  kathode.  This  phenomenon 
is  analogous  to  the  rising  of  liquid  in  the  tube,  for  the  porous  partition  resembles 
a  series  of  small  capillary  tubes. 

In  addition  to  these  effects,  the  galvanic  current  produces  mechanical 
efl*ects  also.  Copper  wires,  which  have  been  in  use  for  some  time,  become 
brittle.  Dufour  passed  a  current  from  a  Bunsen  cell  through  a  copper  wire 
for  nineteen  days,  and  found  that  the  wire  broke  when  5*34  kilogrammes 
were  suspended  from  it,  whilst  before  the  experiment  the  wire  broke  when 
6-29  kilogrammes  were  suspended.  Edlund  found  that  an  iron  wire  becomes 
longer  when  an  electric  current  passes  through  it,  as  it  ought  to  do,  on 
account  of  the  generated  heat ;  but  the  wire  assumes  its  former  length  gradually 
when  the  current  is  interrupted. 

The  sounding  or  clicking  of  iron  bars  at  the  making  and  breaking  of  a 
current  that  is  sent  through  them  is  probably  also  due  to  mechanical  effects. 
The  click  is  only  heard  with  magnetic  metals. 

ELECTRO  -  DYNAMICS. 
Behaviour  of  Galvanic  Currents  towards  each  other. — In  the 

history  of  electricity  and  magnetism  we  have  stated  that  Oersted  discovered 
the  effiects  of  galvanic  currents  on  the  magnetic  needle.  And  both  Oersted  and 
the  electricians  of  his  time  tried  to  find  a  connection  between  electricity  and 
magnetism.  Ampere  concluded  that  if  galvanic  currents  affect  a  magnet^  the 
earth's  magnetism  must  affect  a  current.  This  led  him  to  the  conviction  that 
galvanic  currents  must  influence  each  other,  and  he  succeeded  in  proving;  his 
theories  by  experiments.  To  study  the  mutual  action  of  galvanic  currents  upon 
one  another,   Ampere  constructed  an  apparatus,  the  modem  form  of  which 
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is  shown  in  Fig.  145.  From  the  two  screws  -|-  and  — ,  metal  strips  lead  to 
the  commutator  d,  and  from  here  to  the  pillars  b  and  t.  The  pillar  b  has  two 
concentric  grooves  to  hold  mercury,  and  the  rod  c,  which  passes  up  the  middle 
of  B,  has  a  cavity  at  its  upper  end,  also  meant  to  hold  mercury.  A  screw  of 
the  pillar  b  is  in  connection  with  the  inner  groove,  and  another  screw  with  the 
outer  groove.  If  on  this  frame  a  wire  ring  be  hung  so  that  a  point  fastened  to 
it  rests  in  the  mercury  at  the  top  of  c,  whilst  its  ends  x  and  y  dip  into  the  two 
grooves  holding  mercury,  a  current  can  be  sent  through  the  ring,  and  the  ring 
itself  will  be  able  to  turn  round  the  point  resting  on  the  rod  c.  With  such 
an  instrument  the  dynamical  phenomena  are  easily  observed.     When  a  current 


Fig.  145. — Ampere's  Circle. 


Fig.  146. — Ampere's  Rectangles. 


is  passing  through  the  ring,  it  strives  to  assume  the  same  position  always, 
yit.^  with  its  plane  at  right  angles  to  the  magnetic  meridian,  so  that  the  side  of 
the  circuit  where  the  current  enters  points  towards  the  w^est,  and  the  side 
where  the  current  leaves  the  circuit  points  towards  the  east.  The  effects  of  the 
earth's  magnetism  are  more  clearly  seen  when,  instead  of  a  single  wire,  several 
wires  running  parallel  to  each  other  are  used.  Such  an  apparatus  is  shown  in 
%  146. 

^^^len  our  object  is  simply  to  study  the  effects  of  several  conductors  upon 
each  other  (when  a  current  passes  through  them),  the  controlling  force  of  the 
earth's  magnetism  might  interfere  with  our  plans.  This  difficulty  is  overcome 
by  using  an  apparatus  called  an  astatic  frame,  shown  in  Fig.  147.  The  wire 
here  is  bent  twice  in  the  form  of  a  rectangle,  so  that  the  currents,  flowing 
through  each  rectangle  are  in  opposite  directions  to  each  other.  The  earth's 
magnetism  affects  the  two  rectangles  equally,  but  tends  to  turn  one  in  one 
direction,  and  the  other  in  an  opposite  direction;  it  follows- that  the  two 
L  2 
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equal  but  opposite  forces  counteract  each  other.  The  ends  of  the  wire  frame 
dip  into  the  mercury  cups  a  and  h,  and  the  wires  from  the  battery  dip  into 
the  mercury  cups  a  and  b.  The  direction  of  the  current  is  indicated  by 
the  arrow-heads.  If  we  bring  another  wire  frame,  in  the  form  of  a  rectangle, 
near  this  astatic  frame,  having  a  current  passing  through  it,  so  that  the  wires  in 
both  frames  are  parallel  to  each  other,  the  two  currents  will  attract  each  other 
when  both  have  the  same  direction,  and  repel  each  other  when  they  flow  in 
opposite  directions.    The  attraction  or  repulsion  is  indicated  by  the  movable 

astatic  frame,  which  either  moves 
towards  or  from  the  fixed  wire 
frame. 

The  attraction  between  parallel 
currents  may  be  shown  by  means 
of  Roget^s  contact-breaker,  repre- 
sented in  Fig.  148.  One  end  of 
the  spiral  spring  f  is  fixed  to  the 
arm  a  on  the  stand  t,  while  the 
other  end  of  the  spring  dips  into 
the  mercury  cup  G.  Ki  and  K,  are 
screws  in  connection  with  the  stand 
T  and  mercury  cup  g.  If  this  ap- 
paratus be  inserted  in  a  circuit,  the 
current  will  enter  at  k,,  flow  through 
T  A  and  the  spiral  f,  enter  g,  and 
leave  the  apparatus  at  k..  Here  the 
turns  of  the  spiral  form  a  series  of 
parallel  currents,  which  attract  each 
other,  causing  the  spiral  to  become 
contracted,  and  the  free  end  to  be  lifted  out  of  the  mercury,  so  as  to  interrupt 
the  current.  The  instant  the  current  ceases  the  attractions  of  the  turns  cease, 
and  the  spiral  again  dips  into  the  mercury,  and  so  on. 

Not  only  parallel  currents,  but  also  currents  that  cross  each  other,  attract 
or  repel  each  other.  This  may  be  shown  by  means  of  the  apparatus  in 
Fig.  149.  The  movable  astatic  frame  is  hung  upon  b  {see  Fig.  145),  and  the 
crossing  circuit  is  arranged  upon.  e.  The  piece  ^  ^  of  the  astatic  frame  is  made 
of  insulating  material.  The  direction  of  the  current  in  both  cases  is  indicated 
by  arrow-heads.  If,  now,  the  currents  both  flow  towards  the  vertex  of  the 
angle  which  they  make,  or  both  flow  from  the  vertex,  they  will  attract  each 
other.  If,  however,  one  of  them  flows  towards  the  vertex  of  the  angle,  the 
other  from  it,  they  will  repel  each  other. 

Self- Repulsion  of  a  Current. — Currents,  where  one  a  b  is  flowing 
towards  the  vertex  (Fig.  150),  and  the  other  c  d  from  it,  repel  each  other.  The 
angle  itself  may  have  any  size,  and  by  making  it  more  and  more  obtuse,  we 
sh.ill  have  at  last  an  angle  of  180*',  and  a  b  will  lie  in  the  straight  line  a'  b'  d  ; 


g.  147.— -Ampere's  Astatic  Rectangles. 
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we  then  have  a  conductor  in  which  the  current  flows  from  a'  to  d,  and  we  are  led 
to  the  conclusion  that  the  Successive  portions  of  one  and  the  same  current  must 
repel  each  other.  This  may  be  shown  to  be  the  case  by  the  following  experi- 
ments :  c,  in  Fig.  151,  is  a  wooden  trough  filled  with  mercury,  which  is  divided 
by  a  partition.  The  binding  screws  b  b  are  in  connection  with  the  quicksilver 
on  each  side  of  the  partition,  and  are  intended  to  receive  the  current.  On  the 
mercury  floats  the  wire  frame  f.    The  current  enters  at  b,  flows  through  the 


d 


^^ 


/ 


'  ti 


Fig.  148. — Roget's  Contact-breaker. 


Fig-  149' — Attraction  of  Inclined  Currents. 


frame  to  the  mercury  of  the  second  partition,  and  leaves  the  trough  at  the 
second  binding  screw  b.  As  soon  as  the  current  circulates,  repulsion  be- 
comes noticeable  by  the  motion  of  the  frame  away  from  b  b. 

Continuous  Rotations. — The  effects  produced  by  two  currents  which 
cross  each  other  may  be  used  for  producing  continual  motion.  The  wires  s  and 
AB,  in  Fig.  152,  have  currents  flowing  through  them,  the  directions  of  which  are 
indicated  by  the  arrow-heads.  If  we  examine  the  effect  which  the  piece  a  c  must 
have  upon  s,  we  observe  that  the  currents  in  a  c  and  s  flow  opposite  to  each  other ; 
it  follows  that  a  c  will  attract  the  conductor  s  in  the  direction  oc.  If  we  further 
notice  the  directions  in  s  and  c  b,  we  find  the  current  in  s  moves  towards  0^  the 
current  in  c  b  flows  from  0 ;  the  two  currents,  therefore,  will  repel  each  other 
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J  EC  ^  B 

Fig,  150.— Deduction  from  the  Repulsion  of  Inclined 
Currents. 


in  the  direction  ol?.     If  the  conductor  s  is  movable,  the  result  of  the  effects 
of  A  c  and  c  b  upon  s  will  be  in  the  direction  of  the  resultant,  o  r.     If  now 

the  wire   a  b  is  bent  in  the 
"^  shape  of  a   circle,  and  if  s 

moves  upon  an  axis  that  goes 
through  the  centre,  s  will  have 
to  rotate  in  the  circle.  Under 
these  conditions,  the  remarks 
made  about  the  resultant  force 
will  apply  to  every  position  of 
s.  On  this  principle  the  rota- 
tion apparatus  shown  in  Fig. 
153  is  constructed.  The  stand 
T  has  at  its  upper  end  a  cup 
containing  mercury,  in  which 
the  conductor  l  Lj  moves. 
The  lower  end  of  t  is  con- 
nected with  k  by  means  of  a 
strip  of  metal.  The  ends  of 
L  Lj  dip  in  the  mercury,  which 
fills  the  circular  groove  R,  and 
round  this  several  turns  of 
covered  copper  wire  are 
wound,  the  ends  being  in 
connection  with  the  binding 
screws  k  k^.  The  screw  k^  is 
connected  by  a  metal  strip 
with  the  mercury  in  the  groove, 


Fig.  152. 


-Diagram  of  Forces  between  Two  Currents. 


so   that  when  k  k^  are  con- 


nected with  the  poles  of  a 
battery,  the  current  flows  from 
the  binding  screw  k  through 
T  to  the  mercur)'  cup,  and 
then  flows  through  l  and  Lj 
to  the  mercury  of  the  groove 
R,  and  by  means  of  a  bind- 
ing screw  k^  back  again  to 
the  battery.  If  the  direction 
of  the  current  is  that  indi- 
cated by  the  arrow,  the  con- 
ductor L  Lj  will  rotate  with 
the  hands  of  a  watch  placed 
horizontally,  that  is,  face  upwards.  Rotation  effected  by  repulsion  and  attraction 
of  parallel  currents  is  shown  in  the  apparatus  represented  in  Fig.  154.    The  outer 


Rotation  of  Current. 


Digitized  by 


Google 


Electro-Dynamics, 


167 


circuit  is  fixed,  the  inner  circuit  movable,  the  ends  dipping  into  the  mercury  cup 
H,  which  is  divided  into  two  parts  by  a  partition.  The  ends  of  the  inner 
circuit  are  so  arranged  that  one  end  dips  into  one  side  of  the  mercury 
cup  H  when  the  other  end  dips  into  the  other  side.  When  currents  are  sent 
through  both  circuits  in  the  direction  indicated  by  the  arrows,  being  parallel 
they  will  attract  each  other.  When  the  two  circuits  are,  through  attraction, 
brought  as  near  as  they  can  be,  which  is  the  case  when  the  two  rings  lie  in  the 
same  plane,  the  wire  ends  slide  over  the  partition  in  the  mercury  trough,  and 
the  direction  of  the  current  in  the  inner 
circuit  is  thereby  reversed.  It  follows  that 
the  two  circuits  will  now  repel  each  other, 
that  is,  the  inner  ring  will  continue  its  mo- 
tion until  its  right  side  is  close  to  the  left 
side  of  the  outer  ring.  Motion  would  cease 
now,  because  currents  of  the  same  direction 
are  again  opposite  each  other,  but  for  a 
repetition  of  the  process  of  reversal.  The 
wire  ends  again  slide  over  the  partition  ol 
the  mercury,  and  instantly  there  occurs 
a  change  of  direction  in  the  current; 
consequently,  the  inner  circle  rotates  con- 
tinuously. 

The  force  of  attraction  or  repulsion  for 
two  currents  is  found  to  be  proportional  to 
the  product  of  the  intensities  of  the  cmr- 
rents,  and  to  the  product  of  the  lengths  of 
the   currents,  and  inversely  proportional  to 

the  square  of  the  distance  between  them.     If  f  be  the  force,  c^  c^  the  currents, 
/j  /g  their  lengths,  which  are  everywhere  at  a  distance  d  from  one  another, 

thenF=i^^. 

This  law  is  confirmed  by  the  following  apparatus  : 

'Weber's  Electro-Dynamometer. — The  electro-dynamometer  is  an 
instrument  for  measuring  the  strength  of  a  current  by  the  attraction  or  repulsion 
between  two  parts  of  the  circuit.  It  consists  in  the  essential  parts  of  two  wire 
coils,  of  which  one  is  fixed  and  the  other  hangs  from  two  conducting  wires  very 
near  together,  so  as  to  furnish  a  directing  couple.  The  coils  carry  a  small 
mirror,  and  for  the  exact  determination  of  the  deviation  of  the  movable  coils 
reflected  readings  are  taken.  The  two  wire  coils  tend,  when  currents  having  the 
same  direction  flow  through  them,  to  place  themselves  parallel  to  each  other,  as 
shown  in  Fig.  154.  This  construction  of  a  measuring  instrument  has  two 
advantages,  which  are  especially  of  importance  in  practice.  First,  when  one  and 
the  same  current  flows  through  both  coils  they  experience  a  deviating  couple 


Fif»   154.— Rotation  of  Currents. 
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proportional  to  the  square  of  the  intensity  of  the  current.  Secondly,  when 
through  the  two  coils  a  current  of  known  strength  and  direction  flows,  the 
movable  coil  will  turn  through  a  definite  angle,  0,  and  assume  a  distinct 
direction.  If  now  the  current  flowing  through  the  two  coils  be  reversed,  the 
movable  coil  will  retain  its  deviation,  the  latter  being  only  a  function  of  the 
strength  of  the  current,  but  not  of  its  direction.  Since  at  first  the  direction  of  the 
current  was  parallel  in  the  two  coils,  it  must  remain  parallel  after  the  change  of 
direction.  Later,  we  shall  see  that  in  practice  we  have  to  deal  with  currents 
which  are  continually  reversing  and  restoring  their  directions.  For  the  measure 
ment  of  such  currents  the  electro -dynamometer  is  a  very  useful  instrument. 


Fig.  156.— Section  of  the  Instrument 


Fig.  155. — Ayrton  and  Perry's  Horse- Power  Meter. 


There  are  two  things  equal  to  one  another  when  the  coil  has  found  the  position 
of  rest :  the  directing  couple,  depending  on  the  mode  of  suspension  and 
proportional  to  the  angle  of  deviation,  and  the  deflecting  couple,  depending  on 
the  strength  of  current  Cg,  and  the  cosine  of  the  angle  of  deviation  d. 
Hence,  Co  cos  0=a  d  where  a  is  a  constant  depending  on  the  size  of  the  coils. 

Other  Electro-Dynamometers.— The  instrument  shown  in  Fig.  155, 
and  in  section  in  Fig.  156,  is  the  horse-power  meter,  by  Ayrton  and  Perry, 
depending  on  the  principle  of  the  electro-dynamometer.  The  fixed  spiral  b 
consists  of  a  cable  of  ten  wires,  which  by  means  of  the  cylinder  a  may  be 
arranged  in  series  or  parallel ;  c  is  the  movable  coil,  s  is  a  spiral  spring.  The 
movable  coil  c  possesses  a  resistance  of  400  ohms.  The  construction  of  the 
instrument  enables  it  to  give  readings  directly  in  horse-powers. 

The  dynamometer  constructed  by  Siemens  for  measuring  strong  currents  is 
shown  in  Fig.  157.  The  movable  circuit  w  w  has  only  one  coil  of  thick 
wire,  whilst  the  fixed  coil  a  a  consists  of  wires  having  five-and-fifty  turns.     The 
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ends  of  the  movable  coil  dip  into  mercury  cups  into  which  the  current  is 
directed :  f  is  a  spiral  spring  which  holds  the  movable  coil  in  position ;  z  is  a 
pointer  attached  to  the  movable  coil,  and  moving  over  t,  a  graduated  scale.  The 
wire  ends  of  the  fixed  coil  are  so  connected  with  the  binding  screws  i,  2, 
and  3,  and  the  mercury  cups,  that  the  current  may  be  sent  either  through 
a  few  turnings  of  the  fixed  coil  and  the  movable  coil,  or  through  the  many 
turns  of  the  fixed  coil  and  the  mov- 
able coil,  to  adapt  the  instrument 
to  currents  of  different  strengths. .  As 
the  movable  coil  has  only  one  turn, 
the  earth's  magnetism  will  therefore 
have  very  little  influence  upon  iis 
position.  The  deviation  of  the  mov- 
able circuit  is  counteracted  by  the 
torsion  of  the  spring,  which  can  be 
applied  by  means  of  the  knob  at 
the  top.  The  angle  through  which 
the  spring  has  to  be  moved  is  the 
measure  of  the  square  of  the  strength 
of  the  current.  The  instrument  is 
adjusted  for  measurement  according 
to  the  usual  units  by  inserting  in  the 
circuit  at  the  same  time  a  copper 
voltameter.  From  the  amount  of 
copper  separated  out,  the  strength  of 
the  current  is  calculated  in  amperes. 
The  motion  of  the  coil  being  propor- 
tional to  the  square  of  the  strength  of 
the  current,  the  square  root  of  the 
dynamometer's  indication  will  give  the 
strength  of  the  current ;  the  proportion 
of  thi^  to  the  strength  of  current  ob- 
tained by  the  voltameter  will  give  the 
reduction  factor,  or  constant  of  the. instrument,  that  is,  that  number  which  will 
enable  us  to  reduce  the  indications  of  the  dynamometer  to  amperes.  This 
number  is  called  the  constant  of  the  apparatus,  because,  once  determined,  all 
calculations  may  be  easily  effected  by  means  of  it. 

ELECTRO-MAGNETISM. 

Discovery  of  Electro-Magnetism. — Arago,  in  1820,  observed  that 
iron  filings  which  were  near  a  copper  wire  conveying  a  current  surrounded  it 
cylindrically.  The  wire  through  which  the  current  flowed  did  not  attract  the 
filings,  but  gave  to  them  a  distinct  position ;  and  when  the  filings  were  thus 
directed  they  attracted  each  other,  and  then  covered  the  copper  wire.     The 
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current  in  the  copper  wire  converted  each  filing  into  a  magnet ;  and  caused 
these  to  place  themselves  with  the  longest  axis  at  right  angles  to  the  direction 
of  the  current.  The  phenomenon  disappeared  whenever  the  current  was  in- 
terrupted. Arago  found  further,  that  when  iron  needles  were  placed  in  a  glass 
tube  round  which  a  current  was  made  to  circulate,  the  needles  became  magnetic; 
but  the  magnetism  disappeared  as  soon  as  the  current  was  stopped  in  the 
spiral  The  magnetism  was,  however,  retained  after  the  ceasing  of  the  current 
when,  instead  of  iron,  steel  needles  were  taken.  The  magnetising  power  of  the 
current  is  very  evident  when  the  current  is  mz^e.  to  flow  in  spiral  form  round 
an  iron  rod.  If  the  rod  is  of  wrought  iron,  the  whole  of  its  magnetism  disappears 
after  the  current  ceases;  but  if  steel  be  taken,  the  steel  rod  only  loses  part 


Fig.  158. — A  Circuit  movable  about  a  Vertical  Axis. 


of  its  magnetism  after  the  interruption  of  die  current  The  soft  iron  surrounded 
by  a  current  is  called  an  electro-magnet,  the  steel  a  permanent  magnet. 

To  produce  powerful  magnets  by  means  of  currents,  which  is  the  method  now 
usually  adopted,  the  following  method  was  suggested  by  Elias.  A  short  thick 
hollow  cylinder  of  covered  copper  wire  is  made,  and  the  rod  to  be  magnetised 
is  drawn  several  times  backward  and  forward,  whilst  a  powerful  current  passes 
through  the  coil.  The  steel  rod  is  then  held  fast  at  its  middle,  and  the  current 
stopped.  For  the  source  of  electricity  a  battery  consisting  of  large  plates  ought 
to  be  used,  so  as  to  obtain  a  small  internal  resistance.  The  magnetism  of 
the  rod  increases  with  the  number  of  turns  of  wire  through  which  the  current 
flows ;  and  the  strength  of  the  current  itself,  of  course,  influences  the  magnetism 
in  the  bar. 

Directing  Power  of  the  Earth's  Magnetism  on  a  Movable  Coil. 
— We  have  had  repeatedly  to  mention  the  controlling  force  of  the  earth  upon 
certain  bodies  free  to  move.  Let  us  consider,  with  the  help  of  Fig.  158,  the 
effects  of  earth  currents  upon  vertical  planes  through  which  electric  currents  are 
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passing.  Let  abed  represent  the  circuit  movable  round  a  vertical  axis  h  g, 
and  let  wo  be  the  resultant  of  all  the  earth  currents,  which  we  will  call,  in 
short,  the  earth  current  According  to  Ampere's  theory,  this  current  must  be  at 
right  angles  to  the  magnetic  meridian  from  east  to  west.  As  every  such  circuit 
compared  with  the  earth  circuit  is  infinitely  small,  the  difference  in  the  distances 
of  currents  ab  and  dc  from  ow  need  not  be  considered  further,  the  currents 
in  ab  and  dcaie  of  equal  strength  and  opposite  directions,  and  therefore  it 
follows  that  the  effect  which  the  earth  current  has  upon  the  horizontal  currents 
ab  and  cd  is  equal  to  o.  It  is,  however,  different  with  the  vertical  currents  ad 
and  be;  these  stand  in  the  same  relationship  to  the  earth  cunent  as  the  current 
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Fig*  I59» — A  Circuit  movable  about  a  Horizontal  Axis. 

s  stands  to  current  ab  in  Fig.  152  (page  166).  Currents  cb  and  ow  will  cut 
each  other  in  f;  cb  flows  towards  it,  fg  from  it;  hence  the  two  currents  will 
repel  each  other  in  the  direction  cb.  The  currents  cb  and  o  f  flow  both  towards 
F,  hence  they  will  attract  each  other  in  the  direction  b  o.  The  resultant  of  these 
two  forces  will  lie  in  the  direction  b  Rj,  and  will  tend  to  move  the  circuit  in  that 
direction.  The  currents  a  d  and  o  w  cut  in  e,  a  //  and  e  w  flow  away  from  e, 
and  attract  each  other  in  the  direction  a  w.  Again,  a  d  flows  from  e,  g  e  flows 
towards  it ;  these  two  will,  therefore,  repel  each  other  in  the  direction  g  a.  The 
resultant  of  these  two  forces  tries  to  move  the  circuit  in  the  direction  a  r. 
The  circuit  abed  can  only  move  round  its  vertical  axis  h  g  ;  and  the  resultants 
R  and  Ri  tend  to  turn  the  circuit  towards  different  directions,  that  is,  to  move 
it  round  g  h.  The  circuit  will  therefore  rotate.  A  single  position  must  be 
excepted ;  this  position  is  evidently  that  of  the  circuit  in  which  the  ascending 
current  lies  west,  and  the  descending  current  east,  from  the  axis  g  h  ;  in  this 
position  oi  a  b  c  d  alone  the  two  forces  are  equal  to  each  other,  and  theii 
directions,   although  opposite  to  each  other,  fal!   in  one  and  the  same  line. 
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Hence,  a  movable  circuit  rotating  round  a  vertical  axis  places  itself  always  per- 
pendicular to  the  magnetic  meridian  in  such  a  manner  that  the  ascending 
current  lies  west,  the  descending  one  east. 

We  have  next  to  determine  the  resultant  effect  of  all  the  earth  currents 
on  a  circuit  movable  like  the  dipping  needle  about  a  horizontal  axis.  The 
apparatus  devised  for  this  experiment,  by  Ampbre,  is  shown  in  Fig.  159. 
It  consists  of  the  wire  frame  abed efgy  which  is  movable  round  the  hori- 
zontal axis  /  g.  The  black  pieces  where  the  wires  a  f  and  c  d  intersect  or 
cross  f  g  are  made  of  insulating  material.  The  current  is  sent  through  the 
pillars  TTj.  The  wooden  piece  h  r  only  serves  to  support  the  wire  frame,  and  is 
so  arranged  that  its  centre  of  gravity  lies  in  the  3ods/g.  The  apparatus  is  placed 
with  the  axis/g  at  right  angles  to  the  magnetic  meridian.  If  a  current  be  passed 
in  the  direction  indicated  by  the  arrows  (T^a  d  c  d  e/gr),  the  frame  will 
arrange  itself  at  right  angles  to  the  direction  of  dip.  The  side  will  be  lowest 
where  the  current  flows  from  east  to  west  (cd)  as  in  the  figure.  The  reason  of 
this  is  that  the  currents  in  these  two  sides  run  parallel  to  the  earth  current.  The 
laws  for  parallel  currents  here  apply,  and  as  the  earth  current  flows  from  east  to 
west,  the  side  cdy  through  which  the  battery  current  has  this  direction,  must  be 
attracted.  The  side  de,  in  which  the  current  has  the  opposite  direction,  is 
repelled.  The  currents  in  ^^  and  cd  being  opposite,  and  capable  of  moving 
only  round  the  axis  fg,  need  not  be  considered.  From  the  position  of  the 
frame,  perpendicular  to  the  direction  of  the  dip  or  inclination  needle,  it  follows 
that  the  earth  current  in  our  latitudes  must  flow  south. 

Earth  Currents.— These  earth  currents  have  received  much  attention, 
although  nothing  definite  as  yet  has  been  proved  regarding  them.  There  seems 
little  doubt  that  most  of  the  different  magnetic  disturbances  are  due  to  earth 
currents.  The  electrical  conditions  between  the  earth  and  air  equalise  each 
other  in  different  ways  at  different  latitudes.  In  the  polar  regions,  for  instance, 
the  aurora  borealis  is  the  result  of  the  difl*erence  of  electrical  condition  between 
the  earth  and  air.     At  the  equator  thunder-storms  are  the  result. 

Influence  of  the  Sun. — Many  attempts  have  been  made  to  find  a  con- 
nection between  the  spots  and  prominences  in  the  sun,  and  the  electrical 
phenomena  on  the  earth.  Professor  Forster  says  that  by  numerous  magnetic 
observations  of  the  last  thirty  or  forty  years,  it  has  been  proved  that  the  formation 
of  black  spots  on  the  surface  of  the  sun,  and  the  generation  of  pillars  and  clouds 
of  glowing  gases  in  the  immediate  neighbourhood  of  the  sun,  stand  in  close 
connection  with  certain  deviations  in  direction  and  intensity  of  the  earth's 
magnetic  forces. 

That  earth  currents  may  attain  considerable  intensity  during  the  so-called 
magnetic  storms,  was  observed  on  the  telegraph  circuit  of  Gothenburg-Nystad 
during  the  appearance  of  the  aurora  borealis  in  1880.  Three-fourths  of  this 
circuit  consists  of  overhead  wires,  and  one-fourth  lies  under  the  surface  of  the 
earth,  that  is,  it  is  a  cable.  The  conductor  appeared  at  times  positively  charged, 
and  then  at  other  times  negatively  charged,  and  produced  a  deflection  in  the 


Digitized  by 


Google 


Electro-Magnetism,  173 

apparatus  which  exceeded  the  deflection  produced  by  200  Leclanch^'s  elements. 
When  the  conductor  was  connected  to  earth,  and  then  again  disconnected, 
strongly  glowing  sparks  were  observed  to  pass,  and  the  wires  were  heated  to 
such  an  extent  that  the  gutta-percha  covers  began  to  melt.  After  these  and 
similar  observations,  and  the  investigations  of  the  Swedish  physicist,  Wijkander, 
there  can  be  no  longer  any  doubt  that  local  fluctuations  of  the  earth  current, 
spreading  over  small  areas  only,  are  due  to  the  inductive  action  of  local  thunder- 
storms. With  equal  truth  it  may  be  assumed  that  electrical  tensions  and 
neutralisations  distributed  over  larger  surfaces  of  the  earth,  are  the  causes  of 
the  disturbances  observed  in  longer  telegraphic  currents. 

Action  of  the  Earth  on  Solenoids. — Let  us  return  to  the  effects  of 
the  earth's  magnetism  on  planes  free  to  move,  surrounded  by  currents.  Such 
planes  will  assume  the  same  position  on  account  of  the  controlling  force  of  the 
earth.    The  phenomenon  is  produced  the  more  easily  when,  instead  of  having 


'^ 


tytJC 


Fig.  160.— The  Solenoid. 


simply  one  turn,  the  circuit  has  many  turns  parallel  to  each  other.  When  a 
circuit  has  a  form  similar  to  that  represented  in  Fig.  160,  it  is  termed  a 
solenoid.  Hence  a  solenoid  may  be  considered  as  a  system  of  parallel  currents, 
each  turn  of  which  is  almost  a  circle,  and  is  connected  by  a  small  piece  with  the 
next  circle.  The  sum  of  all  the  connecting  pieces  will  be  equal  to  the  straight 
line  A  B.  The  direction  in  which  the  current  circulates  in  this  system  is  indi- 
cated by  the  arrow-heads.  The  current  in  the  straight  wire  a  b  flows  in  the 
opposite  direction  to  that  of  the  connecting  pieces  between  the  circle.  The 
effects  of  these  two  currents  will  neutralise  each  other,  and  only  the  circular 
currents  need  be  taken  into  consideration.  If  such  a  solenoid  be  suspended  so 
as  to  move  about  a  vertical  axis,  it  will  assume  a  position  parallel  to  the  declina- 
tion needle.  In  other  words,  a  solenoid  will  behave  like  a  magnet ;  that  end 
will  point  south  in  which  the  current  moves  with  the  hands  of  a  watch;  the 
end  pointing  north  will  have  the  current  flowing  against  the  hands  of  a  watch. 
It  is  usual,  therefore,  to  speak  of  the  ends  as  the  poles  of  the  solenoid,  as  we 
speak  of  the  poles  of  a  magnet.  If  the  axis  of  rotation  of  a  solenoid  be 
arranged  as  in  the  circuit  represented  in  Fig.  159,  it  will  assume  a  position 
parallel  to  the  dip  or  inclination  needle.  When  a  current  passes  above  or  below 
a  solenoid  which  is  parallel'  to  the  declination  needle,  the  solenoid  will  be 
affected  in  the  same  manner  as  the  needle  would  be.    Like  or  similar  poles 
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of  a  solenoid  repel  each  other ;  opposite  poles  attract  each  other.  The  same 
effects,  then,  may  be  obtained  by  solenoids  as  by  magnets.  Even  simple 
currents  show  the  same  properties :  they,  too,  are  solenoids,  but  solenoids  of 
very  short  lengths. 

Ampere's  Theory  of  Magnetism. — The  evident  similarity  in  the  be- 
haviour of  magnets  and  solenoids  led  to  Amp^ris  theory  of  magnetism.  Solenoids 
and  magnets  obey  the  same  laws.  The  force  of  attraction  or  repulsion  between 
their  poles  is  directly  proportional  to  the  product  of  the  intensities,  and  inversely 
proportional  to  the  square  of  the  distance.    Solenoid  and  magnet  affect  each 
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Fig.  161.— Ampere's  Notion  of  a  MagneU 
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Fig.  162. — Attraclive  Action  of  two  Magnets. 
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Fig.  163. — Repellent  Action  of  two  Magnets. 

Other  exactly  as  two  magnets  would.  These  phenomena  led  Ampere  to  give 
up  his  former  theory  of  two  magnetic  fluids,  and  to  suggest  that  magnetism 
is  nothing  else  than  parallelism  of  electric  currents.  By  means  of  Ampere's 
theory  all  magnetic  phenomena  find  a  simple  explanation ;  a  mapiet  may  be 
assumed  to  consist  of  a  bundle  of  solenoids,  with  their  similar  poles  arranged  in 
the  same  direction.  According  to  Ampere's  theory,  a  current  at  the  south  pole 
of  a  magnet  will  flow  clockwise,  at  the  north  pole  anti-clockwise,  the  pole  in 
.question  pointing  towards  the  observer.  If  the  observer  stand  before  the  south 
pole  of  the  solenoid  (Fig.  161),  the  current  enters  at  s,  and  flows  without 
altering  its  direction  through  all  the  turns,  and  out  again  at  n.  Place  a  watch 
with  its  face  towards  the  observer,  the  current  will  move  with  the  hands;  if 
now  the  observer  moves  to  face  the  north  pole,  leaving  the  watch  in  its  first 
position,  he  will  see  the  current  move  against  the  hands  of  the  watch.  When 
the  declination  needle  is  at  rest  the  current  flows  upwards  on  the  west  side  of 
the  south-seeking  pole,  and  downwards  on  the  east  side.     If  every  kind  of 
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magnetism  (earth  magnetism  too)  be  due  to  electrical  currents,  it  must  be  the 
earth  currents  which  determine  the  position  of  the  magnet  or  solenoid.  The 
earth  current  flows  from  east  to  west,  and  the  current  at  the  south  pole  of  the 
magnet  has  the  same  direction  at  its  lower  side,  and  the  opposite  direction 
at  its  upper  side. 

The  attraction  and  repulsion  ot  magnets  are  explained  by  Ampere's  theory  as 
the  effects  of  two  currents  upon  each  other.  The  solenoid  currents  s  n  and 
Sj  N|,  in  Fig.  162,  are  parallel  to 
each  other,  and  flow  in  the  same 
direction,  therefore  they  attract 
each  other.  The  currents  in 
s  N  and  Si  n^,  Fig.  163,  are 
parallel  to  each  other,  but  flow 
in  opposite  directions,  therefore 
they  repel  each  other. 

Mutual  Effects  of  Gal- 
vanic Currents  and  Mag- 
nets.— ^We  know  that  when  a 
cunrent  passes  either  above  or 
below  a  magnetic  needle,  the 
needle  will  alter  its  position. 
The  direction  of  motion  is  in 
accordance  with  Ampere's  rule : 
Imagine  a  man  swimming  in  the 
direction  of  the  current  with  face 
towards  the  needle,  the  deviation 
of  the  needle  will  take  place  in 
such  a  manner  that  the  north 
pole  will  move  in  the  direction 
of  the  man's  left  hand.  Fig.  164 
represents  a  circuit  with  one  of 
its  planes  parallel  to  the  magnetic 

meridian ;  a  positive  current  is  sent  through  it  in  the  direction  abode,  n  s 
and  n  s  are  small  magnets  moving  round  a  vertical  axis.  Magnet  n  s,  according 
to  the  above  rule,  must  reach  the  position  n^  s^.  To  obtain  the  deviation  for 
the  magnet  n  s,  we  must  imagine  the  human  figure  lying  on  its  back  upon  D  e, 
with  its  head  towards  e,  and  its  feet  towards  d.  The  left  arm  will  then  point  to- 
wards the  left  of  the  drawing,  and  the  needle  will  have  to  assume  the  position 
«2  ^i-  The  direction  of  the  needle  may  further  be  determined  by  imagining  the 
solenoids  substituted  for  magnets.  The  system  of  parallel  currents  in  the 
solenoid  will  be  directed  by  the  current  through  the  circuit  abode.  The 
solenoid  will  turn  therefore  in  the  direction  indicated  by  «i  s^  and  n^  s^.  When 
the  observer  stands  at  the  right-hand  side  of  the  drawing,  the  current  will  be 
found  to  circulate  in  the  direction  of  the  hands  of  a  watch.   The  magnets  of 


Fig.    164. 


-Theory  of  the  Action  between  Current 
and  Magnet. 
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solenoids  have  to  arrange  their  circuits  parallel  to  the  circuit  a  B  c  D  e  so  that 
those  horizontal  parts  of  the  circuit  which  are  nearest  the  circuit  a  b  c  d  have 
the  same  direction  as  the  current  in  a  b  c  d.  Hence,  in  Fig.  164  the  magnet 
N  s  must  set  itself  so  that  its  upper  horizontal  current  flows  in  the  direction 
from  b  to  c,  the  lower  horizontal  current  in  «  x  must  flow  in  the  direction  from 

D  to  E. 

Rotation  produced  by  Magnets.— Just  as  a  current  affects  a  magnet, 
the  magnet  in  its  turn  influences  conductors  through  which  a  current  passes, 


Fig.  165.^ Rotation  about  a  Magnetic 
Pole. 


Fig.  166.— Rotation  of  a  Circuit  about  a 
Magnet. 


and  can  give  to  them,  when  properly  arranged,  a  continuous  rotation.  An 
arrangement  which  will  effect  such  rotation  is  shown  in  Fig.  165.  If  we  suppose 
the  current  to  flow  in  the  direction  indicated  by  the  arrows,  the  conductor 
s  $1  moves  round  the  north  pole  n  of  a  magnet  clockwise.  Why  this  rotation 
takes  place  hardly  needs  further  explanation ;  it  is  simply  again  the  effect  of  a 
horizontal  current  a  b  upon  a  closed  circuit  s,  which  brings  into  action  the 
couple  R  Rj. 

In  tracing  the  effects  of  a  b  upon  s,  to  obtain  the  resultant  R  compare 
Fig.  165  with  Fig.  152,  page  166;  in  both  figures  analogous  parts  have  the 
same  letters.  The  whole  apparatus  is  shown  in  Fig.  166.  The  metal  rod 
is  surrounded  by  a  bundle  of  magnets  n  s,  with  their  north  poles  pointing 
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upwards.  The  top  of  t  has  a  mercury  cup,  into  which  one  end  of  the  circuit 
dips.  The  other  ends  at  <j  ^  are  points,  which  also  dip  into  mercury.  *  The 
current  is  sent  through  the  binding  screw  k,  flows  through  t,  then  down  d  a  and 
€  b^  through  the  mercury  to  the  vertical  supports,  and  out  at  k^.  The  rotation 
of  the  conductor  takes  place  in  the  manner  indicated  in  Fig.  165,  through  the 
action  of  the  north  pole  upon  the  two  descending  branches  of  the  current.  The 
south  pole,  too,  will  influence  them,  but  being  farther  away  than  the  north 
pole,  will  have  less  effiect.  The  same  result  is  obtained  when,  instead  of 
the  bundle  of  magnets  n  s,  the  solenoid  n^  Sj  is  used.  The  current  may 
be  fixed,  and  the  magnets  so  arranged  as  to  rotate.  An  apparatus,  in  which 
the  rotation  of  magnets  is  brought  about  by  a  current,  is  shown  in  Fig. 
167.  a  has  a  mercury  cup,  and  is  connected  wjth  the  screw  p.  The  magnets 
n  s  and  Wj  Si  are  connected  with  each  other  by  means  of  a  horizontal 
piece  fastened  to  d,  which  moves  in 
mercury  at  both  ends.  The  point 
s  dips  into  the  upper  mercury  cup 
of  dy  and  a  wire  leading  from  the 
horizontal  cross-piece  dips  into  the 
mercury  contained  in  the  groove  r, 
which  is  in  connection  with  the 
stand  T  and  tihe  binding  screw  /j. 
The  positive  current  enters  the 
apparatus  at  /,  flows  through  ay 
then  into  the  mercury  at  r,  from 
here  through  t,  and  out  at  /|.  The 
magnets  move  round  the  axis  a  b  in 
the  direction  indicated  by  the  arrow. 

Laws  of  Electro- Magnets. 
— Jacobi  and  Lenz  arrived  experi- 
mentally at  the  following  laws  of 
electro-magnets :  (1)  The  electro- 
magnetic moment  or  strength  of  the 

magnetism  produced  in  one  and  the  same  rod  is  directly  proportional  to  the 
number  of  turns  in  the  coil;  and  (2)  is  directiy  proportional  to  the  strength 
of  the  current ;  (3)  is  independent  of  the  thickness  and  material  of  the  con- 
ducting wire ;  (4)  is  independent  of  the  diameter  of  the  coils.  The  product 
of  the  number  of  turnings  and  the  strength  of  the  current  is  called  the  magnet- 
ising force  of  the  spiral 

The  more  exact  experiments  made  by  Miiller  proved  that  the  above  law 
only  holds  good  when  the  cross  section  of  the  rod  does  not  become  too  small ; 
and  further,  that  the  magnetic  moment  of  a  rod  cannot  be  increased  beyond  a 
certain  point.  When  very  thin  rods  are  taken,  the  magnetic  moment  increases 
more  rapidly  than  the  magnetising  force.  Dub  mentioned  that  the  electro- 
magnetism  of  a  rod  is  proportional  to  the  square  root  of  its  cross  section,  but 
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Fig.  167. — Rotating  Magnets. 
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Muller  considers  this  to  be  correct  only  so  long  as  the  magnetism  is  proportional 
to  the  strength  of  the  current. 

Soft  iron,  poor  in  carbon,  becomes  strongly  magnetised,  but  only  temporarily  ; 
whilst  steel,  rich  in  carbon,  becomes  permanently  magnetised.  Permanent 
magnetism  increases  with  the  carbon  in  the  iron.  As  we  assume  magnetisa- 
tion of  an  iron  bar  to  be  due  to  the  settling  of  the  molecular  currents  in  parallel 
directions,  the  disappearance  of  the  magnetism  must  therefore  be  due  to  the 
molecular  currents  again  assuming  their  original  mixed  directions.  In  soft 
iron  these  changes  are  brought  about  very  easily,  and  there  is  even  evidence 
that  when  the  united  currents  are  released  they  sometimes  go  beyond  their 
original  line,  and  produce  in  the  iron  what  is  called  reverse  permanent  mag- 
netism. This  phenomenon  was  observai  by  Waltenhofen  when  the  mag- 
netising current  was  suddenly  stopped. 


Fig.  168. — Electro-Magnet. 


Fig.  169.— Conical  Coils. 


Fig.  170. 
Ball  Magnet. 


Forms  of  Electro- Magnets.— Different  forms  are  given  to  electro- 
magnets, according  to  the  purpose  they  have  to  serve.  Fig.  168  represents  a  horse- 
shoe electro-magnet  Two  cylindrical  pieces  of  iron  are  fastened  to  a  horizontal 
piece  of  iron,  parallel  to  each  other,  and  are  surrounded  by  a  coil  or  bobbin  of  wire. 
The  directions  in  the  turns  of  the  wire  are  opposite  to  each  other  in  the  two 
coils.  To  obtain  strong  effects  with  short  wires,  Thomson  winds  the  wire  round 
bobbins  in  conical  form  (Fig.  169).  Comacho  winds  the  wire  round  a  thin  iron  rod, 
and  over  the  wire  he  pushes  an  iron  tube,  then  wraps  wire  again  round  the  tube, 
and  so  on ;  such  a  magnet  is  said  to  be  four  or  five  times  as  strong  as  an  ordinary 
one.  Fig.  170  represents  a  so-called  ball  magnet,  a  form  given  to  the  magnet  by 
Romershausen.  It  consists  of  a  hollow  cylinder  closed  at  one  end,  into  which 
fits  an  iron  core  with  wire  round  it. 

For  practical  purposes  it  is  often  necessary  that  the  electro-magnets  shall  lose 
their  magnetism  quickly  and  thoroughly.  The  iron  core  is  then  not  made  of 
one  piece,  but  consists  of  a  bundle  of  wires,  which  are  insulated  ;  such  a 
bundle,  however,  will  have  less  magnetic  force  than  a  single  piece  of  the  same 
cross  section. 

Sound  produced  on  Magnetisation. — Page,  in  1838,  obser\'ed  that  a 
magnet  during  the  process  of  magnetisation  by  the  current  emitted  sounds. 
Ten  years  later  Wertheim  investigated  the  subject.     In  the  circuit  which  he  used 
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for  magnetisation  an  automatic  contact  breaker  was  inserted.     He  then  found 
that  the  pitch  of  the  sound  was  independent  of  the  number  of  interruptions. 
Changes  in  the  thickness  of  the  rod  had  also  no  effect.     Johann  Phihpp  Reis 
caused  the  oscillations  of  a  con- 
tact breaker   to  synchronise  with 
the  vibrations  producing  a  sound  ; 
he  then  obtained    a  sound  from 
the    iron  bar    the  pitch  of  which 
was  equal  to  the  pitch  of  the  sound 
interrupting  the  current.     On  the 
basis  of  this  he   constructed   his 
telephone,    and    exhibited    it    in 
1861  to  the   Scientific  Society  of 
Frankfort. 

PoggendorfT  obtained  very 
strong  galvanic  soundings  when 
he  placed  a  cylinder  of  sheet  iron, 
open  at  one  side,  over  a  vertical 
magnetised  spiral.  Wertheim  ob- 
served that  an  iron  bar  becomes 
longer  through  magnetisation. 
Alfred  Mayer  took  the  subject  up 
(1874),  and  found  iron  rods  as  well 
as  steel  rods  become  suddenly 
longer  during  the  first  magneti- 
sation ;  that  after  the  magnetising 
current  ceases  an  iron  bar  gradually 
assumes  its  original  length,  but  a 
steel  rod  becomes  again  suddenly 

shorter.  Repeated  magnetisations  cause  elongation  in  the  iron  bars,  but  shorten 
the  steel  bars.  The  shortening  of  the  iron  rods  when  the  current  ceases  is 
not  so  great  as  the  lengthening  when  the  current  commences. 


Fig.  171. — Apparatus  for  Diamagnetic  Experiments. 


DIAMAGNETISM. 

Magnetic  and  Diamagnetic  Bodies.  —  By  using  very  powerful 
electro-magnets  we  find  that  not  only  is  iron  affected  by  them,  but  also  other 
bodies.  Those  bodies  are  called  paramagnetic  which  are  attracted  by 
both  poles  of  the  magnet,  and  those  bodies  are  diamagnetic  which  are 
repelled  by  both  poles.  Faraday,  in  1845,  pointed  out  that  almost  all  bodies 
can  be  placed  under  one  or  other  of  these  heads.  To  determine  to  which  group 
a  substance  belongs  very  powerful  magnets  have  to  be  used.  Fig.  171  shows  an 
apparatus  for  diamagnetic  determinations.  On  the  iron  cross-bar  p  the  two 
magnets  n  and  s  are  fastened.     Pieces   of    soft   iron   are  screwed  to  the  poles, 
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and  into  these  pole-pieces  are  inserted  the  pointed  iron  cylinders  e  e^  which  can 
be  adjusted  by  means  of  the  screws  s  jj.  Objects  to  be  examined  may  be 
either  placed  upon  r,  the  top  of  which  is  movable,  or  suspended  from  t. 
An  iron  bar  brought  between  the  poles  of  this  instrument  will  set  itself  in  the 
line  of  the  poles  ;  or,  as  Faraday  called  it,  axially.  If  bismuth  be  taken  instead 
of  iron,  it  places  it  across  the  line  of  the  poles,  or  equatorially.  By  similar 
experiments  Faraday  arranged  the  following  list : 

Paramagnetic :  Iron,  nickel,  cobalt,  platinum,  manganese,  chromium,  etc. 
Diamagnetic  :  Bismuth,  antimony,  zinc,  cadmium,  mercury,  platinum,  silver, 
copper,  gold,  arsenic,  uranium,  etc.,  phosphorus,  sulphur,  iodine. 

The  salts  and  oxides  were  also  examined,  and  it  was  found  that  compounds  of 
iron,  nickel,  cobalt  behaved  paramagnetically,  with  the  exception  of  ferrocyanide 
of  potassium,  which  is  diamagnetic.  Pliicker  for  this  purpose  made  the  tops  of  his 
magnets  flat,  and  placed  upon  them  water-glasses   holding  the  liquids.      The 


Fig.  172. — Paramagnetic  Fluid.  Fig.  173. — Diamagnetic  Fluid. 

paramagnetic  fluids  assumed  the  form  shown  in  Fig.  172  ;  the  diamagnetic 
fluids,  the  form  in  Fig.  173.     Water  proved  to  be  strongly  diamagnetic. 

It  is  a  peculiar  phenomenon  that  magnetic  bodies  change  their  character  when 
the  surrounding  medium  is  altered.  For  instance,  paramagnetic  bodies  surrounded 
by  stronger  magnetised  bodies  become  diamagnetic ;  and,  diamagnetic  bodies 
surrounded  by  stronger  diamagnetic  bodies  become  paramagnetic.  Gases  and 
vapours  were  also  examined.  Faraday  made  gases  mixed  with  a  little  HCl  rise 
between  the  poles  of  the  electro-magnet;  tubes  for  holding  the  gas  were 
arranged  axially  and  equatorially.  The  tubes  contained  ammonia  gas,  and 
the  white  fumes  produced  when  HCl  and  ammonia  mix  indicated  whether  the 
gas  was  paramagnetic  or  diamagnetic.  Gases  were  also  enclosed  in  soap 
bubbles  and  thin  glass  globes.  In  air  most  gases  proved  to  be  diamagnetic ; 
oxygen,  however,  was  paramagnetic.  Oxygen  enclosed  in  a  thin  glass  globe  is 
strongly  attracted,  hydrogen  strongly  repelled.  Flames,  too,  are  influenced.  An 
iron  bar  when  near  a  magnet  is  attracted,  because  the  magnet  induces  opposite 
magnetism  in  the  end  nearest  to  it,  which  leads  to  attraction.  The  reverse  will 
take  place  in  a  bismuth  rod.  Weber  constructed  an  instrument,  the  diamag- 
netometer,  by  means  of  which  he  measured  the  magnetic  moment  of  bismuth  ; 
and  he  found  it  to  be  1,500,000  times  less  than  that  of  a  piece  of  iron  of  the 
same  size. 

The  fact  that  diamagnetic  bodies  can  assume  polar  conditions  explains  the 
magnetic  behaviour  of  bodies  in  different  mediums.  If,  for  instance,  the  medium 
be  diamagnetic  and  the  body  to  be  examined  also  diamagnetic,  in  the  line  of 
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each  magnet  both  the  medium  and  the  body  will  have  the  same  polarity.  The 
poles  of  the  magnet  try,  therefore,  to  repel  both  and  to  place  them  equatorially. 
The  medium,  too,  on  account  of  its  polarisation,  tries  to  repel  the  body  and  to 
arrange  it  equatorially  to  the  medium  and  axially  to  the  pole.  Hence,  although 
the  body  belongs  to  the  diamagnetic  substances,  in  the  diamagnetic  medium  it 
may  appear  paramagnetic.  Whether  the  medium  or  the  poles  have  the  pre- 
dominating effect  depends  upon  the  strength  of  the  magnetic  force  which  has 
been  given  to  the  medium  and  body.  If  a  body  and  medium  show  similar 
magnetism,  and  the  medium  is  more  strongly  para-  or  dia-magnetic  than  the  body, 
the  body  will  show  opposite  magnetism  in  this  medium  to  that  exhibited  in  a 
medium  more  weakly  para-  or  dia-magnetic  than  the  body. 


Fig.  174. — Action  of  a  Magnet  on  Polarised  Light. 


Spheres  made  of  magnetic  substances  assume  no  distinct  position  between 
the  poles  of  a  magnet,  as  their  mass  is  regularly  distributed  in  all  directions ; 
if;  however,  balls  be  made  of  certain  crystals,  they  will  arrange  themselves  with 
their  optic  axes  either  axially  or  equatorially.  Faraday,  who  attributes  this 
phenomenon  to  a  peculiarity  which  the  crystals  possess,  calls  it  magnetic 
crystal  force. 

Rotation  of  the  Plane  of  Polarisation  of  a  Ray  of  Light. — 
Faraday  discovered  that  a  powerful  magnet  is  capable  of  turning  the  plane  of 
polarisation  of  a  transparent  medium.  A  ray  of  light  is  said  to  be  polarised 
when  it  can  be  reflected  at  the  surface  of  glass  in  one  position,  but  not  in 
another ;  or  when  it  can  be  transmitted  through  a  plate  of  tourmaline  in  one 
position,  but  not  when  the  plate  is  turned  at  right  angles  to  this  position. 
Ordinary  light  can  be  reduced  to  this  condition  by  passing  it  through  what 
is  called  a  polarising  apparatus.  A  Nicol  prism  or  a  thin  slice  of  tourmaline 
will  answer  the  purpose.  The  plane  in  which  a  ray  is  polarised  can  be 
detected  by  observing  it  through  a  second  polarising  apparatus  (Nicol  prism, 
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or  tourmaline).  Every  polariser  is  opaque  to  rays  polarised  in  a  plane  at 
right  angles  to  that  plane  in  which  it  would  itself  polarise  light.  Hence,  of 
two  such  pieces,  one  polarises  the  light,  and  the  other  tests  the  light  and  shows 
it  to  be  polarised.     The  first  is  called  the  polariser,  the  second  the  analyser. 

Faraday,  in  1845,  caused  a  polarised  ray  to  pass  through  a  piece  of  certain 
"  heavy  glass "  lying  in  a  powerful  magnetic  field  between  the  poles  of  a 
large  electro-magnet,  through  the  coils  of  w^hich  a  current  could  be  sent  at 
pleasure.  Under  these  circumstances  he  found  that  the  plane  of  polarisation 
was  rotated  in  a  marked  degree. 

This  rotation  of  the  polarisation  plane  may  be  shown  by  means  of  the  instru- 
ment represented  in  Fig.  174.  This  arrangement  of  the  apparatus  is  due  to 
Ruhmkorff.  The  magnets  n  s  are  placed  horizontally,  with  their  poles  opposite 
to  each  other.  The  iron  cores  of  the  magnets  have  a  bore  through  their  whole 
length.  The  iron  plate  which  connects  the  two  iron  cores  consists  of  three 
pieces,  e  h  Ej.    On  the  horizontal  piece  h  the  two  pieces  e  and  e^,  bent  at  right 


fig-  175— Induction  by  a  Solenoid.  Tvg,  176. 

angles,  are  movable,  so  as  to  alter  the  distance  between  the  two  poles.  The  com- 
mutator c  reverses  the  current  at  will.  When  rotation  of  the  polarisation  plane 
is  to  be  observed,  the  polariser  is  placed  at  «,  in  the  bore  of  the  iron  core ;  the 
analyser,  which  has  a  scale,  is  placed  at  tiy  The  source  of  light  is  placed  at  l, 
and  upon  /  the  body  under  examination.  The  two  Nicols  (polariser  and 
analyser)  are  then  so  arranged  that  the  field  of  vision  remains  dark ;  when  now 
contact  is  made,  the  field  of  vision  again  becomes  bright.  The  angle  through 
which  the  analyser  has  to  be  moved  to  produce  darkness  again,  gives  the 
amount  of  rotation  of  the  polarisation  plane  by  the  magnet.  The  amount  of 
rotation  is  proportional  to  the  strength  of  the  current  and  the  length  of  the 
column  of  liquid  or  transparent  medium. 

I 

CURRENT    INDUCTION. 

We  have  seen  that  if  an  iron  bar  be  surrounded  by  a  wire  wound  in 
spiral  form,  through  which  a  current  is  made  to  pass,  the  bar  becomes  a 
magnet.  Applying  Ampere's  theory,  which  we  have  explained,  we  say  that 
the  circular  molecular  currents  in  the  rod  arrange  themselves  parallel  to  the 
currents  in  the  spiral.  This  not  only  happens  when  the  iron  rod  is  inside  the 
solenoid,  but  also  when  it  is  near  it.     In   Fig.   175,  a  represents  a  solenoid, 
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through  which  the  current  flows  in  the  direction  of  the  arrows ;  n  s  is  a  soft 
iron  rod.  As  the  currents  in  the  near  side  of  the  solenoid  flow  upwards,  the 
molecular  currents  in  the  bar  take  the  same  direction.  Hence,  a  north  pole 
appears  at  n,  and  a  south  pole  at  s.  Parallel  currents,  flowing  in  the  same 
direction,  attract  each  other;  it  follows  that  the  solenoid  and  iron  bar  attract 
each  other,  and  if  the  solenoid  be  fixed  and  the  iron  bar  movable,  the  latter 
will  move  towards  the  former.  The  nearer  the  iron  rod  approaches  to  the 
solenoid,  the  more  will  the  circular  currents  affect  it,  and  the  greater  will  the 
magnetism  become  (provided  the  point  of  saturation  has  not  been  reached). 
The  strength  of  the  induced  magnetism  will  depend  upon  the  number  of  turns 
in  the  coil,  and  strength  of  the  inducing  current.  The  force  with  which  the 
iron  bar  is  attracted  by  the  coil  is  therefore  not  merely  proportional  to  the 
strength  of  the  current.  Dub  and  Hankel  proved 
that  this  force  is  proportional  to  the  square  of  the 
current.  Hence  we  see  that  the  motion  of  the  iron 
core  produced  by  the  force  of  attraction  of  the  sole- 
noid is  not  uniform.  As  the  solenoid  approaches 
the  magnet  the  motion  is  accelerated,  then  again 
diminishes,  until  in  a  certain  position  the  rod  remains 
at  rest.  This  is  the  case  when  the  centres  of  bar  and 
coil  fall  together,  as  shown  in  Fig.  176.  Equilibrium 
occurs  in  this  position,  for  the  forces  of  attraction 
and  repulsion  balance  each  other.  In  the  position 
shown  in  Fig.  175,  s  is  much  farther  from  the  spiral 
than  N  ;  consequently,  the  attraction  between  s  and  n 
must  be  more  powerful  than  the  repulsion  between 
s  and  s.  The  rod  will  therefore  move  towards  the  Fig.  177.— Krizik's  Bars, 
coil,  the  motion  continuing  until  the  centres  of  the 

rod  and  coil  fall  together.  The  force  with  which  an  iron  core  may  be 
drawn  into  a  solenoid,  when  properly  arranged,  may  become  very  consider- 
able, and  a  solenoid  placed  vertically  is  able  to  hold  an  iron  core  in  sus- 
pension. A.  V.  Waltenhofen  found  that  a  given  current  produces  the  greatest 
effect  when  the  bar  is  made  of  soft  iron.  He  further  found  that  the  force 
of  attraction  of  a  solenoid  is  greater  on  a  massive  iron  core  than  upon  an  iron 
tube,  when  the  current  has  considerable  strength;  but  if  the  current  be 
weak,  the  reverse  takes  place.  This  may  be  proved  in  the  following  manner, 
by  means  of  a  balance :  From  the  ends  of  the  balance  beam  two  iron 
cores  are  suspended,  one  solid  and  the  other  hollow.  Under  each  of 
these  cores  is  a  coil,  the  two  coils  being  equal  to  one  another,  and  having 
the  same  current  passing  through  them.  As  long  as  the  current  is  weak, 
the  cores  are  either  equally  attracted  or  the  beam  will  move  downwards  on 
the  side  of  the  hollow  core,  the  result  depending  upon  the  thickness  of  the 
material  in  the  hollow  core.  If  now  the  current  be  considerably  increased,  the 
beam  moves  downwards,  on  the  side  of  the  solid  core.     We  may  obtain  equality 
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of  attraction  by  varying  the  number  of  turns  of  the  solenoid,  or  the  amount  of 
matter  of  the  iron  core.  By  the  first  process  we  compensate  for  an  unfavourable 
position  by  using  a  greater  number  of  circular  currents ;  in  the  second  process 
we  compensate  for  an  unfavourable  position  by  bringing  a  greater  magnetic 
wave  into  action. 

Gaiffe  adopted  the  first  plan  by  arranging  the  solenoid,  not  cylindrically, 
but  conically ;  Fr.  Krizik  showed  the  second  case  by  using  iron  cores,  as  seen  in 
Fig.  177.  If  we  imagine  each  of  the  bars  in  this  figure  to  be  composed  of 
double  cones  with  their  bases  together,  then  the  force  exerted  by  a  solenoid  upon 
any  one  of  them  will  be  uniform  for  a  considerable  movement  along  their  lengths. 
In  the  second  part  of  this  work  we  shall  have  an  opportunity  of  studying 
the  effects  of  these  conical  helixes  and  conical  iron  cores. 

Induction  on  "Make"  and  "Break." — Electric  induction  was  dis- 
covered by  Faraday  in  1 831,  in  the  following  manner:  A  long  copper  wire  was 
wound  round  a  wooden  cylinder,  and  between  the  turns  of  this  wire,  and 
insulated  from  them,  a  second  wire  was  wound  in  the  same  manner.  The 
ends  of  the  first  wire  were  connected  with  the  poles  of  a  powerful  battery, 
the  ends  of  the  second  wire  were  connected  with  a  galvanometer.  Whenever 
the  current  was  sent  through  or  interrupted  in  the  first  or  primary  wire,  a 
current  was  also  generated  in  the  second  or  secondary  wire,  and  was  in- 
dicated by  the  deflection  of  the  galvanic  needle.  The  induced  current,  which 
was  generated  by  making  or  breaking  contact  in  the  primary  current,  was 
sent  through  a  coil  wound  round  some  steel  needles,  and  it  was  found  that 
the  steel  needles  became  magnetised;  the  position  of  their  poles  depending 
upon  which  of  the  induced  currents  was  sent  through  the  coil.  These  ex- 
periments proved  that  induced  currents  are  generated  in  a  conductor  forming 
a  closed  circuit  when  a  current  passing  through  a  neighbouring  conductor 
is  made  or  broken,  or  has  its  strength  altered ;  and  that  the  directions  of  the 
currents  induced  on  making  or  breaking  contact  are  opposite  to  each  other. 

Induction  by  Motion. — Induced  currents  are  produced  when  a  con- 
ductor tlirough  which  a  current  flows  is  brought  near  to  or  taken  away  from  a 
second  conductor  forming  a  closed  circuit  In  Fig.  178,  p  represents  the 
smaller  or  primary  coil  of  stout  wire  joined  to  a  battery  cell  e,  s  the  secondary 
coil  of  finer  wire  joined  up  to  a  sensitive  galvanometer  g.  Whenever  P  is 
lowered  or  taken  away  from  s,  the  needle  of  the  galvanometer  indicates  a 
current.  The  directions  of  the  induced  currents  produced  by  the  different 
motions  of  the  inducing  coil  p  will  be  opposite  to  each  other.  The  induced 
current  produced  by  approaching  s  to  p  flows  in  the  opposite  direction  to  the 
inducing  current  of  the  battery.  The  induced  current  produced  by  removing  p 
from  s  flows  concurrently  with  the  inducing  current  of  the  battery. 

We  have,  then,  to  distinguish  four  different  effects : 

I.  An  induced  current  is  generated  in  a  conductor  b  when  a  current  is 
started  in  a  near  conductor  a^  the  direction  of  the  induced  current  in  b  being 
opposite  to  that  of  the  inducing  current  in  a. 
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2.  An  induced  current  is  produced  in  a  circuit  b  when  the  current  in  a 
neighbouring  circuit  a  is  broken,  and  in  this  case  the  induced  current  in  b  flows 
in  the  same  direction  as  the  inducing  current  in  a, 

3.  When  two  closed  circuits  a  and  ^,  one  of  which  a  conveys  a  current, 
are  brought  near  each  other,  an  induced  current  is  generated  in  ^,  which  flows 
in  the  opposite  direction  to  that  of  a, 

4.  When  the  two  circuits  are  removed  from  each  other,  a  current  will  be 
induced  in  the  closed  circuit  ^,  which  flows  in  the  same  direction  as  the 
inducing  current  in  a. 


Fig.  178. — Induction  by  the  Motion  of  a  Coil. 

Magneto-Electric  Induction. — It  has  been  repeatedly  said  that  a 
magnet  may  be  substituted  for  a  solenoid,  and  this  fact  applies  to  the  case  of 
induced  currents.  Faraday  proved  this  by  wrapping  one  half  of  an  iron  ring  with 
a  wire,  the  ends  of  which  were  connected  with  the  poles  of  a  battery.  The  ends 
of  a  second  wire  wound  round  the  remaining  half  of  the  iron  ring  he  connected 
with  a  galvanometer.  Every  time  contact  was  made  the  iron  ring  was  converted 
into  an  electro-magnet,  the  magnetism  of  which  disappeared  when  contact  was 
broken.  It  was  found  that  an  induced  current  was  indicated  by  the  needle  when 
the  magnet  was  made,  as  well  as  when  the  magnetism  disappeared.  The  induced 
currents  thus  obtained  were  far  more  powerful  than  the  currents  obtained  by 
means  of  simple  galvanic  currents.  The  induced  magneto-electrical  currents 
may  be  produced  by  using  either  an  ordinary  electro-magnet  or  a  permanent 
magnet  with  an  armature.  When  the  armature  is  attached  or  removed,  currents 
are  generated  in  the  coil.  The  produced  magnetism  generates  an  induced 
cun-ent,  the  direction  of  which  is  opposite  to  the  molecular  currents  in  the 
magnet  The  previous  magnetism  generates  induced  currents  in  the  same 
direction  with  the  molecular  currents  of  the  magnet 

Just  as  motion  of  a  current  towards  or  from  a  conductor  induces  currents, 
so  also  by  bringing  a  magnet  near  to  or  taking  it  away  from  a  conductor,  induced 
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currents  may  be  generated.  When  conductor  and  magnet  move  towards  each 
other  a  ctirrent  will  be  induced  in  the  former,  the  direction  of  which  is 
opposite  to  the  molecular  currents.  Move  one  away  from  the  other,  and  an 
induced  current  is  generated  that  flows  in  the  same  direction  as  the  molecular 
currents.     We  therefore  also  distinguish  four  cases  of  magneto-induction : 

1.  When  an  electro-magnet  is  made,  its  magnetism  induces  in  a  neighbouring 
conductor  currents  of  opposite  direction  to  the  original  currents  of  the  magnet. 

2.  When  the  iron  is  suddenly  demagnetised,  currents  are  induced  which  have 
the  same  direction  as  the  molecular  or  original  currents  of  the  magnet. 

3.  When  a  conductor,  forming  a  closed  circuit,  and  a  magnet  are  moved 
towards  each  other,  a  current  is  induced  in  the  former  opposite  to  the  original 
current  of  the  magnet. 

4.  When  a  magnet  and  a  closed  circuit  move  from  each  other,  a  current  is 
induced  which  has  the  same  direction  as  the  molecular  currents. 

Faraday*s  Conception  of  Lines  of  Force. — We  have  hitherto  ex- 
plained the  magneto-electric  phenomena  by  Ampere's  theory ;  there  is,  however, 
another  method  of  explaining  these  phenomena  of  induction  due  to  Faraday. 
This  consists  in  looking  upon  every  closed  current  as  a  magnetic  shell.  Let 
us  suppose  we  are  looking  at  a  circle  conveying  a  current  clockwise,  we  may 
then  regard  it  as  having  a  small  magnet  in  the  middle,  with  a  south-seeking  pole 
facing.  Or  we  may  regard  the  circle  as  a  magnetic  shell,  the  south-seeking 
pole  being  towards  us  at  the  centre.  A  magnet  attracts  the  circuit  as  if  it 
were  such  a  shell.  This  suggests  that  the  phenomena  we  have  obs«rved  are  due 
to  actions  that  take  place  in  the  medium  that  611s  the  space  around  and  be- 
tween the  conductors.  Every  wire  carrying  a  current  has  a  magnetic  field 
surrounding  it,  like  that  of  Fig.  8,  and  every  closed  circuit  acts  as  a  magnetic 
shell.  A  solenoid  consists  of  a  number  of  parallel  shells.  Hence  all  the 
actions  between  two  circuits,  or  between  one  circuit  and  a  magnet,  are  thus 
regarded  as  magnetic  actions,  and  they  can  be  predicted  for  any  particular  case 
on  this  supposition.  Carry  the  theory  farther,  and  imagine  lines  of  force 
drawn  through  each  magnetic  shell  exactly  as  in  the  case  of  magnets.  Then 
two  circuits  will  tend,  like  two  magnetic  shells,  to  move  so  as  to  include  as 
many  of  one  another's  "lines  of  force"  as  possible.  This  will  be  the  case 
when  the  two  wires  are  parallel  in  every  part,  and  when  the  currents  run 
round  in  the  same  direction.  All  the  electro  dynamic  laws  of  parallel  and 
oblique  circuits  can  be  developed  by  means  of  the  conception  of  Faraday's 
lines  of  force.  In  order  to  apply  the  conception,  we  have  to  bear  in  mind  the 
following  properties  of  the  lines  of  force  : 

1.  Small  magnetic  particles  iftfluenced  by  the  attractions  and  repulsions  in  a 
magnetic  field  set  themselves  along,  or  tangentially  to,  the  lines  of  force.  Hence 
the  resultant  force  at  every  point  is  in  the  direction  of  the  line  of  force  passing 
through  that  point. 

2.  The  lines  of  force  are  lines  of  magnetic  induction. 

3.  A  small   north-seeking   pole  placed  on  a  line    of  force  would  tend  to 
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move  on  the  line  from  north  to  south,  and  a  small  south-seeking  pole  so  placed 
would  tend  to  move  from  south  to  north. 

4.  The  lines  of  force  map  out  the  magnetic  field.  They  are  thickest  where 
the  force  is  greatest,  and  the  number  that  strike  a  given  area  placed  perpendi- 
cular to  them  at  any  point  is  a  measure  of  the  intensity  of  the  force  at  that  point. 

5.  There  is  a  magnetic  field  surrounding  every  wire  conveying  a  current,  the 
lines  of  force  being  circles  whose  planes  are  perpendicular  to  the  current. 

6.  A  closed  circuit  produces  a  field  of  force  identical  in  all  respects  with  that 
of  a  magnetic  shell  whose  edges  lie  on  the  edges  of  the  circuit.  The  number 
of  lines  of  force  of  the  shell  are  the  same  as  the  number  for  the  circuit. 


Fig.  179. — Lines  of  Force  and  Screened  Space.      Fig.  180. — Lines  of  Force  and  Screened  Space. 

7.  The  action  of  two  circuits,  or  of  one  circuit  and  a  magnet,  on  one  another 
is  described  by  the  following  rule^  which  is  usually  called  Maxwell's  rule : 
"Every  portion  of  the  circuit  is  acted  upon  by  a  force  urging  it  in  such  a 
direction  as  to  make  it  enclose  within  its  embrace  the  greatest  possible  number 
of  lines  of  force.  If  the  circuit  is  fixed  and  the  magnet  movable,  then  the  force 
acting  on  the  magnet  will  also  be  such  as  to  tend  to  make  the  number  of  lines  of 
force  that  pass  through  the  circuit  a  maximum." 

The  same  phenomena  of  magnetic  induction  are  explained  equally  well  by 
assuming  Ampere's  molecular  current  or  Faraday's  lines  of  force,  though  the  two 
theories  are  not  equally  attractive  for  different  minds. 

Let  us  refer  again  to  the  magnetic  figures  represented  in  Figs.  3  and  8,  and 
explained  in  pages  14  and  15.  In  Fig.  8,  where  the  faces  of  the  magnetic  poles 
are  planes,  the  lines  of  force  arrange  themselves  in  almost  parallel  lines  between 
them ;  this  arrangement^  however,  alters  when  iron  is  brought  between  the  two 
poles.  Figs.  179  and  180  will  facilitate  our  explanations  :  a  and  b  represent  the 
poles  of  a  magnet  between  which  a  tube  made  of  wrought  iron  is  placed.  The 
lines  of  force  are  made  visible  by  iron  filings.  In  Fig.  8  the  lines  of  force 
between  the  two  poles  are  very  close  together,  whilst  in  Figs.  179  and  180  no 
lines  of  force  are  to  be  observed  in  the  centre.  The  iron  here  acts  as  a  kind  of 
screen,  to  prevent  the  lines  of  force  from  entering  the  space  occupied  by  it.  The 
iron  in  such  a  case  is  called  a  magnetic  screen.    When  the  iron  body  brought 
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into  the  magnetic  field  is  of  the  form  of  a  very  short  tube  or  ring,  the  screen 
effect  is  not  so  perfect.  The  lines  of  force  partly  enter  the  space  occupied  by 
the  iron  ring,  they  go  over  the  edges  of  the  ring  and  then  bend  backwards,  as 
shown  in  Fig.  i8o.  The  screen  effect  of  the  cylinder  can  be  produced  by 
induction  also.  A  wire  is  wound  round  the  iron  tube  in  such  a  manner  that  one 
end  will  be  in  the  inside,  the  other  end  at  the  outside  of  the  cylinder.  If  this 
coil  now  be  moved  along  the  periphery  of  the  iron  tube  which  is  at  rest,  an 
induced  current  will  be  the  result,  the  direction  of  which  depends  upon  the 
position  of  the  coil.  Each  turn  of  the  coil  moving  from  the  equatorial  into  the 
axial  position  passes  through  a  field  where  the  lines  of  force  are  condensed,  the 

other  half  of  the  turn  moves  through  a  field  of  but 
^^^1^\T\T\T\^  slight  intensity ;  as  one  half  of  the  turn  cuts  more 

U  U  U  U  U  U  lines  of  force  than  the  remaining  half  of  the  turn, 

a  current  is  the  result,  the  intensity  of  which  is 
determined  by  the  difference  of  the  number  of  inter- 
cepted lines  of  force.  The  same  current  is  obtained 
when  both  turns  and  iron  cylinder  are  rotating,  the 
cylinder  moving  round  its  own  axis  the  same  as  in 
the  Gramme  machine.  By  the  rotation  of  the 
Ki^iSi.-Self-InducUo^of  cylinder  round  its  own  axis  the  distribution  of  the 
Current.  \\n^^  of  force  is  not  altered  in  the  field,  neglecting 

the  influence  which  the  permanent  magnetism  of 
the  iron  might  have.  This  one  example  of  the  Gramme  machine  shows  clearly 
that,  to  construct  electric  machines,  distribution  of  the  magnetic  lines  of  force  in 
the  field  must  receive  due  attention. 

Induction  by  one  part  of  a  Circuit  upon  another  part  of  the  same 
Circuit. — Currents  may  induce  currents  in  their  own  circuit ;  such  induced  cur- 
rents are  called  by  Faraday  extra  currents.  The  existence  of  extra  currents  may 
be  proved  as  follows :  Into  the  circuit  of  a  battery  a  coil  is  introduced  with  an 
arrangement  for  breaking  contact.  The  circuit  also  has  two  metallic  handles  cc, 
shown  in  Fig.  i8i.  During  contact  the  current  flows  evenly  in  the  circuit,  but 
if  contact  be  broken  while  a  person  holds  the  metallic  handles,  a  shock  will  be 
experienced,  owing  to  the  induced  extra  current.  Another  arrangement  for 
the  same  purpose  is  shown  in  Fig.  182.  Wires  lead  from  the  battery  b  to  the 
coil  s,  and  from  the  points  of  the  circuit  indicated  at  a  and  d  wires  branch 
off  to  the  galvanometer  g,  so  that  the  galvanometer  forms  a  kind  of  shunt. 
When  contact  is  made,  the  current  flows  from  the  battery  towards  «,  and 
divides  here  into  two  branches :  one  branch  flows  to  the  galvanometer,  the 
other  branch  flows  through  s,  meets  the  first  branch  at  ^,  and  both  return 
to  the  battery  again.  This  current  is  indicated  by  dark  arrows.  The  deflection 
of  the  needle  which  this  current  would  cause  is  prevented  by  fixing  a  pin  in 
front  of  it.  The  branch  current  cannot  now  deflect  the  needle,  it  only  causes  it 
to  press  against  the  pin.  When  contact  is  broken,  however,  a  current  flows 
through  the  coil  s,  and  causes  the  galvanic  needle  to  move  in  the  opposite 
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direction  to  that  of  the  pin.  The  extra  current  in  the  figure  is  shown  by  the 
dotted  arrows ;  this  current  enters  at  the  left  hand  of  the  galvanometer,  whilst 
the  direct  current  previously  entered  at  the  right.  The  extra  currents  weaken  the 
pnmary  currents,  and  cause  a  delay  of  from  o'i66  to  0*2  second  in  long  circuits 
before  the  current  attains  its  full  strength.  The  extra  current  makes  its  appearance 
as  a  bright  spark  "at  the  moment  of  breaking  circuit.  If  the  circuit  be  coiled  up, 
especially  if  it  be  coiled  round  an  iron  bar,  as  in  an  electro-magnet,  then  on 
breaking  circuit  there  will  be  a  brilliant  spark.     This  extra  current  on  breaking 


Fig.  183.— Higher  Orders  of  Induction. 

circuit  has  a  very  high  electromotive  force.  The  extra  current  due  to  self-induc- 
tion, on  "making"  circuit,  is  an  inverse  current,  and  gives  no  spark,  but,  as 
we  have  said,  prevents  the  battery  current  from  rising  at  once  to  its  full  value. 
The  extra  current  on  breaking  circuit  is  a  direct  current,  and  therefore  increases 
the  strength  of  the  current  just  at  the  moment  when  it  is  about*  to  cease. 

Higher  Orders  of  Induction. — The  similarity  in  the  effects  produced 
by  galvanic  and  induced  currents  led  to  the  idea  that  induced  currents  in  their 
turn  must  be  capable  of  inducing  other  currents  in  conductors  near  them. 
Henry  proved  this  to  be  the  case  by  using  several  coils  of  copper  bands  parallel 
to  each  other.  Fig.  183  (i  11  in  iv)  shows  how  he  arranged  them.  Making 
or  breaking  contact  in  i  induced  a  current  in  11,  which  flowed  also  through  in ; 
the  wires  of  rv  terminated  in  metallic  handles  e  /,  and  the  person  touching  e  f 
received  a  shock  due  to  the  induced  currents  in  iv.      Induced  currents  of  this 
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Fig.   i84.--Arago's  Rotations. 


kind  are  said  to  be  of  a  higher  order.  The  induced  current  of  iv  is  one  of  the 
second  order.  Currents  of  a  higher  order  cannot  very  well  be  simple  currents, 
as  the  appearance  or  disappearance  of  the  inducing  current  causes  two  induced 
currents ;  the  direction  of  the  following  induced  current  would  be  opposite  to 
the  preceding.  Let  us  suppose  the  current  produced  in  i  positive,  the  direction 
of  the  current  in  ii  will  be  negative ;  this  induced  current  flows  through  in,  and 
induces  in  iv  two  positive  currents  of  the  second  order,  viz.,  one  positive  and 
one  negative.  When  the  positive  current  in  i  starts,  a  negative  transitor>' 
current  in  in  begins  and  instantly  subsides.  While  it  increases  it  induces  a 
positive  current  in  iv,  and  while  it  decreases  it  produces  a  negative  current  in 
IV.     When  the  current  in  i  stops,  in  a  similar  manner  it  causes  a  transitory 

positive    current,  which  in   in- 
creasing and  decreasing  causes 
opposite    currents    in    iv.      If 
these  currents  be  led  to  a  fifth 
coil,    induced     currents    again 
would  be   produced  in  a  sixth 
coil,  and  as  each  of  these  in- 
duced  currents  of  the  second 
order    produces    two    induced 
currents  of  the  third  order,  four 
induced  currents   of  the  third   order  will   be  generated,  and  so   on.     In  this 
manner,  by  proper  arrangement  of  the  coils,  induced  currents  of  a  fourth  and 
fifth  order  might  be  obtained  and  proved  by  their  physiological  effects. 

The  earth's  magnetism  induces  currents  when  closed  circuits  are  made  to 
move  so  as  to  cut  the  lines  of  force.  This  kind  of  induction,  too,  was  first 
observed  by  Faraday.  He  connected  the  ends  of  a  coil  with  a  galvanometer, 
the  coil  being  so  arranged  that  its  plane  stood  at  right  angles  to  the  dip  or  incli- 
nation needle.  When  the  coil  moved  through  i8o°,  the  deflection  of  the  needle 
indicated  the  current  induced  by  the  earth's  magnetism.  The  effect  is  increased 
by  multiplying  the  turns  of  the  coil,  and  by  placing  iron  cores  within  it.  We 
may  here  mention  that  a  Siemens'  dynamo-electric  machine  can  be  set  in  motion 
by  currents  induced  by  the  earth's  magnetism. 

Arago's  Rotations. — A  number  of  interesting  induction  phenomena  were 
observed  as  early  as  1824  by  Arago,  and  called  after  him  Arago's  rotations. 
He  found  that  when  a  disc  of  copper  is  made  to  rotate  m  its  own  plane,  and 
a  magnetic  needle  is  placed  over  it,  the  needle  turns  round  in  the  same  direction 
as  the  disc.  The  apparatus  is  shown  in  Fig.  184.  The  copper  plate  K  is 
enclosed  in  a  glass  case,  •  and  can  be  made  to  rotate  rapidly  by  means  of  a 
multiplying  wheel  r.  Above  the  horizontal  glass  plate  of  the  case  the  needle 
n  s  moves  freely  upon  a  pivot.  The  velocity  of  the  needle  increases  with  tlie 
velocity  of  the  disc.  If  the  copper  plate  be  perforated  the  effect  is  dimi- 
nished. Variations  of  the  effect  are  obtained  by  substituting  different  metals 
for  the  copper  plate. 
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If  the  magnet  is  fixed,  it  will  impede  the  motion  of  metallic  matter  near  it. 
The  effect  of  fixed  magnets  upon  rotating  metallic  bodies  can  be  shown  by 
means  of  the  apparatus  represented  in  Fig.  185  (Foucault's  apparatus).  The 
electro-magnet  e  has,  at  its  poles  n  s,  the  armatures  n  s  %o  arranged  that  the 
copper  disc  c  rotating  about  the  axis  a  x  can  move  between  them,  but  not  in 
contact.  With  a  powerful  electro-magnet  the  resistance  to  the  motion  of  the 
disc  becomes  very  great 


Fig.  185. — FoucauIt*s  Apparatus  for  producing  Currents  in  a  Plate. 


When  the  induced  current  is  produced  by  the  motion  of  a  wire  in  a  field  of 
force  produced  by  a  magnet,  the  phenomenon  is  often  described  as  magneto- 
electric  induction ;  but  when  the  electric  current  produces  magnetism  by 
induction,  the  term  electro-magnetic  induction  is  used.  In  magneto-electric 
apparatus  the  coils  are  moved  by  mechanical  power,  in  electro-magnetic  appa- 
ratus the  effects  are  produced  by  make  and  break  of  current  without  motion  of 
the  coils. 

There  is  still  another  kind  of  induction,  viz.,  uni-polar  induction.  In  all  the 
former  magneto  induction  phenomena,  induced  currents  were  produced  by 
alteration  of  the  magnetism  by  change  of  distance,  increase  or  decrease,  making 
or  breaking  of  the  current.  Induction  phenomena  are  brought  about,  however, 
when  the  magnet  only  makes  a  movement  near  a  conductor.     Such  phenomena 


Digitized  by 


Google 


192 


Electricity  in  the  Service  of  Man, 


have  been  shown  by  Faraday,  Weber,  and  Pliicker,  by  different  experiments. 
One  of  the  forms  of  apparatus  constructed  by  Pliicker,  and  described  by  Wiede- 
mann, is  shown  in  Fig.  186.  The  copper  disc  a  is  fastened  upon  the  horizontal 
axis  b  c.  The  copper  disc  a  has  the  two  magnets  n  s)  at  /  and  g  metalhc 
springs  are  fastened,  which  press  upon  the  edges  of  the  metal  discs  b  and  c. 
From  the  screw  h  another  spring  presses  against  a.  When  the  apparatus  is  made 
to  rotate  rapidly,  and  /  and  h  01  g  and  k  are  connected  with  a  galvanometer, 
the  needle  will  indicate  an  induced  current  in  one  or  other  direction.  If/  and  g 
be  connected  with  a  galvanometer,  the  needle  will  not  be  deflected.  This 
experiment  then  is,  so  to  say,  the  reverse  of  the  experiment  made  with  the 


Fig.  186. — Uni-polar  Induction. 

apparatus  shown  in  Fig.  167.  If  the  current  were  allowed  to  flow  through  the 
whole  length  of  the  axis  no  rotation  of  the  magnets  could  be  obtained. 

Laws  of  Induction. — Lenz  was  the  first  who  studied  the  laws  regarding 
induction.  He  tried  first  what  influence  two,  four,  eight  electric  turns  of  covered 
copper  wire  wound  round  an  iron  bar,  which  he  used  as  an  armature  of  a  magnet, 
would  have.  The  ends  of  the  copper  wire  were  in  connection  with  a  galvanometer, 
which  indicated  the  current  generated  by  the  disappearance  of  the  magnetism  every 
time  the  armature  was  removed.  These  and  similar  experiments  proved  that  the 
currents  induced  in  the  coil  were  proportional  to  the  number  of  turns  in  the  coil. 
The  same  proportionality  holds  good  for  e.  m.  f.  when  the  resistance  in  the  cir- 
cuit remains  the  same;  it  was  further  found  that  the  e.  m.  f.  of  magnetic  induction 
is  independent  of  the  distance  the  turns  of  the  coil  are  from  each  other  ;  also  of 
the  material  and  cross  section  even  when,  instead  of  wire,  fluids  are  used,  as,  for 
instance,  when  a  solution  of  zinc  sulphate  in  an  indiarubber  tube  is  coiled  round 
the  iron. 

The  laws  for  electro-magnetic  induction  and  for  magneto-electric  induction 
are  equivalent.  In  the  first,  the  e.  m.  f.  of  the  induced  currents  is  proportional 
to  the  product  of  the  strength  of  the  current  and  to  the  number  of  turns  in  the 
inducing  coil ;  in  the  second,  of  course,  proportional  to  the  magnetic  moment 
of  the  inducing  magnet.     As  has  been  mentioned  already,  for  the  proper  adjust- 
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ment  of  induced  currents  it  is  necessary  to  take  into  consideration  the  resistance 
in  the  secondary  coil  (induced  current)  and  remaining  parts  of  the  circuit.  It  has 
been  found  that  the  strength  of  the  current  increases  with  the  conductivity  of 
the  wire  which  has  been  used  for  the  secondary  coil.  When  the  resistance  in 
the  remaining  parts  of  the  circuit  is  very  great,  the  strength  of  the  induced 
current  increases  with  the  number  of  turns  in  the  coil.  When,  therefore,  in* 
duced  currents  are  required  for  purposes  where  high  potential  or  tension  is 
wanted,  the  secondary  coil  also  is  made  of  thin  wire  having  many  turns.  If  a 
not  very  high  tension  is  required,  as,  for  instance,  in  machines  for  electro- 
chemical purposes,  the  secondary  coil  too  may  have  only  a  few  turns  of  strong 
wire.  The  strength  of  the  current  is  not  the  same  on  making  contact  and 
when  contact  is  broken.  When  contact  is  broken  in  a  circuit,  as  we  have 
seen,  an  extra  current,  having  the  opposite  direction,  is  generated  in  the 
primary  circuit ;  the  consequence  is  the  current  requires  more  time  to  obtain 
its  full  strength ;  the  increase  of  e.  m.  f.  is  distributed  over  a  larger  interval 
of  time.  The  e.  m.  f.  increases  therefore  more  slowly,  and  it  follows  that  the 
strength  of  the  induced  current  is  not  so  great. 

The  duration  of  induced  currents  has  also  to  be  considered  in  heating  eflfects. 
The  amount  of  heat  generated  by  different  currents  in  the  same  time  is  propor- 
tional to  the  squares  of  the  currents.  It  follows  that  the  heat  effect  of  a  certain 
current  in  a  certain  time  is  proportional  to  the  product  of  the  time  and  square  of 
the  strength  of  current  during  this  time.  The  amount  of  heat,  therefore, 
must  alter  with  the  duration  of  the  induced  current,  the  e.  m.  f.  and  resistance 
being  the  same.  If  we  assume  the  quantity  of  electricity  composing  the  induced 
currents  to  be  constant,  an  induced  current  of  double  the  duration  will  have  half 
the  intensity.  The  measure  of  the  amount  of  heat  being  the  product  of  the 
square  of  the  intensity  and  time  (and  as  J  x  |  x  2  =  |),  it  follows  that  the 
amount  of  heat  generated  is  inversely  proportional  to  the  time.  These  re- 
lations alter  when  the  quantity  of  the  current  cannot  be  considered  as  con- 
stant ;  but  nevertheless  the  heating  effect  will  always  be  the  greater  the  shorter 
the  intervals  during  which  the  currents  last. 

The  duration  of  induced  currents  has  marked  influence  upon  their  physio- 
logical effects.  The  constant  current  of  a  battery  only  affects  our  system  when  a 
great  many  elements  are  used,  and  the  weaker  constant  currents  only  affect  very 
sensitive  parts.  Our  nervous  system,  however,  is  very  sensitive  to  rapid  elec- 
trical changes.  The  induction  current,  therefore,  produces  far  more  powerful 
shocks  than  the  primary  current,  because  the  duration  of  the  former  is  far 
shorter  than  the  duration  of  the  latter.  The  difference  of  duration  in  induced 
currents  when  massive  iron  cores  or  bundles  of  wire  are  introduced  in  the 
coil  explains  the  marked  difference  in  their  physiological  effects.  By  intro- 
ducing solid  matter  the  duration  of  the  induced  currents  is  increased;  by 
introducing  a  bundle  consisting  of  many  fine  wires  the  duration  of  the  induced 
current  is  lessened,  therefore  the  physiological  effect  is  far  more  powerful. 
That  this  is  really  the  case,  Magnus  proved  by  introducing  a  bundle  of  fine 
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wires  into  a  coil;  the  effect  was  very  powerful,  but  disappeared  when  by 
means  of  a  molten  metal  the  fine  wires  were  made  to  consist  of  one  compact 
mass.  The  same  result  was  obtained  when  the  wires  were  surrounded  by  an 
iron  tube ;  and  powerful  eflfects  were  again  produced  when  this  tube  was  ripped 
open  through  its  whole  length. 

Lenz's  Law. — Lenz,  in  1834,  summed  up  the  inductive  action  of  currents 
and  magnets  by  saying,  that  in  all  cases  of  electro-magnetic  induction  the  induced 
currents  have  such  a  direction  that  their  reaction  tends  to  stop  the  motion  which 
produces  them.    This  is  known  as  Lenz's  law,  and  coupled  with  what  we  have 


Fig.  187.— Induction  Coil 


said  on  Faraday's  lines  of  force,  will  be  found  an  easy  means  of  tracing  the 
directions  of  the  currents  induced  by  the  motion  of  coils  and  magnets. 

Induction  Coils. — In  the  foregoing  sections  we  have  seen  that  by  means 
of  induction  very  powerful  currents  can  be  obtained,  but  currents  which  only 
last  a  short  time.  If  we  wish  to  experiment  with  induced  currents,  we  must 
find  means  of  generating  them  in  quick  succession.  Apparatus  for  this  purpose 
are  called  induction  apparatus.  There  are  two  kinds  of  induction  apparatus, 
magneto-electrical  apparatus,  and  electro-magnetic  apparatus.  The  essential 
parts  of  the  former  are  :  Spirals  with  iron  cores,  which  are  moved  quickly  past 
powerful  magnetic  poles ;  the  latter  consist  of  a  primary  coil  having  an  iron  core, 
and  a  secondary  coil  which  is  wound  over  this  primary  coil.  Through  the 
primary  coil  a  galvanic  current  is  passed,  the  make  and  break  of  which  follow 
rapidly  upon  each  other.  The  first  electro-magnetic  apparatus  was  probably 
that  constructed  by  Masson  and  Br^guet.  The  apparatus  shown  in  Fig.  187 
(Du  Bois-Reymond's)  consists  of  the  bobbin  a,  round  which  several  hundreds 
of  metres  of  fine  well-covered  copper  wire  are  wound.  The  ends  of  this  wire 
are  in  connection,  with  the  screws  k  Kj.     This  is  the  secondary  coil,  or  the 
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coil  in  which  the  induced  currents  are  generated ;  it  is  fastened  upon  the 
movable  frame  s,  which  slides  horizontally.  The  primary  or  inducing  coil  B 
consists  also  of  many  turns  of  fine  copper  wire,  and  has,  as  a  rule,  a  bundle  of  iron 
wires  for  cores.  Whenever  a  current  is  made  or  broken  in  b,  an  induced  current 
is  generated  in  a.  By  moving  a,  the  inducing  effect  may  be  either  increased  or 
diminished.  To  niake  and  break  in  rapid  succession,  the  apparatus  has  a 
contact-breaker  or  Wagner  hammer.  This  consists  of  the  electro-magnet  e, 
over  the  poles  of  which  the  armature  a  is  held  by  means  of  a  spring.  The 
spring/  tends  to  remove  the  armature  from  the  poles;  and  in  doing  so  it  lifts 
the  platinum  plate  at  /,  which  again  presses  the  screw  s.     Contact  is  thus  estab- 
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Fig.   188.  —  RuhmkorfTs  Introductorium. 


lished,  and  the  current  will  enter  at  k,  will  pass  through  tfps  k,,  through 
the  primary  coil  b,  through  n  and  Kj,  through  the  wire  of  e,  and  will  leave 
the  apparatus  at  K2.  When  the  circuit  is  closed  in  this  manner,  the  horse-shoe 
becomes  magnetised  and  attracts  the  armature  a.  The  platinum  plate  then 
loses  contact  with  s,  and  the  current  is  interrupted  in  the  primary  coil.  The 
electro-magnet,  which  loses  its  power,  allows  the  armature  a  to  go  back  again, 
and  contact  is  made  at/  as  before,  etc  etc  Wagner's  hammer  then  causes 
the  make  and  break  of  the  current  in  quick  succession. 

In  this  manner  induced  currents  at  a  are  generated,  which  rapidly  change 
their  direction ;  their  physiological  effects  may  be  felt  by  taking  hold  of  the 
handles  h  and  hy  StOhrer,  and  especially  Ruhmkorff,  brought  these  instruments 
to  great  perfection. 

Ruhmkorff's  Inductorium. — Fig.  188  represents  the  instrument  known 
as  the  inductorium  of  Ruhmkorff.  The  little  apparatus  to  the  left  represents 
the  contact-breaker  devised  by  Poggendorff  and  constructed  by  Foucault.    The 
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inductorium  consists  of  an  electro-magnet  excited  by  a  comparatively  short  coil 
of  thick  wire,  called  the  primary  coil.  A  long  coil  of  fine  wire,  called  the 
secondary  coil,  is  wound  round  the  primary  coil,  including  the  electro-magnet. 
The  primary  circuit  is  supplied  with  electricity  by  a  battery  of  small  resistance, 
such  as  a  Grove's  or  Darnell's  element.  Contact  is  alternately  made  and  broken 
with  great  rapidity.  The  secondary  circuit,  when  required,  is  always  complete, 
or  interrupted  only  by  such  a  space  that  the  electromotive  force  induced  in  the 
secondary  is  sufficient  to  cause  the  passage  of  a  spark.  When  the  primary 
circuit  is  closed,  the  electro-magnetism  of  the  core  induces  a  current  in  the 
secondary  wire  in  a  direction  opposed  to  that  of  the  primary  circuit.  When  the 
primary  circuit  is  interrupted,  the  diminution  of  the  magnetism  in  the  core 
induces  a  current  in  the  secondary  circuit  in  the  same  direction  as  the  primary 
current,  and  therefore  in  a  direction  through  the  secondary  coil  opposed  to  the 
current  previously  induced.  The  currents  at  "  make  "  interfere  by  their  mutual 
induction,  and  means,  which  will  be  described,  are  taken  to  suppress  them. 
The  currents  at  "  break  "  manifest  themselves  as  a  torrent  of  sparks  between  the 
ends  of  the  secondary  wires  when  brought  near  enough  together.  The  primary 
coil  is,  as  we  have  mentioned,  made  of  few  turns,  to  keep  the  resistance  low,  and 
to  avoid  self-induction  of  the  primary  current  on  itself.  The  central  iron  core  is 
for  the  purpose  of  increasing  the  magnetic  induction ;  it  is  usually  made  of  a 
number  of  fine  wires,  to  avoid  the  induction  currents,  which,  if  it  were  a  solid 
bar,  would  be  set  circulating  in  it,  and  which  would  retard  its  rapidity  of  mag- 
netisation or  demagnetisation.  .  The  secondary  coil  is  made  with  many  turns,  in 
order  that  the  mutual  induction  may  be  large.  The  greatest  care  is  requisite  in 
the  insulation  of  the  secondary  coil.  Each  wire  must  be  insulated  from  its 
neighbour  by  layers  of  some  hard  insulator,  which  a  spark  will  not  easily  pierce, 
and  care  must  be  taken  so  to  wind  the  coil  that  no  two  portions  of  the 
secondary  coil  at  very  different  potentials  are  near  together.  The  electro- 
motive force  per  foot  of  the  wire  in  the  secondary  coil  depends  on  the  intensity 
of  the  magnetic  field  produced,  and  on  the  rapidity  with  which  it  is  produced. 
The  sum  of  the  electromotive  forces  thus  induced  in  a  long  coil  is  enormously 
greater  than  the  e.  m.  f.  of  the  inducting  battery;  the  longer  the  secondary 
coil,  the  greater  the  electromotive  force.  We  are  not  concerned,  therefore, 
to  reduce  the  resistance  of  the  secondary  coil,  for  its  e.  m.  f.  increases  with  the 
length. 

How  the  apparatus  works  may  be  better  understood  by  studying  the  Fig.  189 
(in  plan).  The  essential  parts  of  the  machine  are:  p  the  primary  coil,  s 
the  secondary  coil,  G  the  battery,  a  the. contact-breaker,  e  its  auxiliary  element, 
c  the  condenser,  e  furnishes  the  current  for  the  contact-breaker.  Its  course 
is  as  follows  :  From  e  to  the  screw  ^,  then  through  the  wire  of  the  electro- 
magnet ^,  which  is  connected  with  /;  then  through  the  metal  point  which 
dips  in  A,  through  the  mercury  and  metallic  bottom  of  the  vessel  to  the 
screw  k^^  and  again  back  to  e.  The  action  of  the  contact-breaker  is  very 
simple.      Whenever   the  current   from   e   flows   as   described,  magnetism  is 
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produced  in  ^,  and  the  armature  attracted.  As  one  arm  f  e  oi  the  lever  de- 
scends, the  other  arm,  a/  rises,  and  causes  the  metal  point  to  lose  contact 
with  the  mercury  in  a.  The  current  is  thus  broken,  the  magnet  lets  the 
armature  go  again,  and  the  lever  assumes  its  former  position.  It  follows  that 
the  lever  will  swing  up  and  down,  and  cause  a  regular  make  and  break.  At  b 
the  lever  has  a  second  point,  which  will  be  connected  and  disconnected  with 
the  mercury  in  b  at  the  same  time  as  the  point  at  a  with  the  mercury  in  a. 
The  portion  b  is  inserted  into  the  inducing  circuit ;  it  follows  that  the  induced 
current  will  undergo  make  and  break  at  the  same  time.     Let  us  suppose  that  b 


Fig.  189.— Inductorium  and  Condenser. 

dips  into  the  mercury  (that  is  to  say,  contact  is  made),  the  inducing  current 
then  has  the  following  direction :  From  the  battery  g  to  k,  through  the  commu- 
tator and  a  copper  strip  to  screw  2,  through  the  connecting  wire  to  screw  11, 
then  through  the  primary  coil  p  to  screws  in  and  3,  then  to  the  spring/  then 
through  the  lever  into  the  metal  point,  then  through  the  mercury  in  b,  then 
through  the  commutator  to  screw  Kj,  and  then  back  again  to  the  battery  g. 
The  current  in  the  primary  coil  will  make  and  break  contact  as  often  as  the 
metal  point  touches  the  mercury  at  b  or  leaves  it.  The  primary  coil  is  further 
connected  with  the  condenser  c,  which  is  similar  in  principle  to  Franklin's 
plate,  and  is  made  of  alternate  layers  of  mica  or  tinfoil,  and  oiled  silk  or 
paraffined  paper,  into  which  the  current  flows  whenever  circuit  is  broken.  The 
object  of  the  condenser  is,  firstly,  to  make  the  break  of  circuit  more  sudden 
by  preventing  the  spark  of  the  "  extra  current "  from  leaping  across  the  inter- 
rupter; and  secondly,  to  store  up  the  electricity  of  this  self-induced  extra 
current,  in  order  that  when  circuit  is  again  made  the  inductive  action  in  the 
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secondary  circuit  at  "  make  "  shall  be  reduced  to  a  minimum.  This  condenser, 
first  used  by  Fizeau,  serves  the  purpose  of  producing  make  and  break  still  more 
promptly.  The  greatest  induction  coil  yet  made  is  one  that  was  shown  during 
the  Exhibition  at  Paris  in  1881.  The  apparatus  was  constructed  by  Apps. 
When  a  current  of  a  thirty  cells'  battery  was  passed,  a  spark  of  one  metre 
length  was  obtained. 

Luminous  and  other  Effects  of  Induction  Currents. — ^VVhen  the 
ends  of  an  induction  coil  are  connected  with  an  uninterrupted  good  conductor, 
a  motion  to  and  fro  simply  of  the  induced  current  takes  place.  The  galva- 
nometer needle  shows  a  deflection  in  both  directions,  and  if  potassium  iodide 
and    starch  are  brought    into  contact    with   the   ends    of   the   wire,    iodine 

separates  out  at  each  pole. 
If  a  voltameter  be  connected 
with  the  wire  ends,  oxy-hydrogen 
gas  is  given  off  at  both  poles. 
When,  however,  the  connection 
of  the  wire  terminals  of  an  in- 
duction spiral  is  not  brought 
about  by  an  uninterrupted  con- 
ductor, phenomena  occur  which 
are  similar  to  those  obtained  by 
means  of  electrical  machines. 
The  spark,  however,  consists  of 
the  bright  and  sharply  defined 
spark  similar  to  that  obtained 
by  discharging  a  Leyden  jar, 
and  a  kind  of  glow,  halo,  or 
aureole  which  surrounds  the 
bright  portion. 
By  means  of  the  apparatus  represented  in  Fig.  190  Perrot  showed  how  to 
separate  the  aureole,  or  glow,  fi-om  the  spark  proper  in  a  luminous  discharge. 
In  a  glass  tube,  bent  as  shown,  wires  are  fused  at  a  and  ^,  so  that  the  ends  stand 
opposite  each  other  at  d  D|.  The  wire  leading  from  a  is  connected  with  a  pole 
of  the  inductorium.  The  wire  leading  firom  b  is  connected  with  the  second  pole 
of  the  inductorium,  but  from  a  point  of  this  wire  at  c  there  passes  also  the  wire 
c  A,  the  end  of  which  points  towards  the  mouth  of  the  glass  tube.  Through 
the  glass  tube  air  is  forced  in  the  direction  indicated  by  the  arrow.  When  now 
the  inductorium  is  worked,  the  spark  passes  between  d  and  d^,  and  the  aureole 
appears  at  a. 

When  one  pole  of  an  induction  coil  is  allowed  to  touch  an  electroscope,  it 
will  indicate  at  one  time  a  positive  charge,  then  a  negative  charge;  the  ex- 
planation for  this  is  the  continued  change  in  the  direction  of  the  induced 
currents.  When,  however,  sparks  are  allowed  to  pass,  the  electroscope  will  give 
indications  of  one  kind.     From  these  and  other  facts,  it  is  clear  that  induced 


Fig.  190.— Separation  of  Aureole  and  Spark. 
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currents  behave  differently  in  a  dosed  circuit  and  in  a  broken  circuit.  In  a 
closed  circuit  the  induced  currents  flow  alternately  to  and  fro.  In  a  broken 
circuit  the  density  at  the  poles  increases  until  the  balance  of  the  electricities  is 
brought  about  by  a  spark.  The  spark  between  the  poles  of  an  induction  coil 
is  analogous  to  the  discharge  of  batteries;  in  the  former,  however,  perfect 
equilibrium  of  the  electricities  is  not  obtained  at  once,  for  besides  the  spark, 
we  have  also  the  aureole.  The  experiment  by  Perrot  shows  that  spark  and 
aureole  are  two  entirely  different  discharges.  More  minute  examinations  lead 
to  the  detection  of  further  differences.  The  colour  of  the  spark  depends  upon 
the  nature  of  the  electrode ;  it  is,  for  instance,  white  when  iron  points  are  used, 
green  with  copper,  blue  with  silver,  etc.  The  colour  of  the  aureole  is  determined 
by  the  medium,  and  is  not  uniform  throughout.  In  air  or  nitrogen  the  part 
nearest  the  positive  point  is  red,  the  portion  nearest  the  negative  point  blue. 
In  carbonic  acid  gas  the  former  appears  green,  the  latter  lavender-blue.  In 
hydrogen  the  whole  of  the  aureole  appears  red.  Frequently  near  the  negative 
electrode  a  dark  space  is  observed. 

If  we  make  use  of  a  quickly  rotating  mirror  to  observe  the  discharge,  the 
spark  appears  2^  a  line  of  light ;  the  aureole  appears  as  a  band  of  light,  which  is 
touched  on  one  side  by  the  spark  or  line  of  bright  light.  From  this  we  may 
conclude  that  the  neutralisation  of  the  two  electricities  commences  with  the 
spark,  and  that  the  aureole  is  formed  afterwards.  The  quick  momentary  motion 
in  the  spark  and  the  slower  motion  of  the  electricities  in  the  aureole  may  be 
shown  by  a  simple  experiment.  When  spark  and  aureole  are  separated  from  each 
other,  the  spark  is  incapable  of  igniting  cotton  soaked  in  alcohol,  etc.,  whilst  in 
the  aureole  these  bodies  begin  to  bum. 

When  in  the  circuit  of  a  battery,  consisting  of  Leyden  jars,  a  galvanometer  is 
inserted,  the  deflection  of  the  needle  which  a  discharge  causes  is  not 
influenced  by  the  resistance  in  the  circuit,  but  the  resistance  influences  the 
deflection  of  the  needle  when  inserted  in  the  circuit  of  an  induction  coil.  The 
deflection  increases  with  decrease  of  the  sparking  distance ;  the  aureole,  too, 
becomes  brighter  with  the  decrease  of  the  sparking  distance.  From  all  these 
experiments  and  observations  we  may  conclude  that  the  spark  or  neutrdisation  is 
an  instantaneous  discharge  of  the  two  opposite  electridties,  and  its  luminosity  is 
due  to  particles  torn  off  from  the  electrodes  in  an  incandescent  state.  This 
spark,  therefore,  is  identical  with  the  spark  of  a  battery.  The  aureole,  on  the 
other  hand,  is  the  neutralisation  of  the  two  electricities,  after  the  manner  of 
galvanic  currents.  The  luminosity  of  the  aureole  depends  upon  the  particles  of 
gas  that  constitute  the  conductor.  By  the  passage  of  the  spark  the  medium 
(that  is,  the  air)  becomes  rarefied,  and  the  electricities  producing  the  aureole 
flow  more  slowly.  This  is  the  reason  for  the  later  appearance  of  the  aureole 
than  the  spark  when  observed  through  the  mirror.  The  changing  of  colour 
with  the  medium  and  the  behaviour  of  the  galvanometer  seem  all  to  confirm 
this  explanation.  The  separation  of  spark  and  aureole  cannot  be  effected 
when  a   Leyden  jar  is  inserted  in  the   circuit  of  an  induction  coil      The 
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electricities  flow  to  the  coatings  of  the  condenser,  and  from  these  discharge 
takes  place.  With  this  addition  the  sparks,  when  passing,  have  a  greater 
intensity,  and  the  noise  they  make  is  louder.  Their  colour  is  determined  by* 
the  material  of  the  electrodes  and  the  medium  by  which  they  are  surrounded* 

For  the  spectrum  analysis  of  metals 
this  behaviour  of  the  spark  is  of  great 
importance.  The  increased  spark 
brings  the  metals  into  the  condition 
of  vapour,  and  raises  the  metallic 
vapours  to  incandescence.  The 
colour  of  the  light  which  these  me- 
tallic  vapours  emit  simply  depends 
upon  the  chemical  constitution  of 
the  metal  itself.  Our  naked  eye  is 
not  capable  of  distinguishing  the 
*  colours,  but  they  are  revealed  by  a 
glass  prism  or  spectroscope. 

DISCHARGES   IN   PARTIAL 
VACUA. 

The  voltaic  arc  and  the  spark  of 
the  induction  apparatus  alone  are 
capable  of  changing  solid  metals  into 
glowing  vapours.  Induced  currents^ 
however,  flowing  through  rarefied 
gas,  will  render  gases  incandescent, 
and  thus  enable  us  to  study  their 
spectra.  Dry  air  under  great  pressure 
offers  a  high  resistance,  but  a  perfect 
vacuum  is  a  perfect  insulator,  and 
between  these  extremes  there  are 
degrees  of  rarefication  which  admit 
of  a  flow  of  electricity,  and  present 
many  remarkable  and  beautiful  phe- 
Fig.  191.  Fig.  192.  nomena.     Glass  tubes  partially  ex- 

Geissler's  Tubes.  hausted  are  used  for  this  purpose. 

These  so-called  "vacuum  tubes"" 
are  sometimes  named,  after  the  most  celebrated  makers  or  investigators^ 
Geissler's  or  Gassiot's  tubes.  They  are  usually  thin  glass  tubes  with  bulbs  blowik 
at  the  end,  and  more  or  less  twisted  into  different  shapes.  They  usually  have  at 
two  different  spots  platinum  wires  fused  into  them.  By  means  of  these  wires  or 
electrodes,  the  currents  from  an  electric  machine,  or  more  frequently  the  sparks 
from  an  induction  coil,  are  conducted  through  these  tubes,  so  as  to  make  the 
more  or  less  rarefied  gases  incandescent. 
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Figs.  191  and  192  represent  Geissler's  tubes.  The  one  narrow  at  the  middle 
is  especially  useful  for  spectrum  analysis,  as  the  spectrum  in  the  narrow  portion 
will  be  more  distinct.  These  tubes  are  usually  sold  closed  at  both  ends,  filled 
with  gases  or  vapours  at  pressures  from  2  to  6  millimetres.  When  currents  are 
passed  through  a  tube  like  192,  filled  with  air  under  the  ordinary  pressure,  a  con- 
tinued stream  of  sparks  passes  (provided  the  inductorium  be  sufficiently  powerful). 
The  aureole  is  only  slightly  indicated,  and  is  frequently  not  visible  at  all.  If 
now  the  air  in  the  tube  be  rarefied,  the  spark  decreases  and  the  aureole  increases 
steadily,  until  at  last  the  spark  disappears  altogether,  giving  place  to  a  kind  of 
brush  discharge  at  the  positive  pole  and  a  glow  or  aureole  surrounding  the 
negative  pole.  If  the  tube  contains  rarefied  nitrogen  the 
brush  light  appears  brick-red  or  rose-coloured,  the  glow 
light  blue  or  violet.  In  hydrogen  the  glow  is  blue,  but 
the  light  in  the  narrow  part  of  the  tube  is  crimson.  The 
intensity  of  the  light  is  different  at  different  places ;  it  is 
brightest  in  the  narrow  portion  of  the  tube. 

Stratification  of  Electric  Light. — The  positive 
light  does  not  always  appear  as  an  uninterrupted  brush, 
but  is  arranged  in  layers,  or  striae,  differing  in  width  and 
intensity.  The  striae  appear  at  the  positive  pole,  and 
increase  in  number  as  the  exhaustion  increases.  This 
phenomenon  takes  place  both  with  pure  gases  and  with 
mixtures.  Fig.  192  represents  a  tube  filled  with  carbonic 
acid  gas  under  a  pressure  of  two  to  three  millimetres. 
The  green  brush  light  seems  divided  into  regular  discs, 
having  their  hollows  facing  the  anode.  The  glow  light 
is  lavender-blue,  and  consists  of  several  bright  layers. 
In  tubes  containing  carbon  compounds  a  bright  shining 
spot  is  often  observed  at  the  anode,  from  which  the  layers 
of  light  seem  to  take  their  origin.  This  spot  or  star  is 
probably  due  to  the  deposition  of  carbon  particles  which 

are  made  luminous  by  the  current.  Although  stratification  has  received  much 
attention  from  Gassiot,  Spottiswoode,  and  many  electricians,  the  real  cause  of 
this  phenomenon  is  still  veiled  in  obscurity.  The  labours  of  Morrens  proved  to 
him  that  the  electric  spark  passes  through  a  mercury  vacuum  free  of  other  gases, 
giving  unstratified  green  Lght,  and  the  spectrum  is  that  of  mercury.  In  gases 
where  the  light  appears  stratified,  the  distance  between  the  layers  increases  as  the 
pressure  decreases.  The  revolving  mirror  shows  that  the  striae  move  from  the 
positive  to  the  negative  pole.  Reitlinger  thinks  the  cause  of  stratification  is  due 
to  the  fact  that  the  intermittent  electric  discharges  produce  impulses  by  which  the 
substances  forming  the  medium  are  brought  into  vibration,  at  the  nodes  of  which 
the  heavier  substances  collect.  Of  the  substances  thus  separated,  the  non- 
conducting.substances  are  first  brought  by  the  current  to  incandescence,  whilst  the 
better  conducting  substances  remain  dark. 


Fig.  193. — Rotation  ot 
Light  about  a  Magnet 
in  a  Vacuum  Tube. 
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Magnets  affect  the  Discharges  in  Vacuum  Tubes. — The  eiTect  of 
a  magnet  on  light  produced  by  induced  currents  in  a  rarefied  space  was  first 
observed  by  A.  de  la  Rive.  In  all  degrees  of  exhaustion  magnets  attract  the 
flames,  making  them  like  flexible  conductors.  The  experiment  may  be  made 
with  the  apparatus  shown  in  Fig.  193.  A  rod  of  soft  iron  s  stands  in  a  glass 
bulb  E,  and  has  a  glass  test  tube  placed  over  it,  the  edge  of  which  is  united  with 
E.  s  continues  downwards,  and  has  the  coil  d  wound  round  it  The  ends  of  the 
coil  lead  to  the  binding  screws  k^  Kj.  The  electrodes  are  at  e  and  e^\  the 
first  surrounds  the  glass  tube  pushed  over  s,  in  the  manner  shown  in  the  figure. 


^^^H  IP  PHI  ^^^^ ' 


Fig.  194.— Magnet  and  Vacuum  Tube. 

The  air  in  e  is  exhausted  to  a  few  millimetres  of  pressure.  When  the  two 
electrodes  are  counected  with  the  poles  of  an  inductorium,  the  phenomena  of  the 
vacuum  tube  take  place.  If,  however,  k^  Kj  are  connected  with  the  poles  of  a 
battery,  s  becomes  a  magnet,  and  the  light  at  once  begins  to  rotate  about  s. 
The  cause  of  the  phenomenon  is  easily  seen  :  the  first  induction  spark  passes 
in  the  form  of  a  cloud  of  light  from  one  electrode  to  the  other,  and  is  deflected 
by  the  magnet.  The  following  spark  finds  now  least  resistance  on  the 
track  of  the  first  spark  and  rather  follows  the  path  of  the  first  spark 
than  any  other  direction;  it  therefore  takes  this  direction,  and  is  in  its 
turn  deflected  by  the  magnet,  etc.,  etc.  The  sparks  succeed  each  other  with 
such  rapidity  that  the  whole  phenomenon  has  the  appearance  of  a  cloud  of  light 
rotating  round  the  magnet.  The  direction  of  rotation  round  the  magnet  is  the 
same  as  that  of  rigid  conductors  already  described. 

Pliicker  and  Hittorf  have  also  studied  the  effects  of  magnets  on  electrical 
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discharges  in  rarefied  gases,  and  found  that  the  behaviour  of  the  glow  light  differs 
from  that  of  the  brush  light.  If,  for  instance,  a  Geissler's  tube,  such  as  that  repre- 
sented in  Fig.  191,  where  the  glow  light  is  well  developed,  is  placed  with  its  nega- 
tive electrode  between  the  poles  of  a  magnet,  the  glow  light  will  assume  the  shape 
shown  in  Fig.  194.  In  this  plane  of  light  (which  is  named  after  its  discoverer, 
Plticker's  plane) the  glowing  particles  arrange  themselves  exactly  like  iron  filings: 
that  \s^  they  behave  like  paramagnetic  bodies.  The  brush  light,  whether  stratified 
or  not,  shows  an  almost  opposite  behaviour  when  brought  between  the  poles  of  a 
magnet  which  are  equatorially  arranged ;  it  is  pressed  against  one  of  the  sides  of  the 
tube,  and  the  direction  of  current  and  position  of  magnets  determine  which  side. 
If  tube  and  magnets  be  arranged,  as  shown  in  Fig.  195,  the  brush  light  assumes  the 
position  indicated.  This  deviation  may  be  easily  explained  by  Ampere's  swimming 
rule ;  imagine  the  human  figure  swimming  face  downwards  from  -H  towards  - ,  a 


.*K^^-. 
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Fig.  195.— flfiiect  of  Magnet  on  Vacuum  Discharge. 

movable  north  pole  will  be  deflected  to  the  left.  In  the  case  before  us,  however, 
it  is  not  the  magnet,  but  the  current  that  is  movable,  and  consequently  it  deviates  in 
the  opposite  direction,  that  is,  to  the  right.  The  brush  light,  therefore,  will  be 
pressed  against  the  right  side  of  the  tube,  beyond  the  north  pole,  and  against  the 
left  side  beyond  the  south  pole.  Dr.  Nobanitzky,  together  with  Reitlinger, 
succeeded  in  causing  the  brush  light  to  place  itself  at  right  angles  to  Pliicker's 
plane.  The  brush  in  this  position  has  been  called  the  triple  fan  plane  by 
Puluj,  and  is  represented  in  Fig.  196.  Behind  the  tube  at  s  imagine  the  south  pole 
to  be  placed,  and  at  n  the  north  pole ;  then  the  plane  lying  between  n  s  and  the 
n^^ative  electrode  e  represents  the  glow  light  brought  into  the  Pliicker's  plane,  and 
the  plane  at  right  angles  to  this  between  b  and  e  represents  the  deviated  positive 
brush  light.  The  position  of  this  positive  plane  of  light  before  or  behind  Pliicker's 
plane  depends  upon  the  position  of  the  magnets,  and  is  determined  by  Ampere's 
swimming  rule.  Magnets  not  only  affect  the  electrical  discharges  in  luminous 
gases,  but  also  the  strise.  Gassiot  observed  that  a  magnet  produces  stratification 
in  a.tube  where  there  has  been  none.  According  to  WiiUner,  a  magnet,  when 
brought  near  a  tube  containing  stratified  light,  produces  new  layers,  commencing 
at  the  positive  electrode.     Experiments  made  by  Reitlinger  and  Nobanitzky 
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showed  that  to  increase  the  layers  of  stratification,  far  smaller  power  is  required 
than  to  produce  the  glow  light  plane. 

The  phenomena  described  up  to  the  present  refer  to  electrical  discharges 
through  spaces  in  which  the  pressure  was  fi:om  one  to  two  millimetres.  Ifi 
however,  the  pressure  becomes  a  fraction  of  a  millimetre,  phenomena  of  a 
different  kind  are  observed.  We  followed  the  phenomena  in  the  Geissler's 
tube  to  where  the  positive  brush  light  is  placed  at  right  angles  to  the  negative 

glow  light ;  the  same  phenomenon  will  be 
more  readily  produced  when  the  pressure 
is  reduced  to  0*8  to  0*5  millimetre.  If, 
however,  the  pressure  is  reduced  beyond 
half  a  millimetre,  the  layers  in  the  brush 
light  diminish,  form  irregular  balls,  and 
finally  when  exhaustion  is  continued  dis- 
appear. The  glow  light  at  the  same  time 
expands  more  and  more,  in  the  same  pro- 
portion as  the  dark  space  round  the  . 
negative  electrode  becomes  larger  and 
larger. 

Higher  Vacua. — For  the  pheno- 
mena occurring  in  spaces  of  more  com- 
plete exhaustion  there  are  two  forms  of 
explanation  that  resemble  each  other  in 
attributing  the  flow  of  electricity  to  a  kind 
of  connection  by  rarefied  particles  travelling 
from  the  negative  to  the  positive  pole.  Dr. 
Puluj  considers  these  particles  are  of  the 
substance  of  the  negative  electrode,  while 
Crookes  thinks  that  they  belong  to  the 
residual  medium.  We  give  Crookes'  ex- 
planation in  his  own  words : 
"  If,  in  the  beginning  of  this  century,  we  had  asked,  What  is  a  gas  ?  the 
answer  then  would  have  been  that  it  is  matter  expanded  and  rarefied  to 
such  an  extent  as  to  be  impalpable,  save  when  set  in  violent  motion ;  invisible, 
incapable  of  assuming  or  of  being  reduced  into  any  definite  form  like  solids, 
or  of  forming  drops  like  liquids ;  always  ready  to  expand  where  no  resistance 
is  offered,  and  to  contract  on  being  subjected  to  pressure.  Sixty  years  ago 
such  were  the  chief  attributes  assigned  to  gases.  Modem  research,  however, 
has  greatly  enlarged  and  modified  our  views  on  the  constitution  of  these  elastic 
fluids.  Gases  are  now  considered  to  be  composed  of  an  almost  infinite  number 
of  small  particles,  or  molecules,  which  are  constantly  moving  in  every  direction 
with  velocities  of  all  conceivable  magnitudes.  As  these  molecules  are  exceed- 
ingly numerous,  it  follows  that  no  molecule  can  move  far  in  any  direction 
without  coming  in  contact  with  some  other  molecule.     But  if  we  exhaust  the 


Fig.  196.— The  Triple-fan  Flame. 
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air  or  gas  contained  in  a  closed  vessel,  the  number  of  molecules  becomes 
diminished,  and  the  distance  through  which  any  one  of  them  can  move  vdthout 
coming  in  contact  with  another  is  increased,  the  length  of  the  mean  free  path 
being  inversely  proportional  to  the  number  of  molecules  present.  The  further  this 
process  is  carried  the  longer  becomes  the  average  distance  a  molecule  can 
travel  before  entering  into  collision;  or,  in  other  words,  the  longer  its  mean 
free  path  the  more  the  physical  properties  of  the  gas  or  air  are  modified. . 
Thus,  at  a  certain  point  the  phenomena  of  the  radiometer  become  possible; 
and  on  pushing  the  rarefaction  still  farther,  i.e.  decreasing  the  number  of 
molecules  in  a  given  space  and  lengthening  their  mean  free  path,  the  experi- 
mental results  are  obtainable  to  which  I  am  now  about  to  call  your  attention. 
So  distinct  are  these  phenomena  from  anything  which  occurs  in  air  or  gas 
at  the  ordinary  tension,  that  we  are  led  to  assume  that  we  are  here  brought 
face  to  face  with  matter  in  a  fourth  state  or  condition,  a  condition  as  far 
removed  from  the  state  of  gas  as  a  gas  is  from  a  liquid. 

"  When  the  negative  pole  is  examined  while  the  discharge  from  an  induction 
coil  is  passing  through  an  exhausted  tube,  a  dark  space  is  seen  to  surround 
it.  This  dark  space  is  found  to  increase  and  diminish  as  the  vacuum  is  varied ; 
and  if  the  vacuum  is  insufficient  to  permit  much  play  of  the  molecules  before 
they  enter  into  collision,  the  passage  of  electricity  shows  that  the  *  dark  space ' 
has  shrunk  to  small  dimensions. 

"This  *dark  space'  is  shown  in  (Fig.  197),  which  represents  a  tube  having 
a  pole  in  the  centre  in  the  form  of  a  metal  disc,  and  other  poles  at  each  end. 
The  centre  pole  is  made  negative,  and  the  two  end  poles  connected  together 
are  made  the  positive  terminal.  The  dark  space  will  be  in  the  centre.  When 
the  exhaustion  is  not  very  great  the  dark  space  extends  only  a  little  on  each  side 
of  the  negative  pole  in  the  centre.  When  the  exhaustion  is  good,  the  dark 
space  is  seen  to  extend  for  about  an  inch  on  each  side  of  the  pole. 

"  Here,  then,  we  see  the  induction  spark  actually  illuminating  the  lines  of 
molecular  pressure  caused  by  the  excitement  of  the  negative  pole.  The  thick- 
ness of  this  dark  space  is  the  measure  of  the  mean  free  path  between  successive 
coUisions  of  the  molecules  of  the  residual  gas.  The  extra  velocity  with  which 
the  negatively  electrified  molecules  rebound  from  the  excited  pole  keeps  back 
the  more  slowly  moving  molecules  which  are  advancing  towards  that  pole. 
A  conflict  occurs  at  the  boundary  of  the  dark  space,  where  the  luminous  margin 
bears  witness  to  the  energy  of  the  discharge. 

"Therefore  the  residual  gas  (or,  as  I  prefer  to  call  it,  the  gaseous  residue) 
within  the  dark  space  is  in  an  entirely  different  state  to  that  of  the  residual 
gas  in  vessels  at  a  lower  degree  of  exhaustion. 

'*In  the  exhausted  column  we  have  a  vehicle  for  electricity,  not  constant, 
like  an  ordinary  conductor,  but  itself  modified  by  the  passage  of  the  discharge, 
and  perhaps  subject  to  laws  differing  materially  from  those  which  it  obeys  at 
atmospheric  pressure." 

If  we  observe  a  tube  through  which  induced  currents  have  been  passed  for 
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some  time,  metallic  films  are  seen  in  the  inside  of  the  tube,  which  are  well 
developed  in  the  immediate  neighbourhood  of  the  kathode.  This  phenomenon 
is  caused  by  the  particles  torn  away  from  the  electrode,  and  jerked  with  great 
rapidity  into  normal  directions.  They  are  charged  with  statical  negative  elec- 
tricity, and  bring  about  the  circuit.  As  every  tube,  no  matter  how  carefully 
exhausted,  has  still  a  great  amount  of  gas  molecules,  these  two  will  take  part 
in  this  so  called  convertive  conduction  of  the  current  (circuit).  Puluj  explains 
the  dark  space  and  kathode  light  in  the  following  way :  The  particles  charged 
with  statical  negative  electricity  are  jerked  away  fi:om  the  kathode  with  great 
rapidity ;  this  causes  the  gas  particles  to  be  farther  removed  from  the  kathode. 

At  the  line  where  electrode 
particles  meet  with  gas  par- 
ticles, diffusion  takes  place, 
and  the  electrode  particles 
are  finally  deposited  on  the 
glass.  When  the  electrode 
particles  that  are  moving  more 
quickly  meet  with  the  gas  par- 
ticles, further  motion  is  con- 
verted into  heat  and  light.  It 
follows  that  the  heat  and  light 
effects  must  be  greatest  near 
the  kathode,  and  diminish 
away  firom  it.  The  dark  space 
near  the  kathode  is  caused  by 
the  far  more  rapid  motion  of 
the  electrode  particles  than 
the  gas  particles;  as  the  tube  throughout  has  the  same  pressure,  fewer 
particles  must  be  found  in  the  dark  space  than  in  the  adjoining  light  space. 
The  apparatus  shown  in  Fig.  197  may  help  to  make  the  given  explanation 
clearer.  Two  small  electrodes  from  the  ends  of  the  tube  are  connected  with  the 
positive  pole  p  ;  the  middle  electrode,  which  is  of  the  same  size  as  the  cross  sec- 
tion of  the  tube,  is  connected  with  the  negative  pole  n  of  an  inductorium.  To 
the  right  and  left  of  the  kathode  spreads  the  dark  space ;  bordering  on  it  we  find 
the  kathode  light,  and  the  fluorescent  and  phosphorescent  phenomena  which 
always  take  place  when  electrical  discharges  are  sent  through  Geissler's  tubes. 
Many  beautiful  effects  are  produced  by  the  richness  of  the  fluorescent  rays 
contained  in  the  light  of  these  discharges.  Although  these  phenomena  were 
known  for  some  time,  they  were  first  properly  studied  by  Hittorf,  Reitlinger,  and 
Nobanitzky.  Tubes  having  no  great  rarefication,  but  made  of  uranium  glass, 
or  surrounded  with  a  solution  of  quinine  or  fluorescent  liquid,  show  these  effects 
when  the  glow  light  is  well  developed.  But  with  the  higher  exhaustion  glass 
itself  is  phosphorescent.  Frequently  a  beautiful  green  fluorescence  is  observed 
to  surround  the  space  of  the  glow  light,  which  slowly  decreases  in  luminosity 


Fig.  197.— The  dark  Space  at  the  Negative  Pole. 
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towards  the  brush  light.  Beyond  the  dark  space  where  the  bnish  light  begins, 
no  fluorescence  is  observed,  owing  perhaps  to  the  slight  luminosity  of  the 
brush  light,  compared  with  the  more  luminous  glow  light.  Again,  in  tubes  highly 
exhausted,  where  the  kathode  light  shows  very  little  luminosity  on  account  of 
the  greater  rarefication  of  the  medium,  very  bright  green  light  is  observed  close 
to  the  space  near  the  kathode ;  by  means  of  magnets  this  bright  green  light  may 
be  brought  to  arrange  itself  in  two  lines.  This  latter  light,  to  distinguish 
it  from  the  fluorescence,  was  called  phosphorescence.* 

In  Fig.  198  the  negative  electrode  consists  of  a  disc,  the  positive  electrode 
of  an  ordinary  wire.  The  tube  is  so  far  exhausted  that  no  light  is  to  be  seen 
in  it;  the  discharge  goes  along  the  sides  of  the  tube,  />.,  in  the  form 
of  a  hollow  cylinder.  If  now  this  tube  be  brought  between  the  poles  of  a 
magnet  n  s,  an  oval  phosphorescent  ring  appears,  of  the  size  of  the  cross  section 


Fig.  198. — Action  of  a  Magnet  on  a  Discharge  in  a  High  Vacuum. 

of  the  hollow  cylinder.  The  magnet  here  has  diverted  the  cylinder,  and  brought 
it  to  the  section  between  the  poles.  Puluj  constructed  a  lamp,  represented  in 
Fig.  199,  making  use  of  the  phosphorescence  in  tubes  highly  exhausted.  One 
of  the  electrodes  has  the  shape  of  a  rectangle,  the  other  that  of  a  hemisphere, 
and  both  are  made  of  aluminium.  Above  the  electrodes  a  wire  is  fused  into 
the  glass,  to  support  a  mica  plate  s,  which  has  a  coating  of  sulphide  of  cal- 
cium, and  has  the  position  shown  in  the  figure.  If  now  the  induced  current  be 
passed  in  such  a  manner  that  the  hemisphere  becomes  the  kathode  and  the 
rectangle  the  anode,  the  screen  s  begins  to  glow  with  a  bright  green  light 
sufficient  moderately  to  light  up  a  small  room. 

Neither  the  light  itself  nor  the  discharge  are  continuous,  but  the  interrup- 
tions of  the  current  follow  each  other  in  such  quick  succession  that  the  eye 
can  see  only  one  continuous  glow.  If,  for  instance,  we  move  one  hand  quickly 
before  the  lamp,  the  hand  appears  to  have  more  fingers  than  five.  We  only  see 
the  fingers  when  light  falls  upon  them ;  but  the  light  here  consists  not  of  con- 
tinuous rays,  but  of  a  number  of  rays  of  short  duration  quickly  following 
each  other.  Hence  we  do  not  see  a  continuous  image  of  the  hand,  but  a  series 
of  images  following  each  other  very  quickly.     Each  impression  lasts  a  certain 

♦  By  fluorescence  is  understood  the  conversion  of  rays  of  higher  refrangibility  into  rays  of  lower 
refrangibiljty.     By  phosphorescence  is  meant  the  self-luminosity  of  a  body. 
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time ;  the  eye,  therefore,  will  still  see  the  second  image  when  the  first  is  still  on 
the  retina. 

Puluj  further  constructed  an  apparatus  by  means  of  which  it  may  be  shown 
that  bodies  made  luminous  emit  light  when  heated  (Fig.  200).  At  a  an 
aluminium  plate  is  fused  into  the  gas,  at  s  a  hemisphere  of  the  same  metal, 
and  at  B  a  mica  plate  is  fastened  as  before.     The  mica  plate  has  a  layer  of 


Fig.  199. — Phosphorescence  ol  a  Mica  Plate.       Fig.  200.  —Chalked  Mica  Plate  in  Vacuum  Tube. 

chalk  on  the  side  facing  a.  The  apparatus  was  highly  exhausted.  If  con- 
nection be  made  with  an  inductorium,  so  that  a  becomes  the  kathode, 
radiant  matter  will  fall  directly  upon  the  layer  of  chalk,  which  makes  the  mica 
plate  appear  of  a  deep  yellow.  If  now  the  poles  be  reversed  so  that  s  becomes 
the  kathode,  in  the  middle  of  the  mica  plate  a  dark  yellow  spot  only  is  observed, 
which  spreads  gradually  in  all  directions ;  the  central  part  ceases  to  be  luminous, 
and  the  whole  image  produced  is  similar  to  that  which  a  stone  thrown  into 
still  water  would  produce.  If  the  current  be  interrupted,  and*  then  reversed  so 
that  s  is  again  the  kathode,  no  yellow  spot  will  make  its  appearance ;  the  whole 
phenomenon,  however,  will  be  repeated  after  a  has  for  a  short  time  been  made 
the  kathode.    The  explanation  is  a  very  simple  one.    The  glow  of  the  whole 
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screen,  produced  when  a  is  the  kathode,  is  due  to  the  phosphorescence  of 
radiant  matter.  The  effect  produced  is  only  an  indirect  one.  The  hemisphere 
brings  the  rays  to  a  focus,  and  heats  the  layer  of  chalk  on  the  other  side, 
causing  the  phosphorescence  at  this  spot,  which  spreads  gradually  in  the  manner 
described.  This  effect,  of  course,  only  lasts  a  certain  period,  and  must  come 
to  an  end  first  near  the  centre  where  it  was  started.  To  prove  that  radiant 
electrode  matter  consists  of  material  particles, 
Puluj  constructed  the  bulb  represented  in 
Fig.  201 : — The  electrodes  are  circular  discs 
A  and  K ;  A,  the  anode,  serves  at  the  same 
time  as  a  screen,  which  causes  the  phospho- 
rescence to  appear  in  the  form  shown  in  the 
figure  at  d  within  the  shadow.  A  small  piece 
of  a  diamond  fixed  at  d  glows  in  a  soft  blue 
light,  which  is  probably  due  to  the  reflected 
particles  of  the  radiant  matter. 

There  is  one  particular  degree  of  ex- 
haustion more  favourable  than  any  other  for 
the  development  of  the  properties  of  radiant 
matter  which  are  now  under  examination. 
Roughly  speaking,  it  may  be  put  at  the 
millionth  of  an  atmosphere.  At  this  degree 
of  exhaustion  the  phosphorescence  is  very 
strong,  and  after  that  it  begins  to  diminish 
until  the  spark  refuses  to  pass. 

Ctookes  showed  the  formation  of  the 
shadow  by  means  of  apparatus  Fig.  202,  of 
which  the  following  is  a  description  : 

Radiant  Matter  when  intercepted 
by  Solid  Matter  casts  a  Shadow. — 
Radiant  matter  comes  from  the  pole  in 
straight  lines,  and  does  not  merely  permeate 
all  parts  of  the  tube  and  fill  it  with  light,  as 
would  be  the  case  were  the  exhaustion  less  good.  Where  there  is  nothing  in  the 
way  the  rays  strike  the  screen  and  produce  phosphorescence,  and  where  solid 
matter  intervenes  they  are  obstructed  by  it,  and  a  shadow  is  thrown  on  the  screen. 
In  the  pear-shaped  bulb  (Fig.  202)  the  negative  pole  a  is  at  the  pointed  end. 
In  the  middle  is  a  cross  ^,  cut  out  of  sheet  aluminium,  so  that  the  rays  from  the 
negative  pole  projected  along  the  tube  will  be  partly  intercepted  by  the  aluminium 
cross,  and  will  project  an  image  of  it  on  the  hemispherical  end  of  the  tube,  which 
is  phosphorescent.  The  black  shadow  of  the  cross  is  seen  on  the  luminous  end 
of  the  bulb  c  d.  Now,  the  radiant  matter  from  the  negative  pole  passes  by  the 
side  of  the  aluminium  cross  to  produce  the  shadow ;  the  glass  is  hammered  and 
bombarded  till  it  is  appreciably  warm,  and  at  the  same  time  another  effect  is 
o 
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Tube. 
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produced  on  the  glass,  i.e.  its  sensibility  is  deadened.  The  glass  has  got  tired,  if 
we  may  use  the  expression,  by  the  enforced  phosphorescence.  A  change  is 
produced  by  this  molecular  bombardment  which  prevents  the  glass  from 
Responding  easily  to  additional  excitement ;  but  the  part  that  the  shadow  has 
fallen  on  is  not  tired ;  it  has  not  been  phosphorescing  at  all,  and  is  perfectly 
fresh  ;  therefore  if  vfc  throw  down  this  cross  (which  can  easily  be  done  by  giving 
the  apparatus  a  slight  jerk,  for  it  has  been  most  ingeniously  constructed  with  a 
hinge),  and  so  allow  the  rays  from  the  negative  pole  to  fall  uninterruptedly  on 
to  the  end  of  the  bulb,  suddenly  the  black  cross  changes  to  a  luminous  one, 
because  the  background  is  now  only  capable  of  faintly  phosphorescing,  whilst 


Fig.  202. — Radiant  Matter  casts  a  Shadoir. 

the  part  which  had  the  black  shadow  on  it  retains  its  full  phosphorescent  power. 
After  a  period  of  rest  the  glass  partly  recovers  its  power  of  phosphorescing,  but 
it  is  never  so  good  as  it  was  at  first. 

Here,  therefore,  is  another  important  property  of  the  radiant  matter.  It  is 
projected  with  great  velocity  from  the  negative  pole,  and  not  only  strikes  the 
glass  in  such  a  way  as  to  cause  it  to  vibrate  and  become  temporarily  luminous 
while  the  discharge  is  going  on,  but  the  molecules  hammer  away  with  sufficient 
energy  to  produce  a  permanent  impression  upon  the  glass. 

This  is  Crookes*  mode  of  explanation.  Puluj,  however,  accounts  for  the 
phenomenon  thus  :  The  parts  of  the  glass  beyond  the  shadow  are  coated  gradually 
with  metal  particles,  which  thus  weaken  their  phosphorescence,  whilst  the 
portions  of  the  glass  lying  within  the  shadow  remain  free  from  this  metallic 
coating.  Radiant  matter  is  capable  of  producing  other  effects  besides  phos- 
phorescence. Crookes  found  that  it  was  capable  of  melting  platinum,  iridium, 
and  glass.  Puluj  constructed  a  lamp,  shown  in  Fig.  203,  to  exhibit  some 
of  these  effects.      k,  the  negative  electrode,  consists    of  a  hemisphere  of  21 
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millimetres  diameter ;  at  a  distance  of  about  36  millimetres  from  it  is  a  cone  of 

carbonised  paper,  resting  upon  a  thick  platinum  wire,  which  is  fused  into  a  glass 

rod.      The  glass  rod  also  supports  the  disc- 
shaped anode  at  a.      The   rays  coming  from 

the  hemisphere  unite  at  the  point  of  the  carbon 

cone,  and  bring  the  latter  to  a  white  heat.     The 

exhaustion  of  the  globe  and  the  heating  of  the 

carbon  must  proceed  together,  because  other- 
wise the  gases  given  off  by  the  carbon  would 

be  retained.      The   most   perfect    white  heat 

Puluj  obtained  at  a  pressure  of  0*04.      At  a 

still  greater  exhaustion  the  heat  of  the  carbon 

diminishes,   and  the  phosphorescence,  at  the 

glass  sides  increases.     This  may  be  continued 

until  the  carbon  remains  perfectly  dark. 

Repulsion    of    the    Glow    by   other 

Bodies. — ^We  have  seen  what  effects  magnets 

will  produce  on  the 
phenomenon,  and 
we  next  have  to  con- 
sider whether  other 
bodies,  conductors 
or  non-conductors, 
affect    the    electric 

glow.  For  the  purpose  of  studying  repulsion,  Reit- 
linger  and  Nobanitzky  made  use  of  tubes  of  different 
shapes  filled  with  either  air,  H,  O,  or  N.  Every  gas 
when  exhausted  to  one  millimetre  or  \  inch  pressure 
showed  the  usual  alteration.  If,  however,  exhaustion 
was  continued  beyond  this,  repulsion  took  place 
when  a  good  conductor  was  brought  near  the  column 
of  glowing  gas.  A  very  marked  effect  is  produced 
when  the  pressure  for  oxygen  is  reduced  to  0*3 
millimetre,  and  for  carbonic  acid  gas  to  ci  milli- 
metre. 

At  the  positive  electrode  connected  with  the  -|- 
pole  of  the  inductorium,  in  Fig.  204,  a  faint  image 
of  the  glow  light  is  seen  (which  in  carbonic  acid  is 
blue).  The  electrode  is  surrounded  by  a  thin  column 
of  green  light,  round  which  a  blue  glow  spreads.  At 
^,  the  positive  end  of  the  tube,  the  green  brush  light 
is  continued,  but  next  to  it  comes  a  blue  ball  of 
^^~ —        xh    Ball-shaped      ^^^^^  which  is  separated  from  the  -f  electrode  and 

ig.  ^^*""^j^^^  the  green  brush  light  by  dark  spaces.    In  the  middle 


Fig.  203. — Focussing  the  Heat  in 
a  Vacuum  Tube. 
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of  the  tube  the  brush  light  divides,  as  shown  in  the  figure.  The  use  of  the  in- 
duction coil  breaks  the  continuity  of  the  light,  and  causes  the  ball-shaped  glow  to 
remain  suspended  in  the  middle  of  the  tube ;  may  not  this  ball-shaped  glow 
represent  ball  lightning  on  a  very  small  scale  ?  Repulsion  was  strongly  marked 
when  a  conductor  (here  a  brass  ball  shown  in  Fig.  205)  was  brought  within 
10  to  20  centimetres.  The  brush  light  moved  as  far  back  as  it  could.  The  simi- 
larity of  this  phenomenon  with  comets,  which  leave  a  well-developed  tail  behind 
them  (see  Henry's  comet.  Fig.  206),  confirms  the  view  that  the  tails  of  comets 
undergo  a  real  or  apparent  repulsion  by  the  sun,  which  has  been  maintained  by 


Fig.  205. — Repulsion  of  Glow  by  a 
Conductor. 


Fig.  206.— Henry's  Comet. 


Newton,  Olbers,  Bossel,  Faye,  Plana,  and  others.  Although  there  is  no  doubt 
whatever  about  the  repulsion,  as  yet  we  are  not  able  to  bring  forward  a  satis- 
factory explanation  of  its  cause.  Nobanitzky  and  Reitlinger  think  the  force  of 
repulsion  between  the  sun  and  the  comef  s  tail  explained  by  their  experiment, 
shown  in  Fig.  204,  which  was  verified  by  a  series  of  other  experiments. 

Application  to  Incandescent  Lamps.— From  a  mere  theoretical  point 
of  view,  Crookes'  experiments  on  electrical  phenomena  in  rarefied  spaces,  and 
his  deductions  therefrom,  claim  attention ;  but  they  are  of  more  importance 
from  a  practical  point  of  view,  because  of  the  daily  increasing  use  of  incandescent 
lamps.  Here  we  have  conductors  through  which  currents  pass  in  an  imperfectly 
insulating  medium.  It  follows  that  the  difference  of  potential  in  the  conductor 
must  bring  about  side  discharges  between  the  different  parts  of  the  conductor, 
and  this  occurs  the  sooner,  the  higher  the  tension  of  the  currents.  By  making 
use  of  alternating  currents  of  200  to  230  volts,  the  blue  glow  was  observed  by 
Puluj  at  the  platinum  wires  to  which  the  carbon  filament  was  fastened.  This 
glow  light  underwent  the  same  changes  on  further  exhaustion  as  are  observed 
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in  Giessler's  tubes.  At  a  pressure  from  i  to  |^  millimetre,  the  glow  light  sur- 
rounded the  wires.  For  a  distance  of  about  2  to  3  millimetres,  at  a  pressure 
of  0*07  millimetre,  the  glow  light  filled  the  whole  glass  bulb.  As  alternating 
currents  were  used,  the  glow  light,  of  course,  appeared  at  both  platinum  wires. 
The  incandescent  carbon  filament,  however,  showed  no  sign  of  glow  light. 

Wachter  proved  the  existence  of  material  particles  in  the  spark,  and  the 
disgregation  of  electrodes,  etc.,  and  Puluj  has  shown  that  material  .particles  are 
also  carried  away  by  the  current  from  both  conductor  and  electrodes ;  a  similar 
mechanical  disgregation  was  to  be  expected  in  the  carbon  filament  also,  and  has 
been  proved  to  exist  by  Puluj.  This  experiment  showed  that  dissipation  takes 
place  along  the  whole   surface  of  the   filament,  but  is  more   marked  at  the 


I 


Fig.  208. — Magnified  Diagram  of  Carbon  Filament. 


Fig.  207.— Carbon  Filament 
of  Incandescent  Lamp. 

negative  than  at  the  positive  pole ;  it  follows  that  a  filament  must  wear  out  the 
sooner  when  its  resistance  is  considerable  and  the  current  has  a  high  tension. 
Currents  of  high  tension  are  not  economical,  for  this  reason,  that  they  favour  the 
blue  glow ;  the  whole  electrical  energy  which  is  necessary  for  the  production  of 
it  is  lost  for  the  light  effect,  and  only  serves  to  heat  the  glass  globe. 

In  order  to  obtain  greater  resistance  in  the  carbon  filament  of  the  incan- 
descent lamp,  Maxim  and  others  adopted  the  plan  of  making  the  filament  incan- 
descent in  an  atmosphere  of  carburetted  hydrogen,  which  is  decomposed  by  the 
current,  the  carbon  being  deposited  on  the  carbon  filament.  Puluj  describes  the 
phenomenon  during  carbonisation  in  the  following  manner:  The  carburetted 
hydrogen  atmosphere  is  heated  to  such  an  extent  that  decomposition  takes  place 
in  consequence  of  the  high  temperature,  causing  black  clouds  of  smoke  and  depo- 
sition of  soot.  Besides  this  decomposition  of  the  gas  molecules  by  heat,  they 
are  farther  separated  by  an  electrolytic  process,  which  is  brought  about  by  the 
electrical  discharges  between  the  separate  portions  of  the  carbon  filament.  The 
carbon  of  the  carburetted  hydrogen  is  deposited  according  to  the  direction  of 
the  current.  Fig.  207  represents  the  carbon  filament  with  its  deposit  in  its 
natural  size.     Fig.  208  shows  the  same  eighty  times  magnified. 
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ANIMAL    ELECTRICITY. 

Physiological  Effects. — Discharges  of  electricity  through  the  limbs  pro- 
duce somewhat  painful  sensations  in  the  nervous  system,  and  cause  the  muscles 
to  contract.  The*discharge  from  an  electric  machine  producing  high  potential, 
or  from  a  condenser  or  an  induction  coil,  gives  a  sharp  shock.  The  current 
from  a  battery  of  a  few  Grove  cells  passing  through  the  system  produces  a 
tingling  sensation,  which  is  considerably  increased  if  the  circuit  be  quickly 
"made "and  "broken." 

The  effect  of  these  interruptions  of  the  current  may  easily  be  seen  in  a  frog's 
leg.  On  break  and  make  of  the  current,  motions  in  the  frog's  leg  are  observed, 
but  it  is  perfectly  at  rest  when  a  uniform  current  is  sent  through  it.  Du  Bois- 
Reymond  thus  states  the  law  for  electrical  effects  upon  nerves :  It  is  not  the 
absolute  value  of  the  e.  m.  f.  of  the  current  at  each  moment  that  causes  motion 
in  the  nerve,  but  the  change  of  this  value.  Although  electrical  currents  only 
influence  nerves  at  make  and  break,  and  during  fluctuation  of  the  current, 
a  uniform  flowing  current,  however,  does  not  remain  quite  without  influence 
upon  the  nervous  system.  Volta  mentioned  that  he  had  a  peculiar  sensation 
when  he  passed  the  current  of  loo  elements  of  a  zinc-silver  pile  through  his 
body.  When  the  wires  of  a  large  battery  are  placed  in  the  ears  a  continued 
noise  is  heard.  A  feeble  current  through  the  eye-ball  produces  the  sensation 
of  a  flash. 

The  sensitiveness  of  a  frog's  leg  is  so  great  for  alterations  in  the  current  that  it 
may  be  considered  the  most  sensitive  electroscope.     The  very  feeble  currents  of 

a  telephone,  for  instance,  are  suflfi- 
cient  to  affect  it.  If,  therefore, 
the  freshly  exposed  nerves  of  a 
frog  be  connected  with  the  wires 
of  a  telephone,  the  muscle  will 
move  with  different  rates  of  ra- 
pidity as  different  words  are  spoken 
to  the  telephone.  Experiments  by 
Nobili  and  Matteucci  have  shown 
that  when  the  nerve  and  muscle 
of  a  frog  are  connected  by  a  water 
contact  with  a  delicate  galvano- 
meter, a  current  manifests  itself. 
This  has  been  called  the  muscle  current.  *  Du  Bois-Reymond  has  shown 
that  the  ends  and  sides  of  a  freshly  cut  muscle  have  a  difference  of  poten- 
tial. He  used  for  these  experiments  a  very  sensitive  multiplier  (with  4,600 
turns),  and  attached  to  the  wire  terminals  platinum  plates,  which  were 
immersed  in  vessels  containing  concentrated  solutions  of  ordinary  salt. 
When   only   the   demonstration   of  the   existence  *of  a    muscle    current  was 


Fig.  209. — Current  of  a  MuscJe. 
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intended,  it  was  sufficient  to  merely  connect  the  two  glass  vessels  with  each  other 
by  means  of  the  animaFs  limb ;  as,  however,  the  concentrated  salt  solution  is 
liable  to  affect  the  animal  tissue,  and  so  interfere  with  the  continued  action,  he 
connected  in  another  manner  the  two  vessels  containing  the  salt  solutions.  Well- 
vamished  wood  blocks  k  Kj  were  used,  as  shown  in  Fig.  209,  and  upon  them 
were  placed  blotting-pads  which  had  been  thoroughly  soaked  in  the  albumen 
of  eggs.  Upon  these  the  animal's  limb  was  laid,  and. so  every  contact  with  the 
salt  solution  avoided.  Before,  however,  the  experiment  commenced,  a  third  layer 
of  blotting-paper  was  laid  across  the  two  pads  k  and  Kj,  for  the  purpose  of 
neutralising  any  polarisation  that  might  exist  between  the  platinum  plates  in  the 
salt  solution.  When  this  has  been  done,  and  the  needle  points  to  zero,  the  muscle 
under  examination  is  placed  upon  p  and  Pj,  with  the  precautions  mentioned. 
A  violent  deflection  of  the  needle  indicates  a  current  which  becomes  considerably 


Fig.  210. — Current  in  Nerve  and  Muscle. 


weaker  when  the  muscle  is  left  in  its  position.  If  now  die  muscle  be  removed, 
and  circuit  made  with  soaked  blotting-paper,  the  needle  shows  a  deflection  in  the 
opposite  direction  ;  this  current  is  due  to  the  polarisation  of  the  platinum  plates 
by  the  muscle  current.  The  direction  of  the  muscle  current  depends  upon  the 
part  of  the  animal's  limb  from  which  the  muscle  is  taken.  With  regard  to  the 
duration  of  the  muscle  current,  Matteucci's  investigations  showed  that  the  current 
decreases  in  the  first  ten  minutes  after  the  separation  of  the  limb  from  the  body 
of  the  animal ;  then  remains  more  or  less  steady  for  the  next  five  or  six  hours. 
A  very  interesting  phenomenon  was  first  observed  by  Matteucci,  but  not  correctly 
explained,  in  what  are  called  secondary  motions.  Du  Bois-Reymond  showed 
that  these  depend  upon  the  effect  of  the  current  circulating  in  the  nerve  or 
muscle  when  at  rest.  They  may  be  shown  experimentally  as  follows  :  Nerve  Nj 
(Fig.  210)  is  so  prepared  that  it  lies  exposed,  as  represented  in  the  figure,  while 
Nj  is  partly  exposed,  i  and  11  are  now  brought  together  in  such  a  manner  that 
the  nerve  of  11  touches  the  muscle  of  i  at  two  different  places,  viz.  the  red 
muscle  flesh  at  f  and  the  sinew  at  s.  In  this  position  the  nerve  piece  at  n  forms 
a  circuit  for  the  muscle  current  f  s.  If  now  the  nerve  n^  be  excited  in  any 
manner,  say  by  a  sharp  cut,  not  only  will  the  muscle  f  s  move,  but  also  the  por- 
tion at  u,  although  u  is  in  no  manner  anatomically  connected  with  n^.     The 
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explanation  of  the  phenomenon  is  as  follows  :  ii  acts  as  a  very  sensitive  electro- 
scope to  measure  the  muscle  current  generated  by  f  s,  but  the  current  decreases 
on  account  of  the  contraction  of  the  muscle.  This  alteration  of  the  current  was 
manifest  at  u  p/  through  Ng.  When  the  nerve  Nj  is  placed  over  the  wire  ends  e  e^ 
of  an  induction  coil  which  is  in  action,  nerve  N^  is  not  affected  once  only  by  a  cut, 
as  formerly,  but  moves  several  times  in  rapid  succession.  The  muscle  f  s  must 
have  become  permanently  contracted.  This  continued  contraction  resembles 
tetanus^  and  consequently  the  muscle  is  said  to  have  become  tetanised.  The  in- 
duced currents  here  follow  so  quickly  upon  each  other  that  the  muscle  has  no 
time  to  return  to  the  normal  position.  Every  motion  in  i  causes  a  motion  also 
in  II ;  it  follows  that  tetanism  in  i  causes  also  tetanism  in  ii.  If  a  galvanometer 
be  substituted  for  ii,  it  may  be  proved  directly  that  the  secondary  motions  are 
due  to  a  sudden  decrease  in  the  muscle  current.  Du  Bois-Reymond  also  proved 
that  the  contraction  of  muscles  produced  currents.  By  using  a  sensitive  gal- 
vanometer, he  proved  that  the  sudden  contraction  of  the  muscles  of  the  arm 
produced  a  current. 

Organisms  producing  Electrical  Discharges. — It  has  been  known 
for  centuries  that  certain  animals,  such  as  the  Raia  torpedo,  or  electric  ray,  and 
the  Gymnotus  electricus,  or  electric  eel,  are  capable  of  giving  powerful  electric 
shocks.  It  seems  that  the  Abyssinians  used  the  electric  eel  as  a  remedy  for 
nervous  diseases.  The  torpedo,  or  electric  ray,  of  the  Arabians,  reaches  a  length 
of  from  15  to  24  inches.  It  was  found  in  the  Nile  by  Forskal,  and  in  the 
Senegal  by  Adanson.  According  to  Boehm,  the  electrical  organ  of  the  ray  consists 
of  a  thin  network  of  six  or  more  layers,  which  runs  along  between  the  skin  and 
muscles;  this  apparatus  is  fed  and  regulated  by  a  nerve  consisting  of  many 
branches.     This  network  is  supposed  to  possess  healing  properties. 

From  a  great  variety  of  experiments  on  this  fish,  Mr.  Todd  drew  the  following 
conclusions  : 

1.  That  the  electrical  discharge  is  a  vital  action  dependent  on  the  life  of  the 
animal. 

2.  That  the  action  of  the  electrical  organs  is  entirely  voluntary. 

3.  That  frequent  action  of  them  is  injurious  to  its  life,  and,  if  continued^ 
deprives  the  animal  of  it. 

4.  That  when  the  nerves  and  the  organs  are  cut,  the  torpedo  loses  the  power 
of  giving  a  shock,  though  it  appears  more  vivacious,  and  lives  longer  than  those 
in  which  this  change  has  not  been  produced,  and  in  which  the  electrical  power 
is  exerted. 

5.  That  the  possession  of  one  organ  only  is  sufficient  to  produce  the  shock. 

6.  That  the  perfect  state  of  all  the  nerves  of  the  electrical  organs  is  not 
necessary  to  the  production  of  the  shock. 

7.  That  (as  was  shown  by  Dr.  Hunter)  a  more  intimate  relation  exists 
between  the  nervous  system  and  electrical  organs  of  the  torpedo,  both  as  to 
structure  and  functions,  than  between  the  same  and  any  organs  of  any  kind  of 
animal  with  which  we  are  acquainted. 
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Dr.  Williamson,  of  Philadelphia,  thus  sums  up  the  results  of  his  observations 
upon  the  gymnotus. 

1.  When  the  gymnotus  is  touched  by  the  hand  a  shock  is  felt  in  the  fingers, 
and  often  as  far  up  as  the  wrist  and  elbow ;  and  when  it  is  touched  with  an  iron 
rod  twelve  inches  long,  the  shock  is  felt  in  the  finger  and  thumb. 

2.  If  the  eel  is  provoked  by  one  person,  the  hand  of  another  person  held  in 
the  water  will  experience  a  shock. 

3.  When  the  eel  was  touched  and  provoked  with  one  hand,  and  the  other 
held  in  the  water  at  a  small  distance,  a  shock  passed  through  both  arms ;  and 
the  same  effect  was  produced  when  the  hand  held  a  wet  stick  in  Ihe  water;  apd 
when  the  same  experiment  was  made  by  eight  or  ten  persons  who  joined  hands 
a  shock  was  also  experienced. 

4.  When  the  first  of  eight  persons  pinched  the  tail  while  the  last  touched  the 
head,  they  all  experienced  a  severe  shock. 

5.  The  shock  of  the  eel  was  found  to  pass  through  those  substances  which 
are  conductors,  and  to  be  stopped  by  those  which  are  non-conductors,  of 
electricity. 

6.  An  insulated  person  electrified  exhibited  no  marks  of  electricity,  and  pith- 
balls  refused  to  diverge  either  when  suspended  over  the  eel's  back  or  touched 
by  an  insulated  person  when  he  received  the  shock. 

7.  Dr.  Williamson  succeeded  in  making  electricity  of  the  eel  pass  through  a 
small  space  of  air,  and  exhibit  the  electric  spark  when  the  fish  was  in  the  open 
air.     But  the  spark  is  not  visible  when  the  fish  is  placed  in  water. 

The  method  of  fishing  for  the  electric  eels  by  horses,  as  described  by 
Humboldt,  is  most  interesting.  The  Indians  forced  thirty  horses  to  enter  a 
pool  of  mud.dy  water  surrounded  with  fir  trees.  "The  extraordinary  noise 
caused  by  the  horses'  hoofs  makes  the  fish  issue  from  the  mud,  and  excites  them 
to  combat  These  yellowish  and  livid  eels,  resembling  large  aquatic  serpents, 
swim  on  the  surface  of  the  water,  and  crowd  under  the  bellies  of  the  horses  and 
mules.  A  contest  between  animals  of  so  different  an  organisation  is  a  striking 
spectacle.  The  eel  presses  itself  against  the  belly  of  the  horse,  and  makes  a 
discharge  along  the  whole  extent  of  its  electrical  organ.  The  horses  were 
stunned,  and  two  were  drowned  from  their  inability  to  rise.  The  wearied 
gymnoti  at  last  dispersed,  and  were  easily  harpooned  by  the  Indians." 

More  powerful  shocks  are  given  by  the  electrical  or  Surinam  eel,  described 
first  by  A.  Humboldt  and  then  by  Sachs;  The  electrical  eel  attains  a  length  of 
two  yards  or  more,  and  weighs  from  30  to  50  lbs.  The  skin  of  the  animal  (at 
the  upper  side  olive  green,  lower  side  orange  red)  is  continually  coated  with  a 
slime,  which,  as  Volta  says,  conducts  electricity  twenty  to  thirty  times  better 
than  water.  About  four-fifths  of  the  whole  body,  says  Boehm,  is  taken  up  by 
the  electric  organs,  four  in  number ;  they  consist  of  a  yellow-reddish  gelatinous 
matter  arranged  in  bundles,  which  again  consist  of  horizontally  placed  plates, 
divided  by  longitudinal  skins  into  cells. 

Balon  touched  an  electric  eel  carelessly  without  feeling  anything ;  but  when 
o* 
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he  placed  his  finger  on  the  back,  he  felt  little  shocks.  The  same  fish  fell 
accidentally  to  the  ground,  and  as  none  of  the  negroes  were  inclined  to 
touch  the  eel,  Balon  himself  caught  hold  of  its  tail ;  he  then  received  a  shock 
so  violent  as    almost   to  throw  him   to  the  ground.      He  felt  very  strange 

sensations  in  the  head  for  a  considerable 
time  after. 

The  electrical  ray  has  been  examined 
by  Redi,  R6amur,  Bancroft,  Humboldt, 
Geoffroy,  and  others.  The  electric  organ 
lies  between  head,  gills,  and  breast  fins,  as 
shown  in  Fig.  211.  It  consists  of  cells 
arranged  similarly  to  those  of  the  honey- 
combs of  bees ;  these  cells  are  separated 
from  each  other  by  fine  layers  of  skin,  and 
are  animated  by  a  system  of  nerves.  The 
effect  of  the  shocks  is  less  powerful  than 
those  of  an  electric  eel,  but  still  is  painful. 
The  effects  are  more  powerful  under  water, 
and  the  greater  the  extent  of  surface 
touched.  The  animal  is  capable  of  giving 
shocks  at  pleasure,  and  will  give  a  series 
of  shocks  when  irritated.  The  largest  variety 
is  met  with  as  much  as  four  feet  long,  and 
weighing  60  or  70  lbs. 

With  regard  to  the  effects  of  the  elec- 
trical organs  in  the  three  fishes,  two  theories 
are  advanced.  Du  Bois-Reymond  considers 
the  electric  organ  an  apparatus  similar  to 
a  galvanic  battery,  and  thinks  the  nerves  running  along  it  influence  the  apparatus 
only  indirectly,  their  function  being  to  communicate  the  will  of  the  animal. 
The  generation  of  the  electrical  currents  is  supposed  to  take  place  in  the  organ 
itself  like  the  muscle  current  in  the  muscle.  The  French  physicist,  Ranvier, 
thinks  the  electric  organ  only  a  secondary  apparatus,  resembling  our  secondary 
batteries;  electrical  currents  are  supposed  to  be  generated  in  the  brain,  and 
then  to  flow  over  to  the  apparatus,  where  they  cause  chemical  action.  This 
charging  operation  is  executed  when  the  animal  is  at  rest.  If  now  it  wishes 
to  give  a  shock,  by  means  of  the  nerve  system  it  arranges  in  series  the  secondary 
elements  which  have  been  during  rest  parallel,  and  thus  causes  dischaige. 


Fig.  21 1.— The  Electric  Ray  or  Torpedo. 
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It  will  be  an  assistance  to  the  reader  if  we  here  collect  the  laws  previously  explained, 
and  state  additional  facts  with  regard  to  measurements  which  will  be  made  use  of  in 
the  subsequent  portion  of  the  work. 

The  laws  of  electricity  have  been  made  to  furnish  a  connected  system  of  units 
depending  on  the  units  of  length,  mass,  and  time.  Such  units  are  said  to  be  derived 
from  the  fundamental  units. 

Suppose,  for  instance,  that  we  use  the  English  system  based  on  the  foot,  pound, 
and  second. 

The  foot  and  the  second  give  us  the  units  of  velocity  and  acceleration.  A  velocity 
whose  measure  is  i,  is  i  ft.  per  second  ;  and  an  acceleration  whose  measure  is  i,  is  a 
gain  of  velocity  equal  to  i  ft.  per  second  in  a  second. 

Forces  are  measured  by  the  velocity  they  generate  per  second  in  the  unit  of 
mass.  A  force  whose  measure  is  i,  is  therefore  a  force  that  generates  in  i  lb.  of  mass 
a  velocity  of  i  ft.  per  second  in  a  second.  What  is  the  magnitude  of  such  a  force  ? 
We  may  answer  the  question  by  the  following  consideration :  The  acceleration  of  a 
falling  body  is  about  32*2  feet  in  a  second.  Hence  the  weight  of  a  pound  when 
acting  on  the  mass  of  a  pound  would  give  the  mass  a  velocity  of  32*2  ft.  per  second  in 
a  second.  The  measure  of  such  a  force  is  therefore  32*2.  It  contains,  therefore,  32-2 
units  of  force.  Hence  the  unit  of  force  is  ^^5  of  the  weight  of  a  pound  (a  little  less 
than  the  weight  of  half  an  ounce). 

If  we  use  the  French  decimal  system,  the  units  of  length  and  mass  are  the  centi- 
metre and  gramme.  The  acceleration  produced  by  gravity  at  Paris  is  981  centimetres 
per  second  in  a  second.  The  weight  of  a  gramme  gives  to  the  mass  of  a  gramme 
a  velocity  of  981  centimetres  per  second  in  a  second.  Hence  in  this  system  the 
measure  of  the  weight  is  981  units  of  force.  The  unit  of  force  is  therefore  ^^  of  the 
weight  of  a  gramme.  This  unit  of  force  is  that  used  in  scientific  investigations,  and 
has  therefore  received  a  name  of  its  own.  It  is  called  a  dyne.  There  are  981 
dynes  in  the  weight  of  a  gramme,  and  as  one  pound  is  453*593  grammes,  there  are 
453*593  X  981,  or  444,975  dynes  in  the  weight  of  a  pound.  It  is  frequently  con- 
venient to  use  the  weight*  of  a  pound  as  a  unit  of  force,  and  to  distinguish  such 
units  as  are  adopted  for  practical  purposes  from  the  units  found  by  a  consideration 
of  the  scientific  relationships ;  we  call  the  former  practical  units,  and  the  latter 
absolute  units.  The  characteristic  of  the  absolute  units  is  that  they  are  readily 
derivable  from  the  three  fundamental  units.  The  system  of  absolute  units  is  there- 
*  fore  one  that  is  independent  of  all  other  arbitrary  quantities  excepting  the  three 
fundamental  units  of  time,  length,  and  mass.  An  absolute  system,  in  which  the  centi- 
metre, gramme,  and  second  are  the  fundamental  units,  is  generally  described  as  the 
C  G.  S.  system. 
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Work. — The  work  done  in  overcoming  a  resistance  equal  to  the  weight  of  a  pound 
through  a  distance  of  one  foot  is  a  practical  unit  of  work  called  2l  foot-pound,  A  force 
of  a  dyne  acting  through  the  distance  of  a  centimetre  is  the  absolute  unit  of  work 
called  an  erg. 

A  horse-power  is  a  rate  of  working,  being  33,000  foot-pounds  a  minute  =  550  foot- 
pounds per  second  =  7,460  million  ergs  per  second,  or  74,6co  kilogramme-metres  per 
second.  The  absolute  unit  of  rate  of  working  is  the  watt^  which  is  ten  million  ergs 
.  per  second. 

Hence  one  horse-power  =:  ;^6>wsitts.    7*/6-w«^^cC4 

Magrnetic  Units.— We  will  next  proceed  to  define  two  units  used  in  magnetic 
measurements,  namely,  those  of  a  magnetic  pole  and  a  magnetic  field. 

(a)  Definition  of  Strength  of  Pole. — The  strengths  of  two  magnetic  poles  are 
proportional  to  the  forces  with  which  they  will  repel  a  given  pole  placed  in  succession 
at  the  same  distance  from  them. 

Like  poles  repel,  unlike  poles  attract,  and  the  force  exerted  between  two  magnetic 
poles  varies  inversely  as  the  square  of  their  distance.  Hence  if  F  be  the  force  and 
Wi  W9  the  measures  of  the  strengths  of  two  poles  in  terms  of  any  unit,  and  if  </be  the 
distance  between  the  poles,  then  the  simplest  expression  of  the  above  law  is 

^ — d^ 

If //be  a  centimetre,  and  the  force  exerted  be  one  dyne,  and  if  in  addition  m^  and 
w,  are. equal  to  one  another,  then  each  pole  will  be  one  of  unit  strength  in  the 
absolute  or  C.  G.  S.  system.  In  other  words,  that  magnetic  pole  is  of  unit  strength 
that  repels  a  pole  of  equal  strength  placed  at  a  distance  of  one  centimetre  with  a  force 
of  one  dyne. 

ip)  Definition  of  Magnetic  Field. — ^The  influence  of  any  magnet  extends  all  round 
it,  so  that  if  at  any  point  the  pole  of  a  smaller  magnet  were  placed,  it  would  experience 
a  force  varying  with  its  distance  from  the  larger  magnet.  The  fact  that  the  magnetic 
influence  pervades  a  space  is  expressed  by  saying  that  the  space  is  a  magnetic  fields 
the  strength  of  the  force  that  would  be  exerted  on  a  magnetic  pole  at  any  point  being 
called  the  intensity  of  the  field  Hence  the  intensity  of  the  field  at  any  point  is 
measured  by  the  force  with  which  it  acts  on  a  unit  magnetic  pole  placed  at  that  point. 
In  absolute  measure,  therefore,  the  unit  of  intensity  is  that  at  which  a  unit  pole  is  acted 
on  by  the  force  of  a  dyne.  If  F  be  the  force  acting  on  a  pole  of  ^  imits,  where  the 
intensity  of  the  field  is  H,  then 

F  =  ^  H. 

Systems  of  Eleotric  Units. — There  are  two  routes  by  which  we  may  establish 
a  system  of  electric  units,  the  starting  point  of  the  first  being  the  law  of  attraction  of 
two  small  spheres  charged  with  electricity,  and  that  of  the  second  being  the  law  of 
attraction  between  two  magnetic  poles.  The  first  course  gives  a  series  of  units  called 
the  electro-static  system^  the  second  leads  to  a  series  called  the  electro-magnetic  systenu 
The  Bleotro-statio  System  of  "^fcaits-— -The  order  in  which  the  units  are . 
determined  in  this  systenii^  as  IqIIows  ;  {cC)  Quantity,  {p)  current,  if)  difference  of 
potential,  {d)  resistance,  (e)  capacity. 

(a)  If  ^1  and  q%  be  two  quantities  of  electricity  measured  in  terms  of  any  unit,  and  d 
be  the  distance  between  them,  the  force  F  with  which  they  attract  or  repel  each  other  is 

proportional  to     jg   '  and  the  simplest  expression  of  the  law  is  F  =     :ya  * 
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Hence,  by  making  F  ^  i,  </=  i,  and  q^  =  ^«,  we  see  that  a  unit  of  quantity  is  that 
quantity  of  electricity  which  when  placed  at  a  distance  of  a  centimetre  from  an  equal 
quantity  of  like  kind  repels  it  with  a  force  of  one  dyne. 

{b)  When  a  quantity  of  electricity  Q  is  discharged  at  a  uniform  rate  along  a  wire, 
the  quantity  that  flows  per  second  is  termed  the  strength  of  the  current.  Hence  if  C 
be  the  strength  of  current  when  a  quantity  Q  flows  in  /  seconds, 

Q  =  c  /. 

Hence  the  unit  of  quantity  gives  us  a  unit  current  as  the  current  which  discharges 
a  unit  of  quantity  in  a  second. 

{c)  By  means  of  the  analogy  between  a  difference  of  level  and  a  difference  of 
potential,  we  illustrated  the  fact  that  if  C  be  the  weight  of  a  quantity  of  water,  and  E 
the  height  from  which  it  falls,  then  the  work  that  may  be  done  by  this  quantity  is 
measured  by  the  product  C  E  ;  and  similarly  if  c  be  a  quantity  of  electricity  flowing  in 
a  second  between  points  having  a  difference  of  potential  E,  and  if  w  be  the  work  done 
by  the  current  between  these  points  in  a  second, 

w  =  c  E. 

If  we  make  w^i  and  C=i,  this  gives  us  the  unit  difference  of  potential. 
Hence  there  is  a  unit  D  p  between  two  points  when  one  erg  of  work  is  required  tq 
convey  a  unit  of  electricity  from  one  point  to  the  other. 

{d)  Ohm's  law  connects  current,  difference  of  potential,  and  resistance ;  hence  with 
b  and  c  it  gives  the  unit  of  resistance  as  that  through  which  a  unit  D  P  produces  a 
unit  current 

[e)  Similarly  that  conductor  has  a  unit  of  capacity  which  is  raised  through  a  unit 
D  f  by  a  charge  of  one  unit  of  quantity. 

Meotro-masrnetio  System  of  Unite.— The  order  in  which  the  units  are 
determined  in  this  system  is  as  follows  :  {a)  Unit  pole,  (^)  current,  (c)  quantity, 
{d)  electromotive  force,  (e)  resistance,  (/)  capacity. 

(<i)  We  have  already  defined  the  unit  pole.  The  theory  of  the  tangent  gal- 
vanometer supples  us  with  the  next  step. 

{p)  If  two  magnetic  poles /j^  act  on  each  other  at  a  distance  d^  and  if  F  be  the 
force  exerted  between  them,  then  we  have  seen  that 

If  now  one  of  these  poles,  instead  of  being  acted  on  by  another  magnet,  is  acted 
on  by  a  current  C  passing  through  a  portion  of  a  circuit  in  the  arc  of  a  circle  of  radius 
d^  the  pole/i  being  in  the  centre,  the  force  is  still  represented  by  the  equation 


P  = 


d^ 


3.< 


but/s  in  this  case  is  a  quantity  varying  with  the  current,  and  also  with  the  length  of 
the  circuit  in  the  circle.     If  the  length  of  this  arc  be  a, 

thenF=^.^)     orC  =  I^. 
d^  pxa 

When  we  have  determined  the  unit  pole  and  the  dyne  or  unit  force,  we  can  make 
each  quantity  in  this  equation  unity,  and  hence  obtain  the  unit  current.     Hence  a 
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current  has  unit  strength  when  one  centimetre  of  its  circuit  bent  into  an  arc  of  one 
centimetre  radius  exerts  a  force  of  a  dyne  on  a  unit  magnetic  jwle  placed  at 
the  centre. 

(c)  The  unit  of  quantity  is,  then,  that  quantity  which  is  conveyed  by  unit  current  in 
a  second. 

(d)  The  unit  difference  of  potential,  or  the  unit  electromotive  force,  is  now  obtained 
by  the  consideration  of  the  work  w  done  per  second  in  consequence  of  the  flow  of  a 
current  c  between  two  points  whose  D  P  is  E. 

w  s=  CE. 

Hence  a  unit  D  p  or  unit  E.  M.  F.  exists  between  two  points  when  the  flow  of  a  unit 
current  between  these  points  produces  a  unit  of  work  or  energy  in  a  second.  By 
inverting  this  definition,  and  considering  the  current  as  produced  at  the  expense  of 
energy,  we  may  take  the  statement  thus  :  A  unit  D  P  exists  between  two  points  when 
the  expenditure  of  an  erg  of  work  a  second  produces  a  unit  current  or  conveys  a  unit 
of  positive  electricity  from  one  point  to  the  other. 

(e)  By  next  considering  Ohm's  law,  we  have  the  unit  of  resistance.    Since  C  =  — , 

we  see  that  the  unit  of  resistance  is  that  of  a  conductor  in  which  a  unit  electromotive 
force  between  the  ends  causes  in  it  a  unit  current. 

We  may  transpose  the  last  two  steps  thus :  for  /  seconds 

w  =  c«  R  /. 

Hence  the  unit  of  resistance  is  that  of  a  conductor  in  which  a  unit  current  generates 
a  unit  of  energy  (or  does  a  unit  of  work)  in  a  second  of  time. 

E 

Since  c  =  — ,  the  unit  of  electromotive  force  is  that  which  produces  a  unit  cur- 
rent in  a  conductor  of  unit  resistance. 

It  must  be  borne  in  mind  that  there  is  a  wide  difference  between  the  units  of  the 
two  systems.  For  instance,  the  capacity  of  a  sphere  which  would  have  the  distance 
of  the  earth  from  the  sun  would  be  but  one-millionth  part  of  the  electro-magnetic  unit, 
whereas  the  capacity  of  an  orange  would  be  more  than  ten  times  the  electro- 
statical  unit,  but  the  unit  of  resistance  in  the  first  system  is  as  many  millions  of  times 
smaller  than  that  of  the  second  system,  as  the  unit  of  capacity  of  the  first  is  larger 
than  that  of  the  second. 

The  practical  units  based  on  the  electro-magnetic  system  have  been  so  chosen 
that  the  fundamental  laws  may  hold  with  regard  to  them  as  they  do  with  regard  to  the 
absolute  units.     For  example  : 

A  coulomb  is  the  quantity  conveyed  in  a  current  of  one  ampere  a  second. 

The  coulomb  changes  a  body  having  a  capacity  of  one  farad  to  a  potential  of 
one  volt. 

A  volt  is  the  E.  M.  F.  which  maintains  a  current  of  one  ampere  whose  resistance  is 
an  ohm. 

The  relation  of  the  practical  units  is  further  shown  by  the  following  table  ; 
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TABLE  OP  PRACTICAL  UNITS. — ELECTRO-MAGNETIC  MEASURE. 


No. 

Unit. 

3 
I 

Name. 

Relation  to  other  Units. 

Derivation. 

Value. 

C.G.S. 

EquivalenU. 

I 
2 

3 

4 

5 
6 

7 
8 

9 

Current 
Quantity 

E.M.  F. 

1 

Resistance 
Capacity 

n 

Power 
Work. 

Heat) 

C 

Q 

E 

R 
K 

>» 

n  p 

W 

Ampere 

Coulomb 

Volt 

Ohm 

Farad 

Microfarad 

Watt 

Joule 

Volt  4-  ohm 

Ampere  per  second 

Ampere  X  volt 

Voh  -r-  ampere 

Coulomb  -i-  volt 

I  millionth  farad 

Volt  X  ampere 
I'Volt  X  coulomb 

.Amp.*  X  sec.  X  ohm 

From  Unit 
pole  and 

Tang.  Galv. 
From  I. 

From  Unit 

of  Work 

and  I. 

From  I  &  3, 

by  Ohm*s 
Law. 

From  2  &  3. 

5 

icri 
lO-i 
108 

I0» 

io-» 

,0-15 
» 

/  0000105  gramme  of 
>  hydrogen     liberated 
\         per  second. 

•926  standard  Daniell 
cell. 

106  cm.  mercury,  i  sq. 
mm.  section  at  0^  cent. 

2*5  knots  of  D.U.S. 
cable. 

•0013405  of  yi^liorse- 

power. 
7373  foot-lbs. 
•238  caloric,  or  -238  of 
the  heat   required    to 
raise  a  gramme  of  water 
I**  centigrade. 

Ck>nnectio]i  of  Heat  and  Mectricity.— Work  and  heat  are  connected  by  a 
multiplier,  called  Joule's  equivalent  of  heat  We  have  already  seen  (page  192)  that  if 
work  be  measured  in  foot-pounds,  and  heat  in  terms  of  a  unit  which  is  the  amount  of 
heat  required  to  raise  the  temperature  of  i  lb.  of  water  i**  F.,  then  the  work  w  and 
the  heat  M,  which  is  equivalent  to  it,  are  connected. 

w  =  772  K 
or  w  =      J  H. 

The  number  represented  by  J  will  differ  with  every  change  of  unit  If  the  work  be  in 
ergs,  and  heat  in  units,  each  of  which  would  raise  the  temperature  of  i  gramme  of 
water  i**  C.  (granmie-centigrade  units),  then 

J  =  42  X   io«. 

A  current  C  through  a  resistance  R  for  /  seconds  does  work  w  such  that 

w  =  C*  R  /. 
If  the  work  be  changed  to  heat  H, 

w  =  J  H  =  c*  R  /. 
Hence  H  =  c'  R  /  -?-  (42  x   lo*) 

=  (c*  amperes)  (R  ohms)  /  -;-  42. 

Hence  a  current  of  one  ampere  through  one  ohm  generates  if  (=  "24)  heat  units  a 
second. 

Unit   of  Ulnminating  Power.~The    experiences  connected   with    electric 
lighting  have  associated  units  of  work,  electricity,  and  light    A  practical  unit  of  light 
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has  been  introduced,  and  called  a  candle-power^  which  is  the  amount  of  light  given  by 
a  sperm  candle  weighing  one-sixth  of  a  pound,  and  burning  one  himdred  and  twenty 
grains  an  hour. 

The  French  unit  of  light,  or  Bec-Carcel,  is  the  light  of  a  Carcel  lamp  burning 
42  grammes  of  pure  colza  oil  per  hour,  with  a  flame  40  m.  high.  It  is  9*5  British 
standard  candles,  and  is  7 "6  of  the  unit  candles  used  by  the  Germans.  The  Congress 
suggested  as  the  unit  of  light  that  which  is  emitted  by  a  square  centimetre  of  molten 
platinum,  but  there  are  almost  insuperable  difficulties  in  the  way  of  fixing  such  a  unit. 

CONVERSION  TABLE  OF  FRENCH  AND  ENGLISH  MEASURES. 

f 

One  metre  =  3*28  ft  =  3  ft  3f  in.  :=  40  inches  nearly. 
One  centimetre  ('oi  metre)  =  '4  inches  nearly. 
One  inch  is  about  2i  centimetres  (exactly  2*54). 
One  yard  is  |^  of  a  metre^  or  11  metres  are  equal  to  12  yards. 
To  convert  metres  or  parts  of  metres  into  yards,  add  ^, 
To  convert  metres  into  inches,  multiply  by  40. 
To  convert  inches  into  metres,  divide  by  40. 
One  litre  is  about  if  pint  (it  is  0*57  per  cent  more). 
One  gallon  contains  above  4^  litres  (it  holds  about  i  per  cent.  more). 
One  kilolitre  (a  cubic  metre)  holds  neai"ly  a  ton  of  water  at  62**  Fahr. 
One  kilogramme  is  about  2^  lbs.  (about  I  per  cent  more). 

One  thousand  kilogrammes,  or  a  metric  ton,  is  nearly  one  English  ton  (about  i  k 
per  cent  less). 

One  hundredweight  is  nearly  5 1  kilogrammes  (f  per  cent.  less). 
One  kilogrammetre  is  7*233  foot-pounds. 
One  foot-pound  =  '138  kilogrammetre. 
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DIVISION  I. 

GEiNERATION  AND  CONDUCTION  OF  ELECTRICITY. 


HISTORY  OF  ELECTRIC  MACHINES. 

The  First  Magneto-Electric  Machine. — ^The  discovery  of  induction 
by  Faraday,  in  1831,  gave  rise  to  the  construction  of  magneto-electro  machines. 
The  first  of  such  machines  that  was  ever  made  was  probably  a  machine  that 
never  came  into  practical  use,  the  description  of  which  was  given  in  a  letter, 
signed  "P.M.,"  and  directed  to  Faraday,  published  in  the  Philosophical  Magazine 
of  2nd  August,  1832.  We  learn  from  this  description  that  the  essential  parts  of 
this  machine  were  six  horse-shoe  magnets  attached  to  a  disc,  which  rotated  in 
front  of  six  coils  of  wire  wound  on  bobbins. 

Pixii's  Machine. — Pixii,  3rd  September,  1832,  constructed  a  machine,  the 
principle  of  which  will  be  understood  from  Fig.  212.  n  s  is  a  powerful  steel  magnet, 
made  to  rotate  under  the  fixed  soft  iron  cores 
a  b.  The  rotation  of  s  n  causes  currents  to 
be  induced  that  change  twice  in  each  com- 
plete revolution,  viz.,  when  s  is  opposite  ^, 
and  N  opposite  at,  and  when  s  is  opposite  a, 
and  N  opposite  b. 

We  may  trace  the  effect  produced  in  three 
ways :  (i)  We  may  apply  Ampere's  rule  for 
magnetic  currents  and  their  attractions ;  (2) 
we  may  apply  Lenz*s  law  simply;  (3)  we 
may  use  MaxwelFs  rule.  Let  us  trace  the 
effect  produced  when  s  approaches  ^,  and  n 
approaches  a^  by  the  first  of  these  methods. 
The  mass  of  soft  iron  a  b  becomes  magnet- 
ised by  induction  as  s  n  approaches  it,  so 
that  its  north  pole  is  nearest  s,  and  south  pole 
nearest  n.  The  effect  is  therefore  the  same  Yvg,  212.— The  Principle  of  Pixii's 
as  would  arise  on  the  sudden  introduction  of  Machine. 
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a  magnet  into  the  coil  surrounding  a  b.  The  sudden  appearance  of  this  magnet 
in  the  coil  would,  as  we  have  seen,  induce  a  current  in  the  wire  forming  the  coil. 
The  directions  of  the  induced  currents  are  shown  in  the  figure  by  arrows.  In 
s  and  ^,  as  s  approaches  ^,  the  magnetic  current  is  anti-clockwise ;  in  the  coil  / 
surrounding  b  the  electric  current  is  therefore  clockwise.  But  as  s  approaches  b 
on  the  one  side,  the  north  pole  of  the  magnet  also  approaches  a  on  the  other 
side.  The  magnetic  currents  in  the  magnet  n  flow  clockwise,  henge  the  induced 
magnetic  currents  in  the  core  a  flow  clockwise,  and  the  induced  electric  current 
in  the  electric  coil  /'  circulates  against  the  hands  of  a  clock.  If  the  currents 
be  followed  through  the  turns  of  the  coil  /  /',  we  find  that  in  consequence 
of  the  mode  of  winding  it  does  not  change  its  direction  at  all :  although  at  /  it 
flows  with  the  hands,  and  at  /'  against  the  hands,  of  a  watch.  As  the  magnet 
continues  to  move,  s  leaves  b  and  approaches  a,  while  n  leaves  a  and  approaches 
b.  If  we  now  follow  the  directions  of  the  currents,  we  find  that  they  flow  in 
exactly  opposite  directions  to  those  in  which  they  flow  during  the  first  half-turn 
of  the  magnet :  it  follows  that  the  directions  of  the  induced  currents  must  change 
twice  in  the  coil  for  every  revolution  of  the  magnet 

The  result  is  in  accordance  with  Lenz's  law :  that  is  to  say,  the  induced  cur- 
rents in  the  coil  are  such  as  will  resist  the  motion.  As  s  approaches  at,  then,  the 
pole  of  the  coil  at  a  must  repel  s,  and  must  therefore  be  a  similar  pole  to  s ; 
but  as  s  leaves  a,  the  pole  of  the  coil  at  a  must  attract  s  to  resist  the  motion, 
and  must  therefore  be  a  dissimilar  pole.  This  gives  in  a  currents  clockwise  as  s 
approaches,  anti-clockwise  as  s  recedes. 

Pixii's  Commutator. — As  the  continued  alterations  in  the  direction  of 

the  currents  might  be  inconvenient  for  many 
purposes,  Pixii  added  a  commutator  to  this 
machine,  which  causes  the  currents  in  the  outer 
circuit  to  flow  in  one  and  the  same  direction. 
Fig.  213  represents  the  commutator  in  plan.  The 
axis  of  rotation  of  the  horse-shoe  magnet  carries 
a  cylinder  made  of  insulating  material  fitting  into 
a  hollow  cylinder  of  metal,  irregularly  divided  by 
an  insulating  layer  into  two  parts  m^  and  m^.  Two 
metal  springs  Fj  and  f^  conduct  the  induced  cur- 
rents of  the  coil  s  into  the  commutator.  Two 
other  springs  f^  and  f^  conduct  the  currents  from 
the  commutator  into  the  outer  circuit.  During 
rotation  the  four  springs  slide  along  the  surface 
of  the  cylinder.  We  may  observe  that  f^  and 
Fo  slide  over  the  same  portion  of  the  cylinder, 
whilst  /i  and  f^  have  to  pass  over  the  insulating 
strips.  If  the  springs  are  properly  adjusted  they 
will  pass  the  insulating  layer — that  is,  will  change 
metals — exactly  at  the  instant  when  the  direction  of  the  current  changes  in  the 


Fig.  213. — Pixii's  Commutator. 
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coil.  We  have  seen  that  the  direction  of  the  currents  changes  twice  for  every 
complete  revolution  of  the  horse-shoe  magnet.  The  springs /j  and^g  will  there- 
fore for  every  revolution  of  the  cylinder  pass  the  insulating  layer  twice.  The 
springs  /^  f^  will  slide  from  one  portion  of  the  metal  cylinder  to  the  other  at 
the  instant  wh^n  the  change  of  direction  in  the   currents  takes  place.     The 


Fig.  214. — Pixii's  Machine. 


Fig.  215.— Clarke's  Machine. 


result  of  this  double  change  at  the  same  instant  is  a  uniform  direction  of  the 
currents  in  the  circuit  s. 

Fig.  214  shows  how  the  different  parts  of  the  machine  constructed  by  Pixii 
were  arranged.  The  great  drawback  to  the  usefulness  of  this  machine  was, 
that  the  heavy  iron  matter  of  the  magnet  had  to  be  made  to  rotate,  which  must 
have  caused  considerable  difficulty  with  machines  of  great  dimensions. 

Ritchie's,  Clarke's,  and  Siemens'  Improvements. — Almost  at 
the  same  time,  Ritchie,  Saxton,  and  Clarke  constructed  similar  machines. 
Clarke's  is  the  best  known,  and  is  still  popular  in  the  small  and  portable 
'*  medical "  machines  so  commonly  sold.  Its  construction  is  as  follows : — 
In  front  of  a  powerful  horse-shoe  magnet  a  b,  there  are  two  bobbins  /  and  /', 
of  insulated  wire.  These  two  bobbins  have  soft  iron  cores,  connected  by  a 
soft  iron  cross  piece  ooso  zs  to  form  a  horse-shoe  magnet,  which  rotates  round 
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a  horizontal  axis^  being  driven  by  the  pulley  behind  the  magnet  ab.  The 
two  coils  of  wire  are  continuous,  so  that  a  single  current  may  flow  round  both ; 
but  they  are  so  joined  that  the  current  flows  in  a  right-handed  direction  round 
one,  and  in  a  left-handed  direction  round  the  other.  While  two  ends  of  the 
wire  on  /  and  f  are  directly  joined,  the  two  other  ends  are  connected  through  a 
set  of  springs  rubbing  on  suitable  contact  pieces  on  the  axis  /,  with  two  fixed 
terminals,  and  the  circuit  is  not  complete  till  these  are  joined.  We  will  suppose 
this  to  be  done.  As  the  coils  rotate,  each  soft  iron  core  is  successively  magnetised 
in  opposite  directions  ;  thus  coil  /,  when  opposite  a  north  pole,  has  its  south  pole 
near  the  magnet  and  its  north  pole  at  the  back,  and  this  arrangement  of  the  mag- 
netism is  reversed  when  /  is  opposite  the  south  pole ;  thus,  in  every  revolution  a 
magnet  is,  as  it  were,  introduced  into  /,  withdrawn,  replaced  with  its  poles  in  the 
opposite  direction,  and  again  withdrawn.  The  withdrawal  of  a  magnet  having  its 
north  pole  at  one  end  of  /,  and  the  introduction  of  a  magnet  having  its  south  pole 
at  the  same  end,  both  tend  to  induce  a  current  in  one  direction ;  but  the  with- 
drawal of  this  second  magnet,  and  the  introduction  of  the  reversed  magnet, 
induce  a  current  in  the  opposite  direction.  Thus  from  the  instant  the  coil  / 
begins  to  leave  the  south  pole,  to  that  instant  at  which  it  arrives  opposite  the 
north  pole,  a  current  in  one  and  the  same  direction  is  being  induced ;  but  as 
soon  as  /  begins  to  leave  the  north  pole  and  return  to  the  south  pole,  the 
direction  of  the  current  is  reversed,  and  continues  reversed  until  opposite  the 
south  pole.  Thus  two  equal  and  opposite  currents  are  induced  in  /  during 
each  revolution.  The  same  statements  hold  good  of  /',  but  when  the  current 
induced  in  /  is  right-handed,  that  in  f  will  be  left-handed.  When  the  coils  are 
joined  as  described,  the  two  currents  are  added  to  one  another.  Without 
special  provision  the  currents  would  be  reversed  between  the  terminals  at  every 
half  revolution ;  but  the  commutator  on  the  axis  f^  already  described,  arranges 
that  although  the  currents  must  necessarily  be  reversed  in  the  coils,  they  shall 
flow  always  in  one  direction  between  the  terminals.  The  currents  between  the 
terminals  must,  however,  rise  to  a  maximum  and  decrease  to  a  minimum  once 
during  each  half-revolution.  The  maximum  currents  occur  at  those  points 
where  the  armature  (as  the  soft  iron  continuous  core  is  termed)  resists  the 
motion  most  strongly.  At  these  points  the  greatest  change  of  magnetism  is 
taking  place  in  the  armature. 

The  motion  of  the  coils  alone,  without  a  core,  would  give  rise  to  similar 
currents,  as  explained  in  the  earlier  pages  of  this  work.  But  these  currents 
would  be  much  weaker  than  when  iron  cores  are  employed. 

Fig.  2Ij6  represents  a  larger  machine,  constructed  by  Stohrer  (1843),  on 
the  same  plan  as  Clarke's,  but  with  six  coils  instead  of  two,  and  three  com- 
pound magnets  instead  of  one.  The  six  coils  rotate  very  quickly  imme* 
diately  over  the  poles  of  the  very  powerful  compound  permanent  magnets. 
The  wire  on  the  bobbins  is  so  arranged  that  when  the  coils  approach  the 
magnets  currents  in  one  direction  are  generated,  and  when  the  coils  move  away 
from   the  magnets  currents  in  the  other  direction  are  generated,  so  that  the 
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Fig.  216. — Stbhrer*s  Machine. 


sum  of  the  currents  produced  by  approaching  the  magnetic  poles  flows  in 
opposite  direction  to  the  sum  of  the  currents  produced  by  receding  from  the 
magnetic  poles.  By  using 
the  commutator  abed  the 
two  series  of  currents  are 
made  to  flow  in  the  same  di- 
rection at  ef.  The  machines 
constructed  by  Nollet  ( 1 849) 
and  Shephard  (1856)  had 
still  more  magnets  and 
coils.  Shephard's  machine 
was  modified  by  Van  Mal- 
deren,  and  was  called  the 
Alliance  machine  (see  p. 

244). 

Dr.  Werner  Siemens, 
while  considering  how  the 
inducing  effect  of  the  mag- 
net can  be  most  thoroughly 
utilised,  and  how  to  ar- 
range the  coils  in  the  most 

efficient  manner  for  this  purpose,  was  led  in  1857  to  devise  the   cylindrical 
armature.     Bv  this  arrangement  the  coils  are   made  to  revolve   in  the  most 

powerful  part  of  the  magnetic 
field.  In  its  simplest  form 
Siemens'  armature  consists  of 
an  iron  cylinder  which  is  cut 
(as  shown  in  Fig.  217;  a) 
so  that  its  cross  section  is  of 
the  form  J.  Covered  copper 
wire  is  wound  longitudinally 
round  the  cylinder  thus  pre- 
pared (Fig.  217;  b).  The 
horse-shoe  magnets  are  placed 
parallel  to  each  other,  and  cut 
out  iit  their  poles  n  s,  so  that 
the  cylindrical  armature  may 
move  in  the  hollow  space  (Fig. 
217;  ^).  By  this  arrangement 
the  coils  are  exposed  to  the 
most  powerful  magnetic  effect, 
and,  to  use  the  language  of  Faraday,  they  cut  the  greatest  number  of  lines  of 
force  in  the  most  powerful  part  of  the  magnetic  field.  Fig.  218  represents  a 
small  Siemens    machine,   by  means   of  which  more  powerful   currents   were 


Fig.  217. — Siemens*  Cylindrical  Annature. 
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Fig.  2 1 8. — An  Early  Siemens  Machine. 


Fig.  219.— Wilde's  Machine. 


generated  than  by  the  earlier 
machines  already  described. 
A  are  the  steel  magnets  placed 
vertically.  The  cylindrical 
armature  is  seen  at  e.  It  is 
made  to  rotate  rapidly  by 
means  of  the  multiplying 
wheel  B ;  x  y  2czt,  the  wires 
through  which  the  induced 
currents  are  conducted  into 
the  outer  circuit 

The  Introduction  of 
Electro -Magnets  by 
Sinsteden,  ^Vilde,  and 
others. — Sinsteden  in  1851 
pointed  out  that  the  current 
of  the  generator  may  itself  Ibe 
utilised  to  excite  the  mag- 
netism of  the  field  magnets. 
It  was  at  once  seen  that  the 
induced  currents  generated 
by  the  influence  of  perma- 
nent magnets  on  moving  coils 
are  capable  of  producing  far 
more  powerful  magnets  than 
the  permanent  magnets.  Con- 
sequently, if  in  the  field  of 
these  magnets  obtained  by 
means  of  the  induced  cur- 
rents coils  are  made  to  move, 
induced  currents  of  greater 
strength  than  the  first  may 
be  generated.  Wilde  carried 
out  this  suggestion  by  using 
a  small  steel  permanent 
magnet  and  larger  electro- 
magnets, in  the  machine  re- 
presented in  Fig.  219.  This 
machine  consists  of  two  Sie- 
mens machines  placed  one 
over  the  other,  the  auxiliary 
machine  i  and  prindpal  ma- 
chine II.  The  permanent 
magnets   M  m   of   machine  i 
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generate,  by  means  of  their  pole-pieces  c  Cj  currents  in  the  cylindrical  arma- 
ture «,  which  are  conducted  through  a  d  to  the  electro -magnets  e  e  of 
machine  11.  Between  the  pole-pieces  k  k  of  the  electro-magnets  e  e  another 
cylindrical  armature  m  rotates. 

The  powerful  currents  obtained  with  this  machine  were  soon  devoted  to 
practical  purposes.  Wilde's  machine,  however,  had  one  great  drawback,  which 
became  the  more  objectionable  the  longer  the  machine  was  in  use,  viz.,  the 
mass  of  iron  became  in  a  short  time  so  hot  as  to  cause  a  decrease  in  the 
strength  of  the  current.  This  made  the  generation  of  currents  of  a  uniform 
strength  impossible.  Indeed,  unless  the  armatures  and  coils  were  artificially 
cooled,  the  machine  could  only  be  worked  for  a  short  period  without  being 
permanently  injured  by  the  heat  generated. 

The  Dynamo-Electric  Principle. — The  next  great  improvement  of 
these  machines  arose  from  the  discovery  of  what  may  be  called  the  dynamo- 


Fig.  220. — Soren  Hjorth's  Diagram. 

electric  principle.  This  principle  may  be  stated  as  follows  : — For  the  generation 
of  currents  by  magneto-electric  induction  it  is  not  necessary  that  the  machine 
should  be  furnished  with  permanent  magnets ;  the  residual  or  temporary  mag- 
netism of  soft  iron  quickly  rotating  is  sui!icient  for  the  purpose. 

Before  this  discovery,  Soren  Hjorth  seems  to  have  perceived  that  the 
current  itself  may  be  used  to  strengthen  the  magnets  that  produce  it.  Soren 
Hjorth,  when  describing  his  machine,  for  which  he  took  out  a  patent  on  October 
14th,  1854,  says :  "  The  permanent  magnets  may  be  wound  with  wire  in  the  same 
way  as  the  electro-magnets,  which  has  the  advantage  of  securing  the  permanency 
of  their  magnetism."  From  his  description  we  see  that  Hjorth  was  very  near  the 
discovery  of  the  dynamical  principle;  but  he  cannot  actually  claim  the  dis- 
covery of  it,  as  will  be  seen,  especially  when  we  study  the  drawing  which 
accompanied  his  description,  shown  in  Fig.  220:  a  a  represents  tht  permanent 
magnets,  b  b  the  electro-magnets,  and  c  c  the  inducing  coils,  which  are  made 
to  rotate  between  the  poles  of  the  magnets.  And  nothing  came  of  this  patent 
in  the  way  of  practical  application. 
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In  1858  an  unknown  inventor  secured  provisional  protection  under  British 
patent  laws  in  the  name  of  J.  H.  Johnson,  a  patent  agent,  for  a  dynamo-electric 
machine.  His  specification  contains  the  following  words  :  "  It  is  also  proposed 
to  employ  the  electro-magnets  in  obtaining  induced  electricity,  which  supplies 
wholly  or  partially  the  electricity  necessary  for  polarising  the  electro-magnets, 
which  electricity  would  otherwise  be  required  to  be  obtained  from  batteries  or 
other  known  sources." 

In  1867  the  principle  was  clearly  enunciated  and  used  simultaneously,  but 
independently,  by  Siemens*  and  by  Wheatstone.  They  both  discovered  that  a  coil 
rotating  between  the  poles  of  an  electro-magnet  will,  by  means  of  the  feeble 
residual  magnetism  of  the  core,  induce  a  small  current,  and  that  this  small 
current,  when  transmitted  through  the  coils  of  the  same  electro-magnet,  will 
exalt  its  magnetism,  and  so  prepare  it  to  induce  still  stronger  currents.     They 


*  Electrical  science  owes  so  much  to  the  Brothers  Siemens,  that  tlie  following  details  may  not  be 
without  interest  to  the  readers  of  a  popular  treatise  -.—Werner  and  Charles  William  Siemens  were  bom 
at  Leuthe,  in  Hanover.  They  were  educated  at  the  Gymnasium  at  Lttbeck,  afterwards  at  the  Poly- 
technic School  at  Magdeburg,  and  finally  at  the  University  of  Gdttingen.  Here  they  studied  under 
Wdhler  and  Himly.  In  1843  Charles  became  a  pupil  in  the  engine  works  of  Count  Stolberg,  and 
here  he  laid  the  foundation  of  the  engineering  knowledge  which  he  afterwards  turned  to  such  good 
practical  account.  The  fact  that  these  brothers  belonged  to  a  family  of  inventors  makes  it  rather  difBcult 
to  say  what  was  the  precise  personal  share  each  had  in  the  many  inventions  for  which  the  world  is 
indebted  to  the  four  gifted  brothers,  Werner,  William,  Carl,  and  Frederick.  It  may.  however,  be  said 
that  in  electrical  discovery  the  two  brothers  William  and  Werner  were  principally  associated.  It  was 
to  introduce  to  the  English  public  a  joint  invention  of  his  own  and  his  brother  Werner  in  electro- 
gilding,  that  William  Siemens  first  came  to  England  in  1843.  The  details  of  the  construction  of  the 
Siemens  machine,  and  the  various  improvements  by  which  it  has  been  brought  to  its  present  form,  or 
rather  forms  (for  there  are,  of  course,  several  varieties),  are  due  alike  to  the  younger  and  the  elder 
brother.  And  the  same  may  be  said  of  the  various  inventions  connected  Mdth  telegraphy  and  the 
electric  light  which  emanated  from  the  great  firm  of  Siemens  Brothers.  Some  of  these  were  entirely 
worked  out  by  one,  some  by  the  other  brother,  but  no  attempt  was  made  to  separate  them  or  to  dis- 
criminate between  them.  To  record  fitly  what  they  and  their  firm  have  done  for  the  advancement,  not 
only  of  electric  lighting,  but  of  the  various  practical  uses  of  electricity,  would  involve  the  enumeration 
of  an  infinity  of  technical  details,  each  comparatiwly  unimportant,  but  each  fitting  into  its  own  place, 
and  serving  to  produce  a  complete  whole.  It  may,  however,  be  said  that  if  a  careful  examination 
were  made  of  most  working  installations  of  the  electric  light,  it  would  be  found  that  a  very  considerable 
portion  of  the  real  work  done  had  been  done  by  the  firm  of  Siemens  Brothers.  At  the  Paris  Exhibition 
they  vrcTQ  facile  principes ;  at  Munich,  at  Vienna,  at  the  Crystal  Palace,  they  were  alike  conspicuous. 
Visitors  to  the  Fisheries,  the  Health,  Inventions,  and  other  Exhibitions,  will  remember  how  large  a 
share  of  lighting  there  was  effected  by  Messrs.  Siemens.  The  electrical  transmission  and  conveyance 
of  power  is  another  field  they  have  made  peculiarly  their  own.  With  the  exception  (and  an  exception 
of  undoubted  importance)  of  storage  batteries,  the  advances  in  this  direction  are  Iprincipally  due  to 
them.  The  Berlin  electric  railway  and  that  at  Portrush  are  alike  the  work  of  one  or  other  branch  of 
the  firm,  while  those  who  ever  had  the  pleasure  of  being  shown  round  his  country  house,  near  Tun- 
bridge  Wells,  by  Sir  William,  can  best  realise  how  much  he  individually  did  to  reduce  to  human  servi- 
tude the  forces  of  that  mysterious  power  of  which  he  v.-slb  so  great  a  master.  Not  only  did  electricity 
perform  a  large  part  of  the  actual  work  of  the  farm,  sawing  wood  and  pumping  water,  but  it  was 
made  to  supply  in  part  the  place  of  the  sun  itself,  and  assist  the  growth  of  plants  and  fruits.  In  April 
of  1883  Dr.  Siemens  received  the  honour  of  knighthood,  in  recognition  of  his  scientific  discoveries, 
and  on  November  i8th,  the  same  year,  he  died.  "  Looking  back  along  the  line  of  England's  scientific 
worthies,  there  are  few  who  have  served  the  people  better  than  this,  her  adopted  son ;  few.  if  any, 
whose  life's  record  will  show  so  long  a  list  of  useful  labours." 
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therefore  placed  the  coils  of  their  large  fixed  electro-magnets  (or,  as  we  may 
term  them,  the  field  magnets)  in  circuit  with  the  coils  of  the  rotating  armature, 
so  that  the  coils  of  the  field  magnet  would  be  traversed  by  the  whole  or  by  a 
portion  of  the  induced  currents.  Such  machines  are  known  as  dynamo-electric 
machines,  or  generators,  to  distinguish  them  from  the  generators  in  which 
permanent  steel  magnets  are  employed,  and  which  are  termed  magneto-electric 
generators.  The  reason  for  the  name  is,  that  in  the  machines  which  have  no 
permanent  magnet  the  currents  seem  to  be  more  directly  traceable  to  the 
dynamical  power  that  drives  the  machine.  It  must  not  be  forgotten,  however, 
that  in  both  kinds  the  current  is  due  to  magneto-electric  induction,  and  the 
energy  of  the  currents  induced  is  derived  from  the  power  of  the  steam-engine 
or  motor  which  performs  the  work  of  moving  the  rotating  coils. 

On  December  24th,  1866,  Mr.  Varley,  S.A.,  filed  in  the  British  Patent  Office 


Fig.  221. — Principle  of  Siemens'  Dynamo-Electric  Machine, 

a  provisional  specification  for  a  dynamo-electric  machine,  but  this  was  not 
published  until  July,  1867. 

It  was  in  February,  1867,  that  Dr.  C.  W.  Siemens'  classical  paper  on  the  con- 
version  of  dynamical  into  electrical  energy  without  the  aid  of  permanent  magnetism 
was  read  before  the  Royal  Society.  Strangely  enough,  the  discovery  of  the  same 
principle  was  enunciated  at  the  same  meeting  of  the  Society  by  Sir  Charies 
Wheatstone,  while,  as  we  have  already  seen,  there  is  yet  a  third  claimant  in 
Mr.  Variey,  who  had  previously  applied  for  a  patent  in  which  the  idea  was 
embodied.  It  can,  therefore,  never  be  quite  certain  who  was  the  first  dis- 
coverer of  the  principle  on  which  modem  dynamo-machines  are  constructed. 
As  regards  the  Siemens  discovery,  the  originator  of  the  idea  seems  to  have 
been  Dr.  Werner  Siemens,  who,  on  being  shown  an  electrical  motor  constructed 
without  permanent  magnets,  immediately  saw  that  a  generator  without  per- 
manent magnets  was  equally  possible ;  but,  as  we  have  said,  it  was  the  second 
brother,  Charles,  who  read  the  paper  on  the  subject. 

Fig.  221  shows  the  dynamic  machine  by  Siemens  in  its  simplest  form.     To 
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the  vertical  iron  plate  p  two  horizontal  plates  are  fastened,  wound  with  several 
layers  of  copper  wire,  and  thus  forming  the  limbs  of  an  electro  horse-shoe  magnet, 
the  upper  pole  of  which  is  seen  at  n.  Between  the  poles  of  this  electro-magnet 
the  cyUndrical  armature  n  rotates  rapidly  round  the  horizontal  axis  a.     Fig.  222  will 

help  us  the  better  to  under- 
stand Siemens'  dynamo-elec- 
trical machine.  The  hollows 
cut  in  the  poles  of  the  electro- 
magnets E  E  are  indicated  by 
the  dotted  lines.  The  cylin- 
drical armature  in  the  figure 
has  only  one  turn  of  wire,  so 
as  to  show  distinctly  the  mode 
of  connection  of  one  end  with 
the  axis  ax,  and  the  other 
end  with  the  insulated  me- 
tallic cylinder  m.  In  neither 
of  the  diagrams  in  the  figure 
is  a  commutator  represented 
for  reversing  the  connections 
every  half-revolution,  so  that 
the  currents  generated  in  the 
armature  may  have  the  same 
direction  in  the  outside  circuit 
c  dy  consequently  the  arrange- 
ment represented  will  produce 
alternating  currents  in  c  d. 
When  the  armature  rotates 
about  the  axis  a  x  in  the  di- 
rection of  the  arrow,  the  pole- 
face  s  s  approaches  the  upper 
plate  N  N  of  the  electro-mag- 
net E,  and  the  pole-face  n  n 
the  lower  plate  s.  When  a 
current  from  a  battery  is 
passed  through  the  turns  of 
the  electro-magnet  for  a  short 
time,  a  small  amount  of  re- 
sidual permanent  magnetism 
will  remain  in  the  electro- 
magnet after  the  battery  is  removed.  Let  us  assume  north  magnetism  to  be  left 
in  the  upper  plate  n  n,  and  south  magnetism  in  the  lower  s.  This  magnetism 
will  affect  the  iron  matter  of  the  armature,  and  generate  in  the  cylindrical  face  n  n 
north  magnetism,  and  in  the  face  s  s  south  magnetLsm,  according  to  the  known 


Fig.  222.— Siemens*  Armature. 
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laws  of  magnetic  induction.  We  know,  further,  that  the  production  of  this 
magnetism  generates  currents  in  surrounding  conductors,  the  direction  of  which 
is  opposite  to  the  direction  given  to  the  magnetic  current  by  Amp^e's  rule. 
\viss  the  Ampere  currents  flow  with  the  hands  of  a  watch,  in  n  n  against  the 
hands  of  a  watch.  The  residual  magnetism  in  n  n  and  s,  therefore,  induces 
a  weak  magnetism  in  j  x  and  n  «,  which  induces  a  current  in  the  turns  of  the 
coil.  By  means  of  the  springs  i  and  2  this  current  is  conducted  to  the  coils  of 
the  electro-magnet  e  e.  The  poles  of  the  electro-magnet  n  and  s  are  now  not 
only  influenced  by  the  residual  magnetism,  but  also  by  the  electro-magnetism 
generated  by  the  weak  induced  current,  which  therefore  increases  their  power. 
This  causes  induced  currents  of  greater  strength  to  appear  in  the  armature, 
and  to  pass  into  the  electro-magnet,  and  thus  again  increase  its  power,  etc. 
The  mutual  action  between  magnet  and  armature  causes  the  progressive  in- 
crease of  the  current's  strength  up  to  a  point  depending  upon  the  construction 
of  the  machine  and  the  velocity  with  which  it  rotates. 

In  the  position  shown  in  the  top  diagram  the  coil  of  the  armature  has  currents 
which  flow  in  the  direction  indicated.  If  the  cylinder  continues  to  rotate,  the 
current  increases  for  a  quarter  of  a  revolution,  then  decreases  for  a  quarter  of  a 
revolution.  A  position  is  then  reached  where  the  coil  is  currentless.  After 
this  position  the  induced  currents  change  directions,  as  shown  in  the  second 
diagram,  increase  for  a  fourth  of  a  revolution,  and  then  decrease  until  the  coils 
of  the  armature  are  again  currentless ;  after  this  the  induced  currents  of  the  first 
direction  are  reached  again.  The  currents  rise  to  a  maximum  and  decrease  to 
a  minimum  once  during  each  half-revolution,  as  already  explained  in  describing 
Clarke's  machine. 

In  order  to  send  the  induced  currents  in  the  same  direction  through  the 
turns  of  the  electro-magnet,  the  machine  has  to  be  connected  with  a  com- 
mutator, as  only  under  these  conditions  is  a  progressive  increase  of  the  strength 
in  the  magnet  possible.  It  is  indeed  still  to  be  explained  how  the  magnetism 
increases,  although  the  machine  sends  no  continuous  currents  through  the 
turns  of  the  electro-magnet.  If  the  magnetism  produced  in  the  iron  plates  of  the 
electro-magnet  were  to  disappear  entirely  at  the  moment  when  the  current 
ceases,  the  machine  would  be  incapable  of  producing  the  effects  described. 
We  know,  however,  from  experiment,  that  the  magnetism  of  the  soft  iron  does 
not  cease  at  once,  and  as  the  cylinder  rotates  very  quickly,  a  new  current  flows 
through  the  coil  before  the  iron  is  entirely  demagnetised.  Although  these 
properties  of  the  molecules  of  iron  are  of  use  in  the  electro-magnets,  they  are 
disadvantageous  in  the  armature,  for  the  cylinder  having  to  change  its  polarity 
continually,  the  resistance  to  demagnetisation  causes  considerable  heating  of  the 
armature. 

If  it  were  not  for  this  resistance,  the  electromotive  force  induced  in  the 
coils  would  increase  in  direct  proportion  to  the  speed  at  which  they  were 
driven.  Hence,  if  the  change  of  magnetisation  could  take  place  instantaneously, 
the  only  limit  to  the  electromotive  force  which  these  machines  could  produce 
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would  be  that  imposed  by  the  mechanical  resistance.  Practically,  owing  to  the 
coercive  force  of  even  the  softest  iron,  and  the  self-induction  of  the  wire  in  the 
bobbins,  the  change  of  magnetisation  occupies  a  sensible  time,  and  if  the  speed 
be  increased  beyond  that  at  which  the  change  can  be  completed,  the  electro- 
motive force  will  decrease.  The  effect  of  the  coercive  force  is  diminished  by 
making  the  core  hollow,  and  the  effect  of  useless  induction  is  diminished  by 
splitting  the  core  from  end  to  end,  or  by  using  wires  instead  of  a  solid  core. 

Ladd's  Machine. — Instead  of  carrying  the  whole  of  the  current  of  the 
main  circuit  round  the  electro-magnet,  some  inventors  have  shunted  a  portion  of 
the  main  current  for  use,  and  carried  the  other  portion  only  round  the  electro- 
magnet.    Mr.  Ladd,  however,  uses  two  distinct  coils  on  two  armatures,  one  of 

which  carries  sufficient  cur- 
rent to  excite  the  magnet, 
and  the  other  conveys  the 
current  induced  in  it  for  use 
outside  the  machine.  Fig. 
223  represents  a  machine 
constructed  by  Ladd,  and 
exhibited  at  the  Paris  Exhi- 
bition of  1867.  It  consists 
of  two   electro-magnets  and 

%^^^^^Kf^^W&0k^'^    G*  ^L^i^ta^     ^°  Siemens  cylindrical  ar- 
t."'    ki^i^^  jf  ;...v,.  *A-^id^^^m      matures.     The  two  electro- 

magnets B  and  D  consist  of 
iron  plates,  which  have  at 
their  ends  a  a,  free  from 
wire,  semicylindrical  hol- 
lowed-out  pole-pieces,  the 
pole-pieces  of  the  magnet  b  having  the  letters  c  c  and  c'  c'  in  the  figure.  The 
two  cylindrical  armatures  have  commutators  at  m  and  «,  the  springs  f  and  f' 
each  leading  to  two  screws.  The  rotation  of  the  cylinders  is  brought  about  by 
transmission  belts.  The  springs  f,  which  slide  on  the  smaller  cylindrical  arma- 
ture, are  so  connected  with  the  wires  of  the  electro-magnets  b  d,  that  the  wires 
of  the  magnets  and  armatures  form  a  closed  circuit.  The  wires  in  the  electro- 
magnet are  so  arranged  that  at  every  cylindrical  armature  two  opposite  poles 
stand  opposite  to  each  other.  The  right-hand  half  of  Ladd's  machine  is  simply 
a  Siemens  dynamo-electric  machine.  Whenever  the  machine  is  put  in  motion 
the  residual  magnetism  induces  weak  currents  in  the  two  armatures.  The  cur- 
rents generated  in  the  smaller  armature  n  are  conducted  into  the  coil  of  the 
electro-magnet,  and  increase  the  strength  of  the  magnet ;  then,  owing  to  the 
mutual  action  between  magnet  and  armature,  the  strength  of  the  currents  in- 
creases progressively,  until  the  resistance  to  the  motion  of  the  armatures  as 
they  pass  the  poles  balances  the  driving  power.  The  currents  generated  in  the 
right-hand  armature  are  only  used  for  the  electro-magnets,  whilst  the  currents 


Fig.  223.— Ladd's  Machine. 
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generated  in  the  left-hand  armature  may  be  utilised  in  the  outer  circuit,  as  for 
instance  an  electric  light  at  h. 

The  Ring  Armature. — The  starting-point  of  a  great  improvement  in 
dynamo-electric  machines,  was  the  discovery  by  Pacinotti  of  the  ring  armature. 
This  armature  is  a  toothed  ring  of  iron,  with  wire  wound  between  the  projections. 
Dr.  Antonio  Pacinotti  constructed  his  first  electro-magnetic  machine  in  i860. 
The  drawing  shown  in  Fig.  224  is  taken  from  "La  Lumi^re  ^lectrique,"  and 
represents  the  model  machine  exhibited  at  Paris  in  1881.  The  machine  was 
first  constructed  as  a  motor,  that  is  to  say,  it  received  electricity  fi-om  without 
and  transformed  it  into  wprk. 

The  following  is  a  translation  of  the  original  paper  in  Italian,  in  which 
Dr.  Pacinotti  describes  his  machine: — 

Description  of  a  Small  Electro-magnetic  Machine  by  Dr,  Antonio  Pacinotti, 

In  i860  I  had  occasion  to  construct,  for  the  Museum  of  Technological  Physics 
of  the  University  of  Pisa,  a  small  model  of  an  electro- magnetic  machine  devised 
by  me,  an  account  of  which  I  now  decide  to  publish,  especially  in  order  to  make 
known  an  electro-magnet  of  a  particular  kind  employed  in  the  construction  of  the 
said  machine,  which  seems  to  me  to  be  adapted  to  give  greater  regularity  and 
steadiness  of  action  in  such  electro-magnetic  machines ;  and  is  of  a  form  suitable 
for  collecting  the  sum  of  the  currents  induced  in  a  magneto-electric  machine. 

In  ordinary  electro-magnets,  even  when  a  commutator  is  adapted  thereto,  the 
magnetism  always  appears  in  the  same  positions  ;  whilst  with  the  commutator  which 
is  united  to  the  electro-magnet  that  I  describe,  the  poles  can  be  made  to  move  in 
the  iron.  The  form  of  the  iron  of  such  electro-magnet  is  that  of  a  circular  ring. 
'  In  order  to  easily  understand  the  movement  and  the  mode  of  action  of  the 
magnetising  current,  let  us  suppose  there  be  wound  upon  our  ring  of  iron  a  copper 
wire  covered  with  silk,  and  when  the  first  spiral  is  finished,  instead  of  continuing 
the  helix  by  going  over  that  already  constructed,  let  the  wire  be  closed  by  soldering 
together  the  two  ends  that  come  near  each  other.  In  this  manner  we  shall  have 
covered  the  iron  ring  with  a  closed  insulated  spiral  directed  entirely  in  one  way. 
Now  if  we  connect  the  poles  of  an  electric  battery  with  opposite  points  of  the  wire 
of  this  helix  on  one  side  and  on  the  other  of  the  ring,  the  direction  the  current  takes 
will  be  such  that  the  iron  will  become  magnetised,  presenting  the  magnetic  poles 
at  the  places  where  the  conducting  wires  are  applied.  The  direct  line  that  unites 
these  poles  may  be  called  the  magnetic  axis.  By  changing  the  points  in  communica- 
tion with  the  battery  we  may  give  any  position  to  this  magnetic  axis  transversal 
to  the  figure  or  ring  of  iron  of  the  electro-magnet.  I,  therefore,  like  to  consider  such 
a  ring  as  two  transversal  semi-circular  electro-magnets  placed  in  juxtaposition,  and 
having  the  poles  of  the  same  name  in  contiguity.  In  order  to  construct  on  such 
a  principle  the  electro-magnet  with  which  I  mounted  the  small  electro-magnetic 
machine,  I  took  a  turned  iron  ring,  having  the  shape  of  a  toothed  wheel,  with 
sixteen  equal  indentations.  This  ring  was  supported  by  four  brass  radii,  B  b',  which 
unite  it  to  the  axis  of  the  machine.  On  each  tooth  of  the  ring  I  placed  a  small 
triangular  prism  made  of  wood,  and  so  I  left  hollow  grooves,  within  which  I  could 
wind  copper  wire  covered  with  silk.  I  have  succeeded  in  placing  between  the  teeth 
of  this  iron  wheel  a  number  of  helices  or  electro- dynamic  coils  well  insulated.     In 
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all  these  the  wire  is  wound  in  the  same  direction,  and  each  of  them  has  nine  spirals. 
Any  two  consecutive  bobbins  are  separated  from  each  other  by  an  iron  tooth  of 
the  wheel,  and  by  the  little  piece  or  triangular  prism  of  wood.  Passing  from  one 
bobbin  to  construct  the  following  one,  I  have  left  free  a  tassel  or  fork  of  copper 
wire,  fixing  it  to  the  piece  of  wood  which  separates  the  two  bobbins.  On  the 
axis  on  which  the  wheel  so  constructed  rotates  I  have  brought  all  the  tassels  that 


Fig.  224. — Pacinotti's  Machine. 


with  one  end  form  the  termination  of  one  bobbin,  and  with  the  other  the  beginning 
of  the  next  one,  making  them  pass  through  convenient  holes  in  a  wooden  collar 
centred  on  the  same  axis. 

This  commutator  consists  of  a  small  cylinder  of  wood,  with  two  rows  of  grooves 
around  the  cylindrical  surface,  in  which  sixteen  copper  pieces  are  inlaid,  eight  on 
the  upper  portion  and  as  many  below  ;  the  first  alternating  with  the  second,  all  being 
concentric  with  the  wooden  cylinder,  and  a  little  projecting  and  alternating  with 
the  wood.  Each  of  these  small  pieces  of  copper  is  soldered  to  the  corresponding 
tassel  Joined  between  the  two  bobbins,  so  that  all  the  bobbins  communicate  with 
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each  other,  each  deing  uniteb  to  the  next  by  a  conductor,  of  which  one  of  the  small 
pieces  of  copper  of  the  commutator  itself  makes  part.  Putting  two  of  these  in 
communication  with  the  poles  of  a  pile  by  means  of  two  small  metallic  wheels,  the 
current  will  divide  and  will  run  through  the  helix  on  one  side  and  the  other  of  the 
points,  whence  the  tassels  start,  united  to  the  two  small  communicating  pieces, 
and  the  magnetic  poles  shall  appear  in  the  iron  of  the  wheel.  Upon  such  poles 
act  the  poles  of  a  fixed  electro-magnet  E  e',  and  determine  the  rotation  of  the 
transversal  electro-magnet  around  its  axis.  Even  when  the  electro-magnet  is  in 
motion,  the  poles  are  always  produced  in  the  same  position,  which  correspond  to 
the  communications  with  the  pile. 

This  fixed  electro-magnet,  as  appears  by  Fig.  224,  is  composed  of  two  iron 
cylinders  £  e',  joined  together  by  an  iron  cross-piece,  to  which  one  is  permanently 
screwed,  and  the  other  is  fastened  by  a  screw,  placed  underneath,  which  allows  it 
to  run  along  a  groove,  in  order  to  make  the  poles  of  the  cylinders  E  E'  approach  or 
recede  from  the  teeth  of  the  wheel.  The  current  of  the  pile  entering  from  the 
conducting  wire  2  passes  through  a  wire  to  the  communication  3,  and  from  that  to 
the  little  wheel  G,  circulates  around  all  the  bobbins  of  the  wheel,  and  returns  through 
the  connection  4,  which  makes  it  pass  through  another  copper  wire  to  the  helix, 
which  surrounds  the  cylinder  E'.  From  this,  coming  out  again,  it  passes  to  the 
helix  of  the  cylinder  E,  and  is  conveyed  through  another  copper  wire  to  the  second 
conducting  wire  i.  I  have  found  it  very  advantageous  to  add  to  the  two  poles  of 
the  fixed  electro-magnet  two  soft  iron  armatures  A,  a',  each  of  which  embraces 
for  more  than  one-third  of  the  circle  the  wheel  that  constitutes  the  transversal  electro- 
magnet, placing  them  very  near  to  the  teeth  of  the  same,  and  tying  them  together 
with  copper  guides. 

The  machine  works  when  the  current  passes  only  through  the  circular  electro- 
magnet, but  it  has  much  less  strength  than  when  the  current  passes  also  through 
the  fixed  electro-magnet. 

The  reasons  that  induced  me  to  construct  the  small  electro-magnetic  machine 
upon  the  system  described  were  the  following  : 

(i)  In  the  method  adopted  the  current  never  ceases  to  circulate  in  the  helices, 
and  the  machine  does  not  move  by  a  series  of  impulsions  that  succeed  each  other 
more  or  less  rapidly,  but  by  a  union  of  forces  that  act  continuously. 

(2)  The  circular  construction  of  the  revolving  magnet  contributes,  together  with 
the  preceding  method  of  successive  magnetisations,  to  give  regularity  to  the  move- 
ment and  the  least  expenditure  of  actual  force  in  shock  or  friction. 

(3)  In  it  nothing  is  sought  but  that  the  magnetisation  and  demagnetisation  of  the 
iron  of  the  electro-magnet  be  accomplished  instantaneously,  to  which  are  opposed 
both  the  extra  currents  and  the  coercive  force,  of  which  the  iron  can  never  completely 
get  rid ;  but  it  is  only  required  that  every  portion  of  the  iron  of  the  transversal  electro- 
magnet, subjected  always  to  the  convenient  electro-dynamic  forces,  pass  successively 
through  the  various  degrees  of  magnetisation. 

(4)  The  external  armatures  of  the  fixed  electro-magnet  continuing  to  act  upon  the 
teeth  of  the  electric  wheel,  and  embracing  very  many  of  them,  do  not  abandon  its 
(the  wheel's)  action  while  magnetism  remains  in  them.  The  sparks  are  increased  in 
number,  but  much  decreased  in  intensity,  inasmuch  as  there  are  no  strong  outside 
currents  on  the  opening  of  the  circuit,  which  may  always  be  kept  closed,  and  it  is 
only  when  the  machine  acts  that  an  inducted  current  continues  directed  in  a  contrary 
coiu-se  from  the  current  of  the  pile. 

-  P 
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Pacinotti  not  only  constructed  this  machine  as  a  motor,  but  also  as  a 
generator  of  electricity.  He  says :  "  If  permanent  magnets  are  taken  instead 
of  the  electro-magnet  e  e',  and  the  transverse  magnet  (the  ring)  is  caused  to 
rotate,  we  shall  have  a  magneto-electro  machine  which  will  produce  a  con- 
tinuous current  of  the  same  direction." 

A  machine  exhibited  at  Paris  in  1867  by  Kravogl  in  certain  points  resembled 
Pacinotti's  machine.  Kravogl  did  not  intend  his  machine  as  a  generator  of 
electricity,  but  as  a  motor  worked  by  electricity. 

Professor  Pfauhdler  (1870)  obtained  a  continuous  current  of  the  strength 
of  one  Bunsen  element  by  making  a  Kravogl  motor  rotate.  Neither  Pacinotti 
or  Krayogl,  however,  could  bring  their  machines  to  such  perfection  as  to 
ensure  their  being  adopted  for  practical  use. 

The  Ring  and  Drum  Armatures. — Gramme,  in  187 1,  modified  the 
ring  armature,  and  constructed  the  first  machine,  in  which  he  made  use  of 
the  Gramme  ring  and  the  dynamic  principle.  In  1872,  Hefner- Alteneck, 
of  the  firm  of  Siemens  and  Halske,  constructed  a  machine  in  which  the 
Gramme  ring  is  replaced  by  a  drum  armature^  that  is  to  say,  by  a  cylinder 
round  which  wire  is  wound  (as  will  be  subsequently  described  in  detail,  see 
p.  268).  Either  the  Pacinotti-Gramme  ring  armature,  or  the  Hefner- Alteneck 
drum  armature,  is  now  adopted  by  nearly  all  constructors  of  dynamo-electric 
machines,  the  parts  varying  of  course  in  minor  details. 

The  resistance  of  the  wire  in  the  various  armatures  is  varied,  as  the  machine 
is  used  for  different  purposes.  It  is  found  that  the  best  length  and  thickness 
of  wire  depends  on  the  resistance  through  which  the  current  is  required  to  flow 
in  the  outside  circuit.  If  this  resistance  is  small,  the  coils  of  the  magnet 
should  be  made  of  thick  wire ;  if  the  external  resistance  is  great,  then  the 
coil  should  be  composed  of  many  turns  of  thin  wire.  Sir  William  Thomson 
finds  that  for  a  series  dynamo  the  resistance  of  the  field  magnets  should  be 
a  little  less  than  that  of  the  armature,  both  being  small  compared  with  the  . 
resistance  of  the  external  circuit. 

For  a  shunt  dynamo  the  external  resistance  should  be  a  mean  proportional 
between  the  resistance  of  shunt  coils  and  armatures.  But  these  points  will  be 
discussed  at  length  after  we  have  described  in  detail  the  principal  kinds  of 
generators  and  motors. 

Classification  of  Dynamo-Electric  Machines. — Very  little  reflection 
on  the  principles  we  have  already  established  will  show  the  advantages  of  the 
following  points  in  the  construction  of  dynamos.  These  have  to  be  considered 
m  different  degrees,  as  all  cannot  be  secured  at  the  same  time. 

1.  The  field  magnets  should  be  as  strong  as  possible,  the  poles  being  near 
together. 

2.  The  armature  coils  should  be  of  thick  wire,  that  they  may  not  introduce 
unnecessary  resistance. 

3.  At  the  same  time  the  length  of  wire  used  in  the  armature  coils  should 
be  as  great  as  possible  consistent  with  the  preceding  rule. 
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4.  1  he  currents,  both  for  h'ghting  and  for  work,  must  be  steady,  and  there- 
fore the  magnet  poles  must  be  so  shaped  and  arranged  as  to  distribute  the  field 
evenly.  Opposing  inductions  will  be  produced  in  some  of  the  coils,  but  these 
should  be  as  far  as  possible  minimised  by  the  distribution  of  the  field,  and  by 
cutting  out  of  the  circuit  certain  coils  during  the  short  interval  in  which  they 
carry  currents  opposing  the  general  or  main  current. 

5.  Useless  internal  currents  must  be  avoided,  as,  if  they  do  no  other  harm, 
theu,heat  the  machine.  Hence  the  cores  are  usually  split,  and  consist  of  wires 
or  tnin  plates,  according  to  the  shape  of  the  armatures. 

6.  Useless  resistance  and  "  idle  "  wire  are  to  be  avoided  in  all  parts. 

7.  Sparking  at  the  brushes  or  elsewhere  produces  a  destructive  waste,  etc. 
The  various  inventions  to  secure  the  greatest  number  or  the  most  important 

of    these  aims,  furnish   us    with   the   means   of   classifying    modem    electric 
machines. 

Thus  we  have  : 

1.  Magneto-electric  machines,  in  which  there  are  permanent  magnets. 

2.  Dynamo-electric  machines,  which  rely  on  the  residual  magnetism  of  the 
cores  to  start  the  current. 

The  latter  may  be  divided  into  the  following  classes  : 

a.  The  series  dynamos,  in  which  the  coils  of  armature  and  electro-magnet 
are  joined  up  in  series. 

b.  The  shunt  dynamos,  in  which  a  portion  of  the  current  is  shunted  for  use. 

c.  The  separately-excited  dynamos,  in  which  the  electro-magnets  are  fed 
by  an  auxiliary  machine. 

d.  Combinations  of  a,  b,  and  c. 

Again,  dynamo  machines  may  be : 

1.  Generators  when  they  produce  electricity  at  the  cost  of  work 

2.  Motors  when  they  receive  electricity  and  do  work.  A  machine  which  may 
be  used  either  as  a  generator  or  motor  is  said  to  be  reversible. 

The  various  modem  dynamo-electric  machines  diffef  either  in  : 

(A)  The  arrangement  of  coils  in  the  rotating  armature. 

(B)  The  arrangement  of  coils  on  the  fixed  or  field  magnets. 

(C)  The  commutator. 

A.  i.  Cylindrical  armatures  have  the  wire  wound  lengthwise  on  a  grooved 

cylinder, 
ii.  Ring  armatures  have   the  coils   wound   round  a  ring.      There  are 

two  kinds,  the  anchor  ring  and  flat  ring, 
iii.  Drum  armatures  have  the  coils  on  a  plate  or  dmm. 
iv.  Disc  armatures  have  the  coils  on  a  plate  or  disc. 

B.  L   Continuous  coils  send  the  same  current  round  the  coils  of  the  field 

magnet  and  the  coils  of  the  armature. 
ii  Shunted  coils  allow  a  part  only  of  the  main  current  to  pass  through 
the  coils  of  the  field  magnets. 
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iii.  Separately  excited  coils  are  used  when  the  current  of  the  magnets  is 
produced  by  a  separate  arrangement. 
C.     Continuous  current  commutators  are  of  the  forms  : 

i.  The  two  part  commutator,  or  overlapping  cylinders, 
ii.  The  split  tube, — The  various  moving  coils  are  connected  with  what 
is  called  a  split  tube,  consisting  of  bars  on  a  cylinder  of  insulating 
material,  and  these  bars  touch  the  brushes  or  springs  alternately, 
so  that  for  one  part  of  the  revolution  the  bar  of  any  coil  touches 
one  brush,  and  for  the  opposite  part  it  touches  the  other  brush. 
A  continuous  current  therefore  traverses  the  exterior  wire.  The 
brushes  may  be  simply  springs  or  pieces  of  copper  wire,  soldered 
at  one  end  into  a  layer  or  bundle, 
iii.  Alternating  currents, — These  are  required  for  lamps  where  the 
carbons  have  to  be  consumed  at  equal  rates,  such  as  the  Jabloch- 
koff  candle.  The  field  magnets  for  an  alternate  current  machine 
must  be  excited  by  a  supplemental  generator. 

MAGNETO  ELECTRIC  AND  DYNAMO-ELECTRIC  MACHINES, 

We  have  now  to  trace  the  ways  in  which  these  diflferences  are  combined, 
and  the  modifications  that  are  introduced  into  the  principal  machines  bearing 
the  names  of  patentees  or  inventors. 


MAGNETO-ELECTRIC  MACHINES. 


Fig.  225.— The  Alliance  Machine. 


The  Alliance  Machine 

is  represented  in  Fig.  225.  It 
consists  of  eight  sets  of  com- 
pound horse -shoe  magnets 
fixed  symmetrically,  as  shown ; 
each  compound  magnet  weighs 
about  45  lbs.  The  machine, 
it  will  be  readily  seen,  is,  in 
principle,  an  assemblage  of 
Clarke  machines,  and  has 
twice  as  many  coils  as  mag- 
nets, thus,  with  forty -eight 
magnets  there  are  ninety-six 
coils.  One  end  of  the  total 
length  of  wire  is  fastened  to 
the  axis,  and  is,  therefore,  in 
electrical  connection  with  the 
frame  of  the  machine;  the 
other  end  is  fastened  to  a 
metal    ring    surrounding    the 
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shaft  but  insulated  from  it. 
A  spring  which  presses  on 
this  ring  conducts  away  the 
current  Every  time  a  spool 
passes  a  pole  the  current 
changes,  hence  there  are  six- 
teen changes  for  each  spool 
to  each  revolution,  and  as 
the  machine  is  driven  at 
more  than  six  revolutions 
per  second,  there  will  be  100 
changes  per  second.  The 
first  machine  of  this  kind 
had  commutators ;  but  it  was 
only  after  the  machine  was 
modified  by  Van  Malderen, 
who  abandoned  the  commu- 
tator so  as  to  use  the  rapidly 
alternating  currents,  that  it 
became  of  practical  value. 
Alliance  machines  were  used 
in  the  electric  lighting  on 
Mont  Valerien  and  Mont- 
martre  during   the   siege  of 

Paris  in  187 1,  and  have  been  used  in  some  light-houses  on  the  coast  of  France 

ever  since  that  date.     Nevertheless,  this  form  of  machine  is  complicated  and 

costly,  and  not  easily  repaired  when  any  part  is  injured. 
De  Meritens'  Machine. — 

In  the  construction  of  De  Meritens' 

machine  permanent    magnets  are 

also  used,    as  represented  in  Fig. 

226,   arranged  so  that  the  poles 

alternate  at  equal  distances  round 

a  circle.     The   armature  rotating 

within     this   circle    consists  of  a 

wheel,   on  the  rim    of  which  are 

fixed  fifteen  cores  with  their  coils. 

The  cores  are  each  composed  of 

many  laminae  of  sheet-iron  of  \a^ 

shape,  round  which  a  covered  wire 

is    wound  in  the    manner  clearly 

shown   in  Fig.    227,  which  repre- 
sents one  of  the  magnets  and  three 

of  the  cores  and  coils,  one  of  them  Fig.   227.— De  Merilens'  Armature. 


Fig.  226. — De  Meritens'  Machine. 
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shown  in  section.  Each  iron  core  is  separated  from  the  next  by  a  piece  of 
copper,  and  the  whole  forms  a  complete  ring  of  cores  wound  with  wire.  In 
this  arrangement  it  will  be  seen  that  several  kinds  of  inducted  current  tend  to 
strengthen  each  other,  or  at  least  act  in  the  same  direction.  As  a  pole  of  an 
armature  core  approaches  any  pole  of  the  magnets,  a  current  is  generated. 
The  magnet-pole  further  generates  a  pole  in  the  core  of  the  armature,  thereby 
also  generating  a  current ;  and  thirdly,  the  movement  of  the  wire  of  the  arma- 
ture through  the  magnetic  field  also  generates  a  current  All  these  eflfects  of 
induction  coincide  in  direction.  On  the  other  hand,  as  currents  diametrically  op- 
posite are  generated  as  the  armature  leaves  the  pole  we  have  hitherto  considered 
it  as  approaching,  the  current  delivered  to  the  external  circuit  is  of  an  alternate 
character,  which  might  however  be  made  continuous  by  a  commutator.  The 
coils  also,  though  all  wound  the  same  way,  must  be  joined  up  in  a  particular 
manner,  which  avoids  the  contradictory  currents  that  would  otherwise  be  pro- 
duced. This  machine  is  of  high  efficiency,  and  has  a  reputation  for  light-house 
illumination  :  its  armature  coils  are  very  easily  wound  and  fixed  in  position, 
and  for  alternate  currents  no  commutator  is  needed.  On  the  other  hand,  it 
possesses  all  such  disadvantages  as  pertain  to  machines  in  which  permanent 
magnets  are  employed. 


CONTINUOUS-CURRENT    DYNAMO-ELECTRIC    MACHINES. 

The  Gramme  Machine. — ^We  have  now  to  describe  in  detail  the  principal 
types  of  dynamo-electric  machines.  The  first  requiring  description  is  the 
Gramme  machine.  The  principal  feature  is  the  ring  armature,  invented  by 
Gramme.  It  consists  of  a  bundle  of  annealed  iron  wires  bent  into  a  circle,  and 
completely  overwound  with  copper  wire  in  sections,  each  section  being  con- 
nected with  the  next,  so  that  all  the  coils  are  connected  in  series.  In  order  to 
explain  the  action  of  the  ring  and  its  coils,  or  bobbins,  let  us  refer  to  the  dia- 
gram in  Figure  228.  a  n  b  s  represent  a  ring-shaped  magnet,  having  a  north- 
seeking  pole  at  N,  and  a  south-seeking  pole  at  s.  Eight  coils  are  shown  in  the 
figure,  each  being  represented  by  a  single  turn  of  wire.  Let  us  imagine  the  coils 
to  move  round  the  ring  in  the  direction  of  the  arrow,  and  trace  the  effects  of 
induction  in  the  positions  i  to  8.  We  may  adopt  any  of  the  three  modes  of 
explanation  with  which  we  are  now  familiar,  Amp^e*s  rule,  Lenz's  law,  or  Max- 
well's rule.  Consider  the  application  of  Lenz's  law.  The  current  induced  is 
such  as  to  resist  the  motion;  hence,  as  a  coil  leaves  a  south  pole,  the  south  pole  pulls 
it  back.  Hence  the  retreating  coil  presents  the  dissimilar  pole  to  that  which  it  is 
leaving.  As  a  coil  passes  from  s  towards  a,  therefore  it  has  its  n  side  towards  s, 
and  its  s  side  forward.  When,  however,  it  has  passed  a,  the  pole  n  repels  it 
by  Lenz's  law,  and  therefore  the  n  side  of  the  coil  is  forward  and  the  s  side 
behind.  Hence  a  change  of  direction  of  the  current  takes  place  at  a.  Faraday's 
principle  and  Maxwell's  rule  give  us  more  information  about  this  and  similar 
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machines  than  the  direction  of  current  simply,  and  it  will  be  convenient  here 
to  consider  Faraday's  principle,  which  has  thus  been  stated :  When  a  conductor 
is  moved  in  a  field  of  magnetic  force  in  any  way  so  as  to  cut  the  lines  of  force, 
there  is  an  e.  m.  f.  produced 
in   the  conductor  in  a  direc- 
tion at  right  angles,  both   to 
the  direction  of  motion  and 
the  lines  of  force. 

The  E.  M.  F.  is  propor- 
tional to  the  intensity  of  the 
field.  By  imagining  the  num- 
ber of  lines  of  force  crossing 
any  small  area  to  be  propor- 
tional to  the  intensity  at  every 
point,  and  passing  always  in 
the  direction  in  which  a  north 
magnetic  pole  would  be 
moved,  we  may  say  that  the 
E.  M.  F.  is  proportional  to  the 
number  of  lines  of  force  cut 
per  second,  and  the  direction 
of  the  current  is  to  the  right 
of  the  lines  of  force. 

Suppose  a  figure  swimming 
in  the  conductor  to  turn  so  as  to  look  along  the  lines  of  force  in  the  direction 
in  which  a   north  pole  would  be  moved  ;    if  the  swimmer  and  conductor  be 
moved  towards  his  right,  he  will  be  swimming  with  the  induced  current. 

To  induce  currents  in  a  conducting  circuit,  either  the  conductor  must  move 
or  the  magnet  must  move  relatively  to  the  conductor,  so  as  to  alter  the  number  of 
lines  of  force  embraced  in  the  circuit. 

Increase  of  the  number  of  lines  of  force  embraced  produces  a  current  in  one 
direction,  and  decrease  produces  a  current  in  the  opposite  direction. 

Hence,  approach  and  recession  between  a  coil  and  magnetic  pole  produces 
alternating  currents.  The  effects  are  the  same  with  the  same  intensity  of  field, 
whatever  may  be  the  kind  .of  magnet  that  produces  the  field. 

To  explain  the  series  of  changes  by  Maxwell's  rule,  we  must  imagine  the  lines 
of  force  drawn  in  the  magnetic  field  between  n  and  s,  and  consider  where  the 
number  of  such  lines  that  pass  through  a  moving  coil  becomes  a  maximum,  and 
where  it  becomes  a  minimum. 

The  greatest  number  of  these  imaginary  lines  of  force  will  pass  through  the 
circle  of  wire  forming  a  moving  coil,  when  it  is  at  right  angles  to  the  line  joining 
the  poles  n  s,  and  no  lines  of  force  will  pass  through  the  coil  when  it  lies  along  the 
line  N  S,  so  that  it  is  presented  to  a  pole  edgewise.  As  a  coil  rises  from  a  to  n, 
the  number  of  lines  of  force  that  pass  through  it  will  be  continuously  diminishing. 


Fig.  228. — ^Theory  of  the  Gramme  Ring. 
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until  the  number  becomes  o  at  n.  As  it  descends  from  n,  the  number  of  lines 
of  force  intercepted  by  it  increases,  but  they  pass  through  its  plane  in  the  oppo- 
site direction.  For  instance,  draw  two  of  the  lines  from  n,  one  on  each  side, 
placing  arrow-heads  pointing  from  n.  The  arrow-heads  point  to  the  front  of 
the  approaching  coil  and  the  back  of  the  receding  coil.  If  the  former  lines  be 
considered  positive,  the  latter  are  negative.  From  a  to  n,  therefore,  the  number  of 
positive  lines  is  diminishing,  and  from  n  to  b  the  number  of  negative  lines  is 
increasing.  Similarly  from  b  to  s  the  number  of  negative  lines  is  diminishing, 
and  from  s  to  a  the  number  of  positive  lines  is  increasing.  Hence,  in  all  the 
coils  of  the  upper  half  the  currents  are  in  one  direction,  and  in  all  the  coils  of  the 
lower  half  they  are  in  the  opposite  direction.  There  will  therefore  be  a  higher 
potential  at  a  than  at  b,  and  consequently,  if  a  and  b  be  joined  by  an  external 
wire  A  E  B,  there  will  be  a  current  as  shovm  by  the  arrow. 

From  the  figure  we  can  easily  see  that  the  coil,  on  the  road  from  a  over  n 
to  B  (that  is,  in  the  positions  i,  2,  3,  and  4)  is  chiefly  influenced  by  the  north 
pole ;  on  its  way  from  b  over  s  to  a  (that  is,  in  the  positions  5,  6,  7,  and  8)  it  is 
chiefly  exposed  to  the  influence  of  the  south  pole.  The  coil  is  equidistant 
from  the  N  and  s,  when  at  either  of  the  positions  a  b  ;  here  the  induced  currents 
will  be  of  equal  strength,  but  opposite  in  direction.  It  follows  that  for  every  revo- 
lution of  the  coil  the  induced  currents  will  change  their  direction  twice,  viz.,  at 
A  and  B.  The  above  not  only  holds  good  for  one  coil,  moved  in  the  manner 
described,  but  for  every  coil.  Let  us  assume,  then,  the  positions  i,  2,  3,  4, 
etc.,  in  the  figure,  to  represent  not  the  different  positions  which  one  coil  would 
have  during  motion,  but  so  many  coils  moving  in  the  same  direction,  and  at  the 
same  rate,  we  shall  have  the  currents  of  one  direction  in  i,  2,  3,  4,  and  currents 
of  the  opposite  direction  in  5,  6,  7,  8.  If  now  the  beginning  of  one  spiral  is 
connected  to  the  end  of  the  next,  as  shown  in  the  figure  by  the  dotted  lines,  all 
the  coils  will  form  then  one  continuous  spiral.  If  the  parts  n  and  s  have  equal 
intensities,  and  there  are  the  same  number  of  coils  in  the  upper  and  lower  half 
of  the  ring,  currents  of  the  same  strength,  but  opposite  direction,  will  be  produced 
at  A  and  b.  The  resultant  of  all  the  induced  currents  will  be  zero.  If  now  we 
make  an  addition,  and  not  only  join  the  spirals  between  A  and  b  to  one  another 
in  succession,  as  shown  by  the  dotted  lines,  but  connect  the  junctions  on  oppo- 
site sides  by  an  external  wire  :  then  through  this  wire  a  current  will  flow  in  one 
direction.  We  shall  understand  how  it  is  that  the  flow  takes  place  by  taking  an 
analogous  case  :  that  of  water.  Imagine  the  two  spirals  i  to  8  filled  with  water,  as 
shown  in  Fig.  229.  Suppose  that  at  the  end  of  each  coil  a  piston  is  introduced 
to  produce  a  pressure.  If  the  pressures  at  c  and  d  are  equal,  the  water  inside 
the  coils  will  have  no  motion.  When  now  at  the  junction  a  a  third  channel  a  b 
is  placed,  the  water  will  flow  in  the  direction  through  a  b,  indicated  by  the  arrow. 
Suppose  the  same  arrangement  was  made  at  b  on  the  other  side  (Fig.  228),  the 
water  then  would  flow  in  the  opposite  direction  to  a  b,  and  cause  the  same 
conditions  as  exist  at  c  d. 

To  obtain  the  direction  of  the  induced  currents  in  spirals  i  and  2,  ac- 
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two  opposing  currents. 


cording  to  Ampere's  rule,  the  observer  must  be  placed  at  c,  and  they  will  be 
found  to  flow  against  the  hands  of  a  watch  (indicated  in  the  figure  by  the 
arrow  under  n,  without  a  tail)  3  for  spirals  3  and  4  the  observer  stands  at  d,  the 
currents  in  the  spirals  still  flow  against  the  hands  of  a  watch  (indicated  by  the 
second  arrow  in  the  figure,  having  a  tail).     If  we  follow  in  a  similar  way  the 

direction  of  the  Ampere  currents  at  the  south  pole 
5,  6,  7,  and  8,  we  find  they  flow  with  the  hands  of 
a  watch,  as  indicated  by  the  arrows  in  the  figure. 
A  coil  moving  round  the  ring  will  be  currentless  at 
A.  As  it  approaches  n  the  induced  currents  will 
increase  to  a  maximum  at  n.  After  the  coil  has 
passed  n,  again  the  intensity  of  the  current  dimi- 
nishes. When  the  coil  reaches  b  it  will  again  be 
currentless.  When  the  coils  move  towards  s  the 
current  increases,  then  again  decreases  as  the  coil 
moves  away  from  s  till  a  is  reached,  when  the  coil 
is  again  without  a  current. 
We  took  for  granted  that  the  ring  has  north   magnetism  at  n   and  south 

magnetism  at  s,  without  explaining  how  this  is  brought  about.     In  the  Gramme 

machine  the  ring  is  arranged  between  the  poles  of  a  powerful  permanent  magnet 

or  an   electro-magnet ;  and  in  this  manner  each  portion  of  the  ring  nearest  the 

north   pole   of  the  magnet  becomes  south   magnetic,   and  the  portion  of  the 

ring  near  the  south  pole  north  magnetic.     As  the 

coils  of  the  ring  rotate  very  close  to  the  poles  of 

the  magnet,  this  will  induce  currents  in  the  coils, 

the   direction  of  which  is  easily  determined  by 

means  of  Ampere's  rule.    Following,  for  instance, 

the  current  which  flows  through  coil  3  (Fig.  230), 

we  find  that  the  inducing  effects  of  magnet  and 

ring  assist  each  other. 

Up  to  the  present  we  have  assumed  that  the 

iron  rings  were  fixed  between  the  poles  of  the 

magnet,  and  that  the  coils  only  moved.    To  carry 

out   such    an    arrangement   practically,  however, 

would    meet    with    many   difficulties,    and    the 

same   result    may  be  obtained    by  keeping  the 

poles    fixed   in   ix)sition  while   the  iron   moves. 

Experiments  have  shown  that  a  soft  iron  ring  rotating  between  the   poles  of 

a  magnet  becomes    magnetised  in   the  same   manner  as  a  fixed  ring  would; 

that   is    to   say,  so  that  the   portion   opposite  the  north-seeking  pole    of  the 

magnet    acquires    south    magnetism,   and    so    on.     The    rotating    ring,    then, 

in  relation  to  the  poles  of  the  fixed  magnet,  behaves  exactly   as  a  fixed  ring 

would,  with  one  slight  modification  :  the  ring  does  not  become  magnetised  so 

as  to  have  its  poles  exactly  opposite  to  the  poles  of  the  magnet  exactly  at  the 


Fig.  230. — Theory  of  the  Gramme 
Ring. 
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moment  of  passing  the  pole,  but  a  little  later.  Time  is  required  to  secure  the 
maximum  magnetisation.  In  the  same  manner  it  does  not  lose  its  magnetism 
immediately  it  moves  away.  The  poles  of  the  ring  will  not  lie,  therefore,  im- 
mediately opposite  the  poles  of  the  fixed  magnet,  but  a  little  farther  on,  in  the 
direction  in  which  the  ring  moves.  They  will  have  what  is  technically  called 
a  certain  "  lead."  By  taking  into  account  these  facts,  we  may  wind  the  wire 
round  the  ring  and  make  the  latter  rotate,  without  rendering  the  explanations 
given  above  inapplicable  to  Gramme's  ring. 

Fig.  231  represents  the  actual  form  of  the  complete  ring  armature.  The 
ring  itself  does  not  consist  of  a  solid  piece  of  iron,  for  reasons  already  given,  but 
of  a  bundle  of  iron  wires  well  annealed.  Such  a  ring  will  lose  and  recover  its 
magnetism  sooner,  and  the  effect  of  useless  induction  will  be  less  than  if  it  con- 


Fig.  231. — Section  of  a  Gramme  Ring. 

sisted  of  one  solid  piece,  a  b  represents  an  incomplete  ring  armature  coil,  the 
upper  portion  of  the  figure  showing  the  completed  coil.  The  coils  consist  of 
copper  wire,  well  covered ;  the  number  of  turns  and  the  thickness  of  the  wire 
depend,  according  to  the  principle  already  explained,  upon  the  purposes  for 
which  the  machine  is  to  be  used. 

The  connection  of  the  coils  is  shown  in  the  figure ;  the  end  of  one  coil 
and  the  commencement  of  the  one  next  to  it  are  soldered  to  copper  strips 
R,  which  are  bent  at  right  angles  and  protrude  on  the  other  side  of  the  ring. 
The  number  of  copper  strips  is  equal  to  the  number  of  coils ;  these  copper 
strips  together  form  a  hollow  cylinder,  and  are  separated  by  insulating  sub- 
stances from  each  other.  In  the  middle  of  this  hollow  cylinder  the  steel  shaft 
is  fastened,  being,  of  course,  well  insulated.  The  space  between  the  copper 
strips  and  the  coils  \s  taken  up  by  a  wooden  ring.  To  conduct  away  the  currents 
induced  in  the  Gramme  ring,  two  wire  brushes  are  fastened  in  such  a  manner 
that  they  slide  over  the  end  surfaces  of  the  cylinder  formed  of  the  copper  strips  R  R. 

In  the  machine  shown  in  Fig.  232  the  ring  rotates  between  the  poles  of  a 
permanent  steel  magnet,  and  is  used  as  a  model  for  laboratory  purposes  and  Dlus- 
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tration.     Machines  intended  for  practical  use  are  supplied  with  electro-magnets, 
in  place  of  the  permanent  magnet.     Such  machines  are  shown  in  Figs.  233,  234. 


Fig.  232. — Gramme  Hand  Machine. 


Fig.  233. — Diagram  to  Illustrate  the  Theory  of  the  Gramme  Machine. 

Figure  233  is  a  diagram  to  illustrate  the  principle.  R  is  the  ring, 
which  consists  of  a  bundle  of  iron  wires  wrapped  in  ten  sections,  the  ends  of 
each  of  the  ten  coils  being  joined  to  ten  strips  of  copper,  insulated  from  one 
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another,  and  fixed  round  the  axis,  a  b,  forming  a  split  tube  collector.  Each  strip 
of  copper  is  connected  with  adjacent  coils,  so  that  by  means  of  the  strips  there 
is  a  continuous  connection  all  round  the  coils.  On  opposite  sides  of  the  shaft 
two  springs  or  brushes  i  2  press  against  the  copper  strips. 

Suppose  the  external  circuit  leading  to  the  lamps  removed,  and  the  terminals 
joined,  so  that  the  machine  is  short-drcuited^  the  arrows  showing  the  direc- 
tion of  the  current.     The  current  produced  in  the  coil  R  travels  to  the  brush  i, 


Fig.  234. — Gramme  Generator  for  Lighting. 

from  I  into  the  electro-magnet  Sj  b  N|,  thence  to  electro-magnet  n  a  s,  thence  to 
the  brush  or  spring  2,  and  back  to  the  coil.  In  the  coils  moving  round  the 
upper  half  of  the  ring  the  currents  go  forward  or  are  direct,  and  in  the  coils  in 
the  lower  half  of  the  ring  the  currents  are  inverse  ;  but  the  reversion  of  the  con- 
tacts every  half  revolution  causes  the  current  in  the  external  circuit  and  the 
electro-magnets  to  be  continuous. 

Fig.  234  represents  the  new  model ;  its  length  is  0623  metre,  height  0*538 
metre,  and  weight  360  kilos.  More  recently,  a  machine  has  been  constructed 
by  Gramme,  of  such  shape  and  size  as  to  take  up  as  little  room  and  to 
weigh  as  little  as  possible.  This  is  shown  in  Fig.  235,  a  and  b.  To  the  axis  a  x 
the  ring  r  is  Hastened.     The  iron  cores  of  the  electro-magnets  e  e  consist  of 
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cylindrically  bent  iron  plates  which  have  coils  d  d  wound  round  them.  The 
portion  of  the  iron  cores  opposite  the  ring  are  cut  away  at  «  j  so  as  to  allow 
the  ring  to  rotate. 


Fig.  235. — Section  of  Gramme  Machine. 


Fig.  236. — The  Gramme  Machine  for  Electrotyping 

For  electrotyping  purposes  Gramme  constructed  a  machine  which  had  a 
double  ring  armature,  on  the  principle  already  described  in  connection  with 
Ladd's  machine.  The  currents  induced  in  one  of  the  armatures  were  employed 
for  the  electro-magnets,  the  currents  of  the  other  armature  for  doing  work. 
With   this   machine,   600  grammes  of  silver  were  separated   from   a  solution 
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during  one  hour.  To  work  it,  one  horse-power  was  required  (one  horse-power 
=  75  kilogrammetre).  This  machine  was  superseded  by  the  one  shown  in 
Fig.  236.  It  is  one  of  the  latest  models,  and  presents  the  following  modifica- 
tions :  The  coils  of  the  magnets  do  not  consist  of  copper  wires,  but  of  sheet 
metal.  The  uppermost  layer  is  bright,  so  as  to  facilitate  radiation  of  heat,  and 
to  hinder  the  heating  of  the  machine.     Similarly,  in  the  coil  of  the  ring  anna- 


Fig.  237. — Larger  Gramme  Machine. 

ture  copper  bands  are  used  instead  of  copper  wires.  These  bands  are  stronger 
than  the  sheet  coils  of  the  electro-magnet,  because  they  have  to  resist  con- 
siderable centrifugal  force.  No  insulating  substance  is  employed  between  the 
different  groups ;  but  care  is  taken  that  spaces  shall  be  left  between  them,  so 
that  air  may  enter,  and  serve  as  an  insulator.  The  reason  of  the  above 
arrangement  of  armature  and  electro-magnet  coils  for  electrolysis  and  electro- 
plating is,  that  the  quantity  of  electricity  produced  is  of  more  importance 
than  its  potential,  therefore  the  resistances  in  the  machine  ought  to  be  as 
small  as  possible.  The  new  machine  weighs  about  one-fourth  of,  and  does  the 
same  amount  of  work  with  two-thirds  of  the  horse-power  required  for  the  first 
machine.     Fig.  237  represents  a  machine  for  the  transmission  of  power,  in  which 
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Fig.  238.— Schuckert  Flat  Ring  Machine. 


the  electro-magnets  are  arranged  in  form  of  a  double  cross,  and  (with  their 
pole-pieces)  almost  surround  the  ring.  The  working  of  these  and  similar 
machines  we  shall  consider  later  on. 

The  Schuckert  Flat  Ring  Machine. — Although  at  present  Gramme's 
construction  is  considered  for  most  purposes  the  best,  it  is  not  free  from 
imperfections.  The  chief  of  these  are  the  want  of  durability  and  the  weakness 
of  construction  of  the  ring, 
through  having  a  wooden 
core,  the  non-utilisation 
of  much  of  the  wire,  and 
the  heating  of  the  machine 
itself  when  in  motion. 
Schuckert  endeavours  to 
obtain  a  better  utilisation 
of  the  various  coils  of  the 
ring  by  making  it  flat,  so 
that  its  cross  section  repre- 
sents an  oblong.  Schuc- 
kerfs  flat  ring  machine  is 
shown  in  Fig.  238.  The 
wooden  core  of  the  Gramme 
ring  is  replaced  by  an  iron 
core,  whereby  the  loosen- 
ing of  the  different  parts  of  the  ring  is  almost  entirely  prevented.  The  iron  core 
consists  of  short  metal  pieces  insulated  from  each  other  so  as  to  facilitate  magneti- 
sation and  demagnetisation ;  above  the  core  the  different  coils  are  arranged,  the 
ends  being  connected,  as  in  the  Gramme  ring.  The  commutator  is  of  the  split 
tube  kind,  and  has  to  be  divided  into  as  many  portions  as  there  are  coils  in  the 
ring.  The  connection  of  the  wire  ends  with  the  portions  of  the  commutator  is  not 
brought  about  by  soldering  them,  but  by  screwing  them  together.  This  plan  has 
the  advantage  of  tendering  a  reserve  armature  unnecessary,  and  making  it  easy 
to  replace  any  one  of  the  coils.  The  ring  is  also  placed  in  the  vertical  stand  in 
such  a  way  as  to  facilitate  its  removal  Broad  bearings  and  well-arranged  lubri- 
cators for  the  shaft  do  much  to  secure  the  quiet  and  steady  working  ol 
the  machine.  The  induction  current  is  produced  by  two  electro-magnets,  the 
arms  of  which  are  horizontal,  and  are  connected  by  means  of  the  iron 
supports  of  the  machine.  Pairs  of  poles  standing  opposite  each  other  pro- 
duce a  north  magnetic  and  a  south  magnetic  field,  through  which  the  ring 
rotates.  Schuckert  allows  as  much  space  as  possible  between  the  poles 
of  the  upper  arm  and  the  poles  of  the  lower  arm  of  the  electro-magnet,  so  as 
to  give  the  iron  core  in  the  ring  time  to  become  completely  magnetised,  once 
with  north  magnetism,  and  once  with  south  magnetism,  in  each  revolution. 

Fig.  239  represents  a  machine  constructed  by  Schuckert  for  galvanoplastic 
or  electrotyping  purposes.     In  this  machine  we  observe  a  commutator  at  each 
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end.  To  understand  the  reason  for  this  arrangement,  we  must  consider  the 
nature  of  the  work  the  machine  is  intended  to  do.  We  remember  that  during 
electrolysis  the  plates  as  a  rule  become  polarised,  and  then  produce  an  opposi- 
tion current.  We  also  know  that  dynamo-electric  machines  are  started  by 
means  of  the  weak  residual  magnetism  of  the  electro-magnets*  iron  cores; 
also,  that  the  electro-magnets  are  demagnetised  when  the  machine  stops,  or 
weakened  when  it  rotates  more  slowly.  When  the  machine  stops,  and  remains 
in  connection  with  the  products  of  decomposition,  the  polarisation  current 
(opposite  to  the  machine  current)  will  flow  into  the  coils  of  the  machine,  and 


Fig.  239. — Schuckcrt's  Machine  for  Electrotyping. 

give  the  iron  poles  a  residual  magnetism  which  is  opposite  to  the  magnetism 
the  iron  had  previously.  If  the  machine  does  not  stop  entirely,  but  only 
slackens  its  speed,  it  depends  upon  the  strength  of  the  polarisation  of  the 
electrodes  whether  the  polarisation  current  or  the  machine  current  determines 
the  magnetic  polarity  in  the  machine.  We  see  then  that  the  magnet  poles 
in  the  machine  are  liable  to  be  changed,  and,  in  consequence,  a  change 
is  liable  to  occur  in  the  direction  of  the  current  also.  The  consequence  of 
this  would  be  that  the  work  done  by  the  first  current  (for  instance,  decom- 
position of  silver)  would  be  destroyed  by  the  second  (which  would  bring  the 
silver  again  into  solution).  This  changing  of  poles,  then,  is  what  Schuckert 
wishes  to  prevent  by  using  two  commutators.  The  coils  or  bobbins  of  the  flat 
ring  are  divided  into  two  groups ;  one  group  is  connected  with  the  left-handed 
commutator,  the  other  group  with  the  right-handed  commutator.     Currents  from 
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one  of  the  commutators  are  used  for  magnetisation  of  the  electro-magnets,  the 
currents  of  the  other  are  conducted  into  the  electrolytic  cells.  The  construction 
of  the  machine  is  the  same  as  that  of  the  machine  for  lighting  purposes ;  but 
the  number  of  turns  of  wire  in  the  armature  and  electro-magnets  are  con- 
siderably reduced,  and  the  diameter  of  wires  so  enlarged  as  to  produce  quantity^ 
instead  of  high  potential  or  tension. 

The  Giilcher  Machine. — The  flat  ring  machine  by  Giilcher  has  been 
constructed  to  suit  his  lamps,  and  is  required  to  produce  currents  of  small 
tension,  or  low  potential,  but  great  quantity.      In  order  to  obtain  this  result, 


Fig.  240.— Diagram  to  illustrate  the  Theory  of  the  Gulcher  Machine. 

Giilcher  diminished  the  internal  resistance  of  his  machine  as  much  as  possible. 
F:g.  240  shows  his  machine  in  plan,  and  Fig.  241  in  elevation.  The  arms  of  the 
electro-magnets  (eight  in  number)  are  flat,  and  have  wire  ropes  wound  round 
them.  The  opposing  similar  poles  are  connected  by  U  -shaped  pole-pieces 
(2  2,  Fig.  240),  which  surround  the  ring  (i  i),  rotating  between  the  magnet 
poles  in  such  a  manner  that  its  sides  as  well  as  its  edges  are  exposed  to  a 
powerful  inductive  influence.  In  order  to  utilise  as  much  as  possible  the  coiled 
wire,  and  to  diminish  as  much  as  possible  the  heating  of  the  machine,  the 
cross  section  of  the  ring  is  wedge-shaped.  The  cooling  of  the  armature  is 
effected  in  a  mechanical  way  also,  for  by  the  arrangement  of  the  coils  and 
construction  of  the  ring,  these  and  the  pole-pieces  form  together  a  kind  of 
ventilator.  The  pole-pieces  are  alternately  magnetised  with  north  and  south 
magnetism,  so  that  the  machine  has  four  magnetic  fields,  therefore  four  currents 
will  be  induced  in  the  ring,  which  are  first  arranged  in  parallel  order,  and  then 
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are  made  into  one.  It  is  clear  that  in  this  manner  the  resistance  of  the  armature 
is  considerably  lessened,  as  the  currents  only  flow  through  a  small  portion  of  the 
armature.  The  mode  of  applying  the  dynamo-electric  principle  is  shown  in  Fig. 
240.  From  the  commutator  4,  which  is  placed  on  the  axis  3,  the  current  flows 
towards  a,  and  divides  here,  flowing  through  the  parallel  coils  of  the  magnets 
ee;  at  ^  all  the  different  branches  again  unite,  and  the  total  current  flows 


Fig.  241. — The  Gulcber  Machine. 

through  the  binding  screw  -f  into  the  outer  circuit,  returning  through  the  other 
or  negative  binding  screw  again  to  the  commutator. 

Fein's  Machine. — The  machine  by  Fein  is  shown  in  Fig.  242  in  section. 
The  core  of  the  ring  r  consists  of  thin  iron  bands,  which  are  insulated  from 
each  other,  and  together  with  coil  terminals  fastened  to  s  s,  which  is  attached 
to  the  axis  aa  o(  the  machine.  The  wire  terminals  of  the  different  coils 
lead  to  the  sectors  of  the  commutator  c,  upon  which  the  brushes  b  slide. 
The  inducing  magnets  m  m'  are  constructed  and  arranged  in  the  same  way  as 
in  the  Gramme  machine,  only  their  pole-pieces  a  a  are  bent  in  such  a  manner 
that  they  surround  the  coils  of  the  armature  inside  and  out. 

Heinrichs  gave  the  core  of  his  ring  the  form  of  a  horse-shoe  in  order  to 
increase  the  induction  effects  of  the  magnets. 
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The  Brush  Machine. — ^The  flat  ring  machine  by  Brush  differs  in  the 
construction  of  the  commutator  and  armature  from  those  already  described, 
and  as  the  Brush  machine  is  typical  of  a  large  class  of  machines,  it  will  be 
convenient  to  review  the  points  in  which  it  resembles  or  differs  from  them. 
For  this  purpose  we  shall  follow  the  account  of  the  machine  which  has  received 
the  approval  of  the  Brush  Company,  and  which  was  first  published  in 
Engifuering. 

The  similarity  of  the  Brush  model  to  that  of  the  Gramme  machine  consists 
in  the  shape  of  the  annular  armature,  but  it  differs  in  the  arrangement  of  the 
wire  convolutions,  and  in   the  connections   of  the  various  divisions  among 


Fig.  242. — The  Fein  Machine. 

themselves.  The  annular  core  of  the  Gramme  armature  is  entirely  covered  by 
its  bobbins,  which  are  electrically  connected  with  one  another,  so  as  to  form 
one  closed  circuit  In  the  Brush  machine  the  bobbins  are  separated  by  com- 
paratively large  sections  of  the  core,  which  at  those  points  are  purposely 
thickened. 

Again,  its  armature  being  a  ring  in  form,  not  entirely  overwound  with 
coils,  but  having  projecting  teeth  between  the  coils,  is,  as  we  have  said,  like 
the  Pacinotti  ring.  But  though  it  thus  resembles  Pacinotti's  ring,  it  differs 
from  it  as  much  as  that  ring  differs  from  the  armatures  of  Siemens  and  Gramme ; 
for  in  all  those  the  successive  sections  are  united  in  series  all  the  way  round, 
and  constitute,  in  a  sense,  one  continuous  bobbin.  But  in  the  Brush  armature 
there  is  no  such  continuity.  The  coils  are  connected  in  pairs,  each  to  that 
diametrically  opposite  it,  and  adjacent  coils  are  carefully  isolated  from  one 
another.     For  each  pair  of  opposite  coils  there  is  a  separate  commutator,  so 
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that,  for  the  ordinary  ring  of  eight  coils,  there  are  four  distinct  commutators 
side  by  side  upon  the  axis — one  for  each  pair  of  coils.  The  brushes  are 
arranged  so  as  to  touch  at  the  same  time  the  commutators  of  two  pairs  of  coils, 
but  never  of  two  adjacent  pairs ;  the  adjacent  commutators  being  always  con- 
nected to  two  pairs  of  coils  that  lie  at  right  angles  to  one  another  in  the 
ring. 

It  is  this  difference  from  the  Pacinotti  and  the  Gramme  rings  which  con- 
stitutes the  similarity  between  the  Brush  armature  and  that  of  M.  de  M^ritens ; 
but  the  Brush  machine  differs  in  all  other  essential  respects  from  the  latter 
machine,  in  the  disposition  of  its  coils,  in  its  method  of  connection,  in  the 
method  and  arrangement  of  the  magnetic  field,  and  in  the  continuous  nature 
of  its  current     The  Brush  machine  also  differs  from  the  Gramme  generator  in 


fig-  243,— The  Brash  Machine. 

the  disposition  of  its  field  magnets,  and  the  relative  positions  of  the  revolving 
helices  and  the  magnetic  field.  We  will  now  briefly  describe  these  points  in 
detail. 

The  ring  is  divided  up  into  as  many  sectors  as  there  are  bobbins  to  be 
wound  by  a  number  of  rectangular  depressions  or  grooves ;  in  these  the  coils 
of  insulated  copper  wire  are  wound  until  the  groove  is  filled  up,  and  the  flat 
converging  recesses  become  flush  with  the  face  of  the  intermediate  thicker 
portions  or  pole-pieces  by  which  they  are  separated  from  one  another.  The 
intermediate  thicker  portions  of  the  ring  are  grooved  out  by  a  series  of  deep 
concentric  grooves,  the  object  of  which  is  parjly  to  reduce  the  mass  and 
lessen  the  weight  of  the  revolving  armature,  partly  for  the  purpose  of  ventilating 
the  ring,  and  thus  carrying  away  a  portion  of  the  heat  generated  by  the  working 
of  the  machine,  but  chiefly  for  the  localisation  and  isolation  of  local  currents 
generated  by  induction  in  the  iron,  and  which  would  tend  not  only  to  reduce 
the  efficiency  of  the  machine  by  diminishing  the  magnetic  capacity  of  the 
armature,  but  also  to  produce  a  heating  of  the  ring,  and  therefore  of  the  coils, 
whereby  a  portion  of  the  current  would  be  lost  through  their  resistance  being 
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increased.  For  a  similar  reason  the  periphery  of  the  ring  is  grooved  out 
deeply,  so  as  almost  to  sever  the  ring;  by  this  means  all  cross-currents  are 
effectually  cut  off,  and  induction  currents  are  compelled  to  flow  in  directions 
which  are  not  detrimental  to  the  efficiency  of  the  machine.  This  again  increases 
the  area  of  radiating  or  cooKng  surface,  and  consequently  helps  to  prevent 
the  armature  becoming  over-heated  (Fig.  244). 

The    two    sides   of  each  groove,  and  therefore  of  each  coil  of  wire,  are 
parallel  to  the  centre  line  or  radial  plane  of  the  coil,  and,  by  the  adoption 


Fig,  244.— Armatore  of  the  Brush  Machine. 

of  that  form  of  bobbin,  one  of  the  practical  difficulties  in  the  winding  of  annular 
armatures  of  the  ordinary  form  is  avoided.  All  the  coils  are,  like  those  in 
the  Gramme  machine,  wound  in  the  same  direction. 

The  inner  end  of  each  of  the  coils  is  connected  by  a  wire  to  the  inner 
end  of  the  corresponding  coil,  at  the  opposite  end  of  the  same  diameter  of 
the  ring,  and  the  outer  ends  of  all  the  coils  are  brought  through  the  shaft  ol 
the  machine,  and  are  connected  to  corresponding  portions  of  the  commutator, 
where  the  currents  are  collected  by  suitably-placed  copper  plates  or  brushes. 

The  commutator,  which  is  attached  to,  and  rotates  with,  the  driving-shaft 
of  the  machine,  consists  of  a  set  of  separate  copper  rings  or  flat  cylinders, 
of  which  there  are  as  many  on  the  shaft  as  there  are  pairs  of  coils  on  the 
armature,  and  each  of  these  cylinders  consists  of  two  segments  s  s  (Fig.  245),  in- 
sulated from  one  another  on  one  side  of  the  shaft  by  a  small  air-space  about  one- 
eighth  of  an  inch  wide,  and  on  the  other  by  a  piece  of  copper  t,  separated  from  the 
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Fig.  245.— Brush's  Commu- 
tator Ring. 


segments  by  two  smaller  air-spaces.  The  object  of  the  copper  insulating  piece 
(Fig.  245)  is  to  separate  the  fiat  copper  bnishes  or  collectors,  which  press  upon 
the  periphery  of  the  commutator,  from  the  segments  during  the  interval  occu- 
pied by  one  pair  of  coils  in  passing  through  the  neutral  portion  of  the  magnetic 
field ;  this  occurs  twice  in  each  revolution  of  the  armature,  and  therefore  of 

the  commutator.     At  the  time  when  any  pair  of 
-^t  If^^  bobbins  is  in  this  way  cut  out  of  the  general  circuit, 

U  //    \        *^^^'*  ^^^  circuit  is  open,  so  that  no  current  can 

^^^-^'  ^  circulate  or  be  induced  in  them.  By  this  most 
ingenious  arrangement  each  pair  of  coils  has  a  cur- 
rent passing  through  it  for  only  75  per  cent,  of  the 
time  the  machine  is  running ;  to  this  is,  in  a  great 
measure,  due  the  very  small  development  of  heat  in 
the  working  of  the  Brush  machine,  and  it  presents 
also  another  important  element  of  efficiency,  namely, 
that  each  pair  of  bobbins  as  it  passes  the  neutral 
portion  of  the  magnetic  field,  and  is  therefore  in- 
capable of  doing  work  and  contributing  electro- 
motive fprce  to  the  general  current,  is  itself  cut  out  of  the  circuit,  and 
thus  two  causes  operating  against  the  efficiency  of  the  machine  are  elimi- 
nated :  the  first  is  one  common  to  most  armatures  which  have,  like  that 
in  the  Gramme  machine,  a  permanently-closed  circuit,  namely,  that  the 
currents  generated  in  the  bobbins  have  two  routes  open  to  them,  the 
one  through  the  conductors  and  commutators  to  the  brushes,  and  the 
other  through  the  idle  bobbins,  and  thus,  by  a  species  of  short-circuiting, 
robbing  the  external  circuit  of  some  of  its  current.  The  other  cause  of 
inefficiency,  which  is  avoided  in  the  Brush  machine,  is  the  reduction  of  its 
internal  resistance  by  an  amount  equal  to  the  resistance  of  two  of  the  bobbins. 
As  a  certain  amount  of  resistance  is  an  item  of  efficiency  when  belonging  to 
coils  which  are  doing  work  and  contributing  electro-motive  force  to  the  general 
current,  so  does  it  become  an  element  of  inefficiency  when  belonging  to  coils 
which  are  idle,  for  in  that  case  it  diminishes  the  current  supplied  by  the  active 
coils,  while  at  the  same  time  contributing  no  current  of  its  own  in  compensation. 
Another  important  feature  of  the  Brush  machine  is  the  arrangement  of  the 
magnets  by  which  the  magnetic  field  is  produced,  and  by  which  the  armature 
coils  are,  during  their  revolution,  almost  continually  passing  through  a  very 
intense  magnetic  field.  Upon  reference  to  Fig.  243,  it  will  be  seen  that  the 
armature  ring  is  closely  embraced  on  each  side  by  the  large  horizontal  electro- 
magnets, whose  poles  are  expanded  so  as  to  be  presented  to  three  of  the 
armature  coils  on  each  side,  leaving  one  pair  of  coils  free  firom  their  direct 
influence,  and  this  is  the  pair  which  is  passing  through  the  neutral  region  of 
the  magnetic  field. 

For  the  sake   of  adjusting  the  brushes,  so  as  to  make  contact  with  the 
commutators  at  the  most  effective  angular  position  with  respect  to  the  magnetic 
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field,  they  are  mounted  to  the  opposite  ends  of  two  rocking  levers,  which  are 
capable  of  oscillating  on  the  driving-shaft,  and  can  be  fixed  in  any  desired 
position  by  means  of  a  set  screw,  which  clamps  a  stout  wire  rising  from  the 
base  of  the  machine.  The  currents  are  conveyed  from  the  brushes  by  wide 
strips  of  thin  sheet  copper,  shown  in  the  general  view,  and  in  order  to  allow 
for  the  variable  distance  of  the  free  ends  of  the  brushes  from  the  base  of 
the  machine,  they  are  made  undulating  or  wavy,  doubling  up  as  the  distance 
is  shortened,  and  stretching  out  when  it  is  increased. 

The  connections  of  the  Brush  machine  may  be  seen  in  Fig.  246.  The  bobbins 
Aj  and  Ag  are  two  opposite  coils,  connected  to  a  slit  collar.  Each  pair  of  opposite 
coils  are  similarly  connected  with  their  own  collar,  and  all  the  collars  are  grouped 


Fig.  246. — Diagram  to  illustrate  the  Theory  of  the  Brush  Machine. 


in  two  sets,  forming  the  commutators  c^  c^ ;  a^  and  Ag  are  connected  with  the  first 
collar,  A3  and  A7  with  the  second,  Ag  and  a^  with  the  third,  and  a^  and  Ag  with  the 
fourth.  The  collars  i  and  2  form  the  first,  and  the  collars  3  and  4  the  second 
commutator.  The  upper  brush  of  the  first  and  the  lower  of  the  second  commu- 
tator lead  to  the  arms  of  magnets,  the  others  to  the  outer  circuit.  When  the 
bobbins  Aj  Ag  are  passing  between  the  poles  of  the  magnets,  the  current  passes 
as  follows :  Starting  from  the  bobbin  Aj,  it  passes  to  c^,  thence  through  the 
brush  Bj  to  the  electro-magnets  Ng  Nj  Sj  Sg  in  order,  and  then  back  to  Bj  and 
the  commutator  Cg,  thence  through  the  brush  Bj  to  the  external  circuit  for 
lighting,  thence  to  B4  and  commutator  Cj  to  Ag,  and  back  to  Aj. 

The  average  total  resistance  of  the  sixteen-light  machines,  as  now  con- 
structed, is  about  eleven  ohms,  to  which  the  eight  coils  of  the  armature 
contribute  about  five  ohms,  that  is,  '625  ohm  each,  and  the  magnet  coils 
about  six  ohms,  or  1*5  ohms  for  each  helix;  the  resistance  of  the  connecrions, 
conductors,  contacts,  etc.,  within  the  machine  being  inconsiderable. 
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The  i6-light  machine  makes  770  revolutions  per  minute,  and  feeds  16  arc 
lamps  requiring  15  J  horse-power  (i  h.p.=75  kilogrammetres) ;  the  e.  m.  f.=839 
volts ;  and  the  strength  of  current,  10  amperes.  Machines  are  also  constructed 
of  greater  dimensions,  for  instance,  for  40  lamps,  requiring  35  horse-power. 


Fig.  247. — The  Boigin  Machine. 


Fig.  248. — Section  of  the  Biirgin  Machine. 

The  Biirgin  Machine. — This  is  the  place  to  describe  the  Biirgin  machine, 
the  armature  of  which  in  form  lies  between  the  ring  armature  and  the  drum 
armatures  to  be  subsequently  described  (Figs.  247  and  248).  The  form  and 
arrangement  of  the  electro- magnets  are  similar  to  those  in  Siemens'  dynamo- 
electric  machines.  The  armature,  however,  consists  of  a  number  of  Gramme 
rings.  The  upper  portion  of  the  figure  (Fig.  247)  represents  the  elevation, 
and  the  lower  portion  the  section  of  this  machine.  The  framework  consists 
of  strong  pieces   of  cast-iron,   which   form  the  cores  of  the  electro-magnets, 
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and  at  the  same  time  give  stability  and  solidity  to  the  machine.  These 
cores  are  wound  over  with  copper  wire  c  r,  except  in  the  middle  of  the 
machine,  where  they  assume  the  form  of  hoUowed-out  pole- pieces  s  n.  Within 
the  cylindrical  space  formed  by  the  pole-pieces  the  armature  w  turns  on  a 
horizontal  axis  d,  between  the  two  magnetic  poles. 

The  bobbins  are  spindle-shaped,  as  will  be  seen  in  the  section  at//*.  Six  of 
these  bobbins  are  placed  end  to  end  round  the  shaft,  so  as  to  form  a  hexagon. 
About  eight  of  these  hexagons  are  arranged  side  by  side  on  the  shaft,  the  coils 
being  fixed  by  the  spokes  d  to  the  cylinder  m  that  turns  on  the  shaft  d.  The 
cores  of  the  bobbins  are  formed  of  iron  wire  stretched  over  the  ends  of  the 
spokes.  The  coils  of  one  hexagon  are  placed  a  little  in  advance  of  those  of  the 
last,  so  that  the  vertices  of  the  hexagons  are  situated  on  spirals.  The  coils  are  so 
wound  on  the  cores  that  their  outer  circumferences  form  nearly  arcs  of  circles. 

The  machine  shown  in  the  diagram  has  eight  six-sided  rings,  i.e.  ^^  ^  6 
=  48  coils.  All  the  coils  are  so  arranged  that  one  wire  terminal  of  each  coil  in 
the  first  ring  leads  to  a  segment  of  the  commutator ;  the  remaining  ends  of  these 
coils  are  connected  with  the  commencements  of  the  nearest  coils  in  the  second 
ring ;  at  the  same  time  from  these  junctions  wires  lead  to  the  segments  of  the 
commutator.  The  mode  of  joining  the  coils  in  the  same  ring  is  similar  to  that 
of  the  Gramme  rings.  The  currents  induced  in  the  armature  are  conveyed  to  the 
external  circuit  by  the  brushes  -ar,  which  are  pressed,  against  the  commutator  by 
means  of  springs.  In  consequence  of  the  induction  of  one  coil  on  the  others, 
the  rings  in  later  machines  have  been  alternated  instead  of  being  placed  in  a 
continuous  spiral.  In  the  most  recent  Burgin  dynamos,  four  hexagonal  rings 
with  a  twenty-four  part  collector  are  used. 


ocu 


Fig.  249. — Section  ol  the  Schwcrd-Scharnweber  Machine. 

The  Schwerd-Scharnweber  Machine. — The  machine  by  Schwerd- 
Scharnweber,  on  account  of  its  inner  construction,  must  be'  classed  with  ring 
machines,  and  is  shown  in  Figs.  249  and  250.  The  arms  of  the  electro-magnets 
M  are  arranged  horizontally,  their  poles  are  arched  in  the  form  of  a  semi  cylinder, 
and  have  the  additional  pieces  m-^  m^  consisting  of  soft  iron,  which  partly  cover 
the  coils  of  the  armature.     By  giving  the  magnet  poles  this  shape  the  induc- 
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tion  effects  are  increased,  as  in  Fein's  machine.  The  ^haft  a  x  has  long 
healings  at  l^  u,  which  are  well  supplied  with  lubricators.  At  s  a  boss  of  brass 
is  keyed  upon  the  shaft,  and  to  this  the  ring  armature  r  r  is  attached  by.  means 
of  the  four  spokes  /.  The  armature  itself  differs  from  the  Gramme  ring  only  in  its 
breadth,  which  gives  to  it  the  appearance  of  a  cylinder.  The  wire  is  coiled,  and 
the  wire  terminals  connected  with  the  commutator  c,  in  the  same  way  as  in 
Gramme's  ring.  When  the  machine  is  used  for  incandescent  lamps  the  coils  of 
the  electro-magnets  are  arranged  in  shunt,  whilst  for  arc  lights  the  dynamic 
principle  simply  is  applied. 


Fig.  250. — Schwerd-Scharaweber  Machine. 

The  Hochhausen  Machine. — The  Excelsior  Electric  Company,  of  New 
York,  construct  machines  on  the  Gramme  principle,  which  find  favour  in  America, 
and  which  have  two  special  features.  First,  the  frame  and  standards  are  utilised 
as  much  as  possible  in  the  production  of  the  magnetic  field ;  and,  secondly,  the 
armature  is  wound  in  sections,  looped  together  and  connected  to  a  commutator, 
containing  a  segment  for  each  section. 

The  framework  is  an  upright  case,  consisting  of  two  thick  plates  of  iron,  cast 
in  one  piece  with  the  base  and  top,  and  bent  or  expanded  outward  at  the 
middle,  as  if  to  make  room  for  the  armature.  It  is  connected  with  the  field 
magnets,  somewhat  in  the  manner  of  what  is  called  a  tubular  magnet,  and  thus 
the  magnetic  effect  produced  by  the  coils  on  the  outer  frame,  is  added  to  that 
produced  in  the  cores  which  are  actually  inside  the  coils. 

The  armature  is  of  the  cylindrical  or  widened  Gramme  ring  form,  much 
wider  than  usual,  in  this  respect  resembling  the  machine  last  described.     The 


Digitized  by 


Google 


Dynamo-Electric  Machines, 


267 


core  is  made  in  sections,  and  thus  the  troubles  incident  to  winding  the  coils  on 
a  continuous  ring  are  avoided.     This  core  is  made  of  a  number  of  thin  iron  ring- 
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Fig.  2$ I. — Core  of  Hochhausen  Armature. 


Fig.  252. — Single  Coil  of  Hochhausen  Armature. 


Fig.  253. — Half- Armature  of  Hochhausen  Machine. 

discs  placed  close  together,  each  disc  being  made  of  four  pieces.  The  quarter- 
discs  are  all  punched  alike  out  of  thin  sheet  iron,  about  one-sixteenth  of  an 
inch  thick.     Their  shape  and  method  of  fastening  together  are  shown  in  Fig.  251. 


Digitized  by 


Google 


268 


Electricity  in  the  Service  of  Man, 


A  marked  advantage  in  this  manner  of  constructing  the  armature  is  that 
the  sections  or  coils  of  wire,  of  which  there  are  four  on  each  quarter-disc,  there- 
fore sixteen  on  the  entire  ring,  can  be  wound  separately  in  a  mould  bobbin. 
Not  only  is  the  winding  more  easily  done,  but  the  chances  of  its  being  faulty  are 
much  diminished,  and,  above  all,  the  insulation  can  be  properly  attended  to. 
When  the  coils  are  thus  wound,  they  are  slipped  on  to  their  places  on  the 
quarter-ring ;  and  the  quarter-rings  thus  separately  furnished  are  then  screwed 
together  as  a  whole.  Fig.  252  represents  one  of  the  sections  ready  to  be  sUpped 
on  the  armature  core,  and  Fig.  253  one  half  of  the  core,  with  its  coil  sections  in 
place.  The  core  sections  are  connected  to  each  other  so  as  to  form  a  ring 
by  means  of  screws,  which  join  the  contiguous  flat  transverse  pieces  together. 
The  holes  for  these  screws  are  shown  near  the  ends  of  the  flat  pieces  in 
Fig.  251. 

The  Alteneck  Drum  Machine. — The  characteristic  feature  common  to 
all  the  dynamo-electric  machines  we  have  hitherto  described  is  the  Pacinotti- 

Gramme  ring ;  we  will  now  consider  those  ma- 
chines which  have  a  drum  armature  instead  of 
the  ring.  The  best  type  of  these  machines  is 
the  drum  machine  by  Siemens,  which  has  a 
drum  armature  of  a  kind  constructed  by  Hefner 
von  Alteneck,  of  the  firm  of  Siemens  and  Halske. 
The  electro-magnets  e  and  Ej  (Fig.  254)  are 
generally  shaped  and  connected  like  those  of  the 
Schwerd  -  Scharnweber  machine  of  Fig.  250, 
that  is  to  say,  if  the  machine  is  placed  in  a 
vertical  position  as  indicated  in  Fig.  254,  the 
two  parts  of  the  electro-magnet  e  form  one 
horse-shoe  magnet,  and  the  two  parts  of  Ej  a 
similar  magnet  having  its  N  pole  opposite  the  • 
N  pole  of  E,  and  its  s  pole  opposite  the  s  of  e. 
The  similar  poles  of  e  and  Ej  are  connected  by 
soft  iron  pole-pieces,  so  that  the  poles  of  the 
compound  magnet  thus  formed  lie  at  the  middle 
of  these  pole-pieces  s  and  n,  which  in  two  arcs 
surround  the  drum  armature.  When  the  drum 
rotates,  currents  induced  in  the  bobbins  are  conducted  into  the  coils  of  the 
electro-magnets. 

As  the  Alteneck  drum  is  a  distinct  type  of  armature,  we  will  describe  it,  as 
we  did  the  Gramme  ring,  at  length.  It  differs  from  the  ring  in  the  fact  that 
its  constituent  coils  revolve  about  a  diameter,  and  not  about  a  line  independent 
of  themselves.  In  this  respect  it  resembles  the  cylindrical  armature  of  Siemens, 
but  differs  from  the  latter  in  the  proportion  of  breadth  to  length,  and  in  the 
fact  that  it  is  entirely  wound  with  wire  instead  of  being  simply  wound  in  the 
groove. 


Fig.  254. — Diagram  of  Drum 
Machine. 
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The  drum  armature  usually  consists  of  a  hollow  cylinder,  which  rotates 
with  the  shaft,  and  round  which  the  wires  are  wound  parallel  with  the  axis 
of  rotation.  Travelling  poles  are  induced  in  the  cylinder  during  its  rotation, 
as  in  the  case  of  the  Gramme  ring,  and,  as  the  interval  between  the  poles  of 
the  magnets  and  the  armature  is  very  small,  the  coils  move  in  a  field  of  high 
intensity. 

To  explain  the  mode  of  winding  the  wire  of  the  drum,  let  us  suppose  the 
shaft  that  carries  the  iron  core  to  have  arranged  round  it  near  its  end  a 
number  (8  for  instance)  of  pieces  of  brass  or  copper  properly  insulated  from 
the  shaft,  and  from  one  another.  These  portions  of  brass  will  form  the 
collector.  Let  us  suppose  the  winding  to  begin  from  one  of  the  segments 
of  the  collector.  When  the  wire  leaves  the  segment  under  consideration,  let 
it  run  to  the  circumference  on  the  front  of  the  cylinder,  then  let  it  run  parallel 
to  the  axis  along  the  cylinder ;  again  let  it  cross  the  back  of  the  cylinder,  and 
run  along  the  opposite  side,  and  finally  let  it  be  connected  with  another  segment 
of  the  collector.  This  element  of  the  coil  will  therefore  be  a  rectangle,  which 
will  revolve  about  a  diameter  parallel  to  its  longer  sides ;  all  these  rectangles 
will  cross  at  the  same  point  in  the 
side  remote  from  the  collector.  During     n - n 


1/ \ 


the  rotation,  one  half  of  such  a  rect- 
angular coil  will  be  exposed  to  the 
influence  of  the  north  pole  of  the  in- 
ducing field  magnets,  and  the  other 
half  will  be  exposed  to  the  influence 

of  the  south  pole;  in  other  words,      ® ~ 

the  side  a  h  will  cut  the  lines  of  force  ^^-  25S.-Principlc  of  Drnm-Winding. 

between  n  n  and  s  s  in  one  direction, 

and  the  side  r  ^will  cut  them  in  the  other  direction  :  accordingly  currents,  of  oppo- 
site directions  as  regards  space,  will  be  generated  in  the  halves  of  the  rectangle. 
For  instance,  \iabcd  (Fig.  255)  be  the  rectangle,  as  in  the  diagram  adjoining,  in 
the  lower  half  of  the  wire  the  current  will  flow  from  left  to  right,  or  from  c  to  d^ 
whilst  in  the  upper  half  it  will  be  directed  from  right  to  left,  or  from  a  to  ^,  yet 
both  together  will  form  a  current  of  the  same  direction  abed  round  the  rectangle. 
As  the  drum  rotates,  however,  that  half  of  the  coil  which  at  one  moment  was  at 
the  top,  or  point  nearest  the  pole  n  n,  will,  after  a  semi-revolution,  form  the 
lower  half,  and  be  nearest  to  the  pole  s  s.  In  other  words,  during  every  half- 
revolution  of  a  coil,  each  half-turn  of  wire  gets  once  into  the  position  in  which 
it  cuts  the  lines  of  force  at  right  angles,  and  once  into  the  position  in  which  it  is 
moving  parallel  to  the  line  of  force.  The  current  will  be  reversed  immediately 
after  the  two  sides  of  the  coil  have  passed  these  neutral  points,  which  are  , 
equi-distant  from  the  north  and  south  poles. 

We  have  next  to  consider  how  the  elementary  rectangles  are  combined. 
The  winding  is  arranged  so  as  to  secure  the  following  conditions :  i.  A  number 
of  elementary  rectangles  are  connected  in  series  so  as  to  form  a  continuous 
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coil,  when  they  are  so  placed  that  the  currents  generated  in  them  would  have 
the  sanie  direction  as  regards  the  coil ;  (2)  the  ends  of  these  coils  rraed  of 
elementary  rectangles  are  connected  with  the  collectors  so  as  to  conduct  all 
currents  of  one  direction  simultaneously  to  one  terminal,  and  all  currents  of  the 
opposite  direction  to  the  segments  diametrically  opposite  to  the  former.  The 
coils  are  therefore  coupled  for  quantity.  The  elementary  rectangles  of  any 
coil  are  coupled  in  series^  but  the  coils  themselves  are  coupled  in  parallel  or 
multiple  arc. 

In  Fig.  229  we  have  already  shown  how  it  is  possible  to  obtain  a  direct 
current  by  connecting  the  conducting  wires  with  the  respective  segments.  The 
method  of  conducting  the  current  away  is  accordingly  exactly  the  same  in  the 
alternate  drum  generator  as  that  employed  in  the  Gramme  generator ;  that  is, 
the  conducting  wires  are  always  in  contact  with  the  two  metallic  segments  of 
the  commutator  in  which  the  currents  meet,  and  through  the  revolution  of 
the  drum,  all  the  commutator  segments  come  into  this  position  in  turn. 

This  double  arrangement  of  rectangles  in  series  to  form  coils,  and  of  coils 
in  parallel  or  multiple  arc,  is  brought  about  by  means  of  the  ingenious  mode 
devised  by  Alteneck  for  connecting  the  segments  of  the  commutator  or  collector 
at  each  instant.  To  trace  the  current  through  a  set  of  elementary  rectangles, 
which  at  a  particular  moment  are  connected  in  series,  let  us  now  refer  to  the 
diagrammatic  representation  in  Fig.  256.  While  one  half  of  each  coil  is  ap- 
proaching the  south  pole  s,  the  other  half  of  the  coil  approaches  the  north  pole 
N,  and  therefore  currents  of  opposite  directions  are  induced  in  the  two  halves. 
But  each  coil  bends  back  at  o,  the  strands  on  one  side  running  opposite  to 
those  of  the  first ;  it  follows  that  the  currents  on  the  two  sides,  though  oppo- 
site as  regards  space,  have  the  same  direction  as  regards  the  wire.  Each  side 
of  the  coils  for  every  complete  revolution  of  the  drum  approaches  the  north 
pole  once  and  the  south  pole  once,  therefore  currents  of  opposite  direction 
will  be  induced  in  each  coil  successively,  but  these  are  turned  in  the  same 
direction  in  the  outer  circuit  by  means  of  a  commutator.  There  are  four  such 
groups  of  coils,  indicated  in  Fig.  256  by  the  curves  c  s  o  s'  d,  ^  7  o  f  e^  e  i' 
o  i/,  /  4'  o  4  g.  The  thick  lines  a,  ^,  c,  d,  e,  /,  ^,  A  represent  the  insulated 
portions  of  the  commutator.  The  arrow  at  n  shows  the  direction  of  rotation  of 
the  cylinder,  the  remaining  arrows  indicate  the  direction  of  the  currents.  The 
currents  connecting  the  points  22',  33',  66'  and  88'  are  left  out,  to  simplify 
description.  ' 

Let  us  consider  now  the  several  coils  and  the  induction  phenomena  that 
happen. 

(i)  The  coils  which  start  from  5'  and  7'  towards  o  approach  the  north  pole 
N ;  they  will  have  induced  currents  of  a  certain  direction,  indicated  in  the  dia- 
gram as  ^at  from  the  points  towards  the  commutator. 

(2)  The  coils  starting  from  i  and  4  move  away  from  the  north  pole. 
This  would  cause  induced  currents  opposite  in  direction  to  the  former,  if  the 
same  face  of  the  coil  were  presented  to  the  pole ;  but  the  sides  of  the  coils 
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that  are  presented  to  the  north  pole  n  have  also  changed.  The  currents, 
therefore,  will  again  flow  from  the  points  i  and  4  towards  the  commutator.  An 
illustration  may  make  this  clearer.  Assume  a  person  to  be  approaching  a 
looking-glass  :  the  person  and  his  image  approach  each  other,  Le,  they  move  in 
opposite  directions,  although  both  person  and  image  move  face  forward.  It 
follows  that  the  direction  of  forward  motion  for  the  image  is  the  direction  of 
backward  motion  of  the  person  in  relation  to  a  point  outside.  The  same  thing 
takes  place  with  the  currents  at  n.  The  coil  is  turned  round  as  regards  the 
pole,  and  the  effects  of  the  magnet  above  and  below  are  relatively  reversed.  The 
effect  of  the  double  change  is  that  the  currents  above  and  below  n  will  have 
the  same  direction.  Precisely  the  same  kind  of  double  change  was  explained 
in  connection  with  the  Gramme  machine  on  page  247,  both  by  Ampere's  and  by 
Maxweirs  rules. 


Fig.  256.  -  Diagram  of  a  Drum  Armaiure. 

(3)  The  currents  in  coils  starting  from  5  and  7  flow  opposite  to  the  currents 
in  I,  because  they  approach  the  south  pole,  whilst  the  currents  in  i  approach 
the  north  pole ;  the  direction,  then,  will  be  from  the  collector  backwards. 

(4)  The  coils,  starting  at  i'  and  4',  move  away  from  the  south  pole,  and  their 
currents  will  therefore  be  oppositdy  induced  to  the  currents  in  5'  7' ;  but  the  coils 
in  4'  are  placed  in  the  opposite  position ;  it  follows  that  the  currents  then  of  4' 
will  have  the  same  direction  as  those  of  5  and  7,  r>.  from  the  collector  backwards. 
Currents  then  which  have  the  direction  "  from  the  commutator  "  will  be  induced 
in  the  coils  which  start  from  4'  i'  7  and  5  ;  currents  with  the  direction  "  towards 
the  commutator  "  will  be  induced  in  the  coils  starting  from  5^7'  and  4.  A  change 
of  current  takes  place  then  between  5'  and  4',  also  between  4  and  5,  for  every 
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con  that  comes  in  this  position.  The  straight  line  -f  —  between  these  two 
points'  stands  at  right  angles  to  the  straight  line  n  s.  The  arrangement  of  the 
commutator  causes  the  currents  to  be  turned  in  one  direction  in  the  outer 
circuit.  Starting  from  the  mark  -  ,  if  we  follow  the  direction  of  the  currents  over 
^  5  o  5'  ^  7  o  7'  ^  i'  o  I  /4'  o  4  ^  to  the  mark  +,  we  find  all  these  turns  are 
parts  of  the  same  closed  circuit.  The  same  holds  good  for  the  coils  which  start 
at  the  points  6'  8'  2  and  3  ;  3'  2'  8  and  6.     The  induced  currents  flowing  through 

the  former  coils  will  be  in  the 
direction  "towards  the  collec- 
tor," while  currents  in  the  latter 
coils  will  have  the  direction 
"from  the  commutator."  The 
connection  of  the  several  coils 
with  the  portions  of  the  collec- 
tor again  give  a  closed  circuit, 
which,  starting  at  -,  passes  over 
^3' 03^2'©  2  a  8o8'A6o 
6'  g^  and  ends  at  -f . 

Fig.  257  shows  the  collector, 
with  its  connections,  but  without 
the  coils  parallel  to  the  axis.  The 
different  points  have  the  same 
letters  and  numbers  as  in  Fig. 
256.  The  last-mentioned  circuit 
is  represented  by  the  dotted 
lines  in  the  figure.  The  com- 
mutator is  so  arranged  that  at 
c  and  g  currents  of  the  same 
direction  meet,  which  would 
destroy  each  other  if  the  wires 
-f  and  —  were  not  placed  at 
those  points  so  as  to  conduct  the  current  into  the  outer  circuit  The  position 
of  the  brushes  is  regulated  by  the  same  considerations  as  have  already  been 
described  in  connection  with  the  Gramme  machine. 

The  simplest  form  of  the  drum  armature  when  completed  is  shown  in 
Fig.  258.  An  iron  cylinder  ss^nn^  is  fastened  upon  the  steel  axis  c  c,  which 
is  movable  in  the  bearings  f^  Fg.  Insulated  copper  wire  is  wound  round  the 
cylinder  longitudinally,  the  ends  e  e  being  carried  to  the  commutator //j.  n  n^ 
and  s  Si  represent  the  sections  of  the  magnetic  poles.  The  magnetic  poles  are 
cylindrical  arcs  as  regards  shape,  and  surround  the  drum  for  more  than  two- 
thirds  of  its  circumference.  They  influence  the  iron  core  by  induction,  and 
convert  it  into  a  powerfiil  transverse  magnet.  The  magnetic  poles  and  the  iron 
core  form  two  powerful  magnetic  fields,  oppositely  polarised  in  the  space  between 
them,  in  which  the  coils  rotate,  whilst  the  cyhndrical  iron  core  may  either  be 


Fig.  257. — Diagram  of  Collectors. 
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fixed  or  movable.  If,  however,  the  coils  are  wound  round  the  cylinder  itself, 
the  same  deviation  of  the  polarities  in  the  direction  of  rotation  takes  place 
as  was  described  in  connection  with  the  preceding  diagrams. 

From  the  description  of  the  construction  of  the  drum  armature,  it  will 
easily  be  perceived  that  the  inducing  action  of  the  magnets  is,  as  we  have  said, 
more  completely  utilised  in  Siemens'  generators  than  in  Gramme's.  For  all  . 
parts  of  the  wire  coils  of  the  armature  move  in  magnetic  fields,  and  no 
portion  is  situated  inside  the  cylinder.  Hence  there  is  no  idle  wire  except  that 
which  crosses  the  ends  of  the  cylinder.  In  order  to  prevent  the  heating  of  the 
iron  cylinder  (whidi  occurs  in  machines  for  generating  large  quantities  of 
electricity,  in  consequence  of  the  Foucault  currents  in  the  undivided  metallic 
mass  moving  in  the  magnetic  field),  Siemens  and  Halske  have  constructed 
generators  in  which  the  iron  core  of  the  drum  is  fixed,  and  only  the  wire  coils 
rotate  in  the  magnetic  field.     In  these  generators  the  armature  coils  are  wound 


Fig.  258. — The  Drum  Armature. 


on  a  drum  consisting  of  a  sheet  of  German  silver,  which  rotates  round  ihe  iron 

drum,  at  a  little  distance  from  it,  and  from  the  enclosing  magnetic  poles.     The 

construction  of  such  a  machine  is  more  complicated  than  that  of  a  machine 

in  which  the  core  of  the  armature  rotates  as  well  as  the  coils,  and  owing  to  the 

small  space  between  the  poles  and  the  drum,  requires  to  be  made  with  great 

exactness.     The  stationary  magnets  in  all  the  larger  drum  dynamos  obtain  their 

currents  from  the  armature ;  and  in  these  machines,  when  the  current  is  open, 

only  so   much  power  is  required  to  drive  the  machine  as  will  overcome  the 

friction  of  the  bearings ;  but  when  the  circuit  is  closed — as,  for  instance,  when 

a  lamp  is  inserted — the   coils  are  inductively  affected  by  the  small   trace   of 

residual  magnetism  in  the  stationary  magnets,  and  currents  immediately  arise 

in  these  coils,  and  gradually  increase  as  the  speed  increases.     These  currents 

further  strengthen  the  electro-magnets,  which  in  turn  induce  stronger  currents 

in    the    armature,   and   so    on   until  the   maximum   of  power  and  current   is 

reached. 

The  chief  defects  of  the  drum  armature  are — 

1.  The  heating  of  the  machine,  particularly  when  the  core  of  the  armature 
rotates  with  the  coils.  The  temperature  of  the  armature  in  this  case  rises  more 
rapidly  than  that  of  the  field  magnets. 

2.  Any  irregularity  in  the  outer  circuit — as,  for  instance,  in  a  lamp  that  is  in 
Q 
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use — causes  the  formation  of  strong  sparks  at  the  brushes,  and,  therefore,  a  more 
rapid  wearing  away  of  the  collector  and  brushes. 

3.  The  convolutions  made  in  the  winding,  according  to  the  plan  of  Hefner 
von  Alteneck,  have,  further,  the  disadvantage  of  being  unsjonmetrical,  and, 
consequently,  difficult  to  wind.  This  unsymmetrical  form  also  favours  the 
production  of  sparks  at  the  collector,  in  consequence  of  the  absence  of  electrical 
equilibrium  on  opposite  sides  of  the  armature,  or  in  the  bobbins  connected  by 
means  of  the  segments  of  the  collector.  This  defect,  however,  has  been 
remedied  lately  by  the  adoption  of  a  plan  of  winding,  invented  by  Frohlich, 
which  secures  that  the  connections  of  the  bobbins  with  the  segments  of  the 
commutator  shall  be  symmetrical. 


Fig.  259. — Siemens'  Drum  Machine. 


Siemens'  Drum  Dynamo. — Drum  machines  have  been  constructed,  of 
different  shapes  and  sizes,  by  the  firm  of  Siemens  and  Halske.  The  one  repre- 
sented in  Fig.  259  is  intended  for  a  motor.  The  vertical  stands  f,  f^  carry  the 
bearings  for  the  shaft,  c  r^,  which  carries  the  drum.  The  steel  magnets 
M  M  are  shaped  like  the  letter  V,  but  have  pole-pieces  of  the  cylindrical  arc  form 
already  described.  These  magnets  are  so  arranged  that  all  their  north  poles  at 
N  N  and  their  south  poles  at  s  stand  diametrically  opposite.  Such  an  arrange- 
ment produces  magnetic  fields  of  great  intensity,  and  having  powerful  induction 
effects  upon  the  rotating  drum.     The  commutator  shown  at//^  is  made  of  brass 
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bars  on  a  cylinder  of  insulating  material ;  it  is,  therefore,  of  the  split  tube  kind. 
It  collects  the  currents  of  the  same  direction,  and  conducts  them  by  the  brushes 
R  Rj  into  the  outer  circuit  l  Lj. 

For  lighting  or  electro-chemical  purposes,  and  for  the  transmission  of  powei, 
electro-magnets  are  used  instead  of  the  steel  magnets.  The  machine  shown 
in  Fig.  260  is  intended  for  lighting  purposes.  There  are  seven  powerful  flat 
electro-magnets  on  each  side,  so  arranged  that  their  north  poles  face  one  another. 
The  similar  poles  of  the  two  magnets  are  connected  by  arched  pole-pieces. 


Fi^.  260. — Siemens'  Machine  for  Lighting. 


The  seven  iron  bands  which  are  arched  round  the  drum  cause  two-thirds  of 
the  bobbins  to  be  exposed  to  induction  at  the  same  time.  The  current 
induced  in  the  coils  of  the  drum  flows  through  the  right-hand  brush  of  the 
current  collector,  from  there  into  the  coils  of  the  electro-magnet,  and  then 
through  the  right-hand  binding  screw  into  the  outer  circuit,  then  through  the 
left  hand  binding  screw  into  the  coils  of  the  magnet,  and  thence  back  again 
into  the  coils  of  the  drum.  This  machine  is  constructed  in  different  sizes ; 
the  model  having  the  mark  Di  produces,  for  instance,  a  light=  12,000  normal 
candles,  by  500  revolutions  per  minute,  worked  by  seven  horse-power ;  its  length 
is  I •21  metres,  breadth  o*86,  height  035,  and  it  weighs  500  kilogs.  Fig.  261 
represents  a  machine  generally  used  for  the  separation  of  metals  from  their  solu- 
tions ;  that  is  to  say,  for  electrolysis.  As  has  been  mentioned  already,  for  such 
purposes   electricity  of  large  quantity,   but  not  of  high  potential,  is  required. 
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The  coils  of  electro-magnets  and  drums  will  therefore  have  to  be  constructed 
of  large  cross  section,  but  fewer  turns  :  this  corresponds  to  the  use  of  batteries 
of  a  few  elements  having  large  plates.  The  figure  shows  that  each  arm  of  the 
electro-magnet  has  only  seven  turns ;  these,  however,  do  not  consist  of  wire, 
but  of  copper  rods,  having  a  cross  section  of  thirteen  square  centimetres.  The 
coils  of  ^he  armature  also  consist  of  copper  bars.  The  junctions  are  not 
soldered,  but  screwed  together,  asbestos  being  used  for  insulating.  Machines 
like  these  have  been  used  for  years  in  the  Royal  mines  at  Oker  (Hartz 


Fig.  261. — Siemens'  Machine  for  Electrolysis. 

Mountains) ;  they  separate  daily  from  five  to  six  hundred-weight  of  copper, 
requiring  from  eight  to  ten  horse-power. 

The,  Edison  Machine. — Just  as  the  ring  machines  are  distinguished  by 
the  use  of  the  Gramme  ring,  so  also  the  Siemens  armature  is  the  characteristic 
feature  of  a  series  of  machines  more  or  less  modified  in  other  respects.  Fig.  262 
represents  the  dynamo-electric  machine  by  Edison,  intended  for  sixty  incan- 
descent lamps  of  sixteen  candles  each.  Here  the  field  magnets  differ  in  shape 
from  those  of  other  machines.  They  are  of  great  length,  in  form  of  iron  bars 
united  by  pole-pieces  of  soft  iron,  and  weigh  several  tons.  In  the  cavity 
between  the  pole-pieces  revolves  the  cylinder  or  drum  armature.  This  machine 
has  several  contrivances  to  prevent  waste ;  the  brushes  are  numerous  to  prevent 
sparking ;  the  interior  of  the  armature  is  in  form  of  thin  discs,  to  avoid  in- 
duction currents.  The  field  magnets  are  placed  vertically;  their  pole-pieces 
consist  of  an  iron  block,  which  is  hollowed  cylindrically.  In  this  space  a 
cylindrical  armature  rotates. 

Fig.  263  represents  a  machine  for  250  lamps  equal  to  sixteen  candles  each, 
and  Fig.  264  represents  the  thousand-light  machine  used  for  the  lighting  of  stations. 
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This  steam  dynamo,  as  Edison  calls  it,  consists  of  a  horizontal  steam-engine  of 
125  horse-power,  and  the  dynamo-electric  machine,  which  are  both  fastened  upon 
one  platform.  The  inducing  electro-magnets  consist  of  eight  cylindrical  arms, 
coiled  with  insulated  wire,  and  two  massive  cast-iron  pieces,  which  serve  as 
poles.  The  latter  are  hollowed  out  so  as  to  provide  a  space  in  which  the 
armature  may  rotate.     The  length  of  the  arms  of  the  electro-magnets  is  2*4 


Fig.  262. — The  Edison  Machine. 


Fig.  263.  —Larger  Edison  Machine. 


metres ;  they  are  fastened  horizontally,  and  their  coils  form  part  of  the  circuit 
of  the  machine.  In  principle  the  armature  is  a  Siemens  cylinder,  with  Gramme's 
method  of  connecting  the  wire  terminals.  The  turns  are  parallel  to  the  axis  of 
rotation  of  the  cylinder,  but  instead  of  wires,  are  composed  of  copper  strips  of 
trapezoid  cross  section.  The  different  strips  are  insulated  from  each  other  by 
a  kind  of  blotting-paper  specially  prepared.  To  the  shaft  in  front  of  the  cylinder 
are  fastened  as  many  copper  discs  as  there  are  copper  strips  on  the  surface ; 
every  two  diametrically  opposite  copper  strips  have  their  ends  connected  with  a 
copper  disc  in  such  a  manner  that  all  the  copper  strips,  discs,  and  connections 
form  a  continuous  coil  round  the  cylinder.  This  will  be  shown  more  clearly  by 
the  help  of  Fig.  265.  The  wooden  cylinder  b  is  fastened  upon  the  shaft  a,  to 
carry  the  cylinder  d,  made  of  soft  iron  (being  the  core  of  the  armature);  s  s  are 
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the  copper  strips,  of  which  the  large  machine  has  146,  and  l  l  tne  copper  discs  ; 
c  is  the  current  collector,  or  commutator,  constructed  on  Gramme's  principle.  By 
this  arrangement  the  resistance  of  the  armature,  and  especially  that  of  the 
inactive  parts  near  the  front  sides  of  the  cylinder,  is  reduced  to  a  minimum,  and 


Fi|;    265. — Edison's  Armaure. 

the  connection  of  the  several  coils  is  brought  about  without  complicated  turnings 
of  the  wire.  The  strips  measure  1*05  metres,  of  which  one  metre  is  directly 
affected  by  the  magnet  poles.  The  total  weight  of  the  machine  is  over  1 7  tons  \ 
of  this,  10  tons  go  to  form  the  enormous  electro-magnets,  and  2*5  tons  to  the 
armature.  This  machine  feeds  1,000  incandescents  of  sixteen  candles  each,  on 
Edison's  system.  The  shaft  of  the  motor  is  connected  by  couplings  to  the  arma- 
ture shaft.  Such  machines  are  in  use  at  the  Central  Station,  New  York,  and 
supply  a  whole  district  with  electricity. 

It  can  now  be  seen  that  although  Edison's  armature  acts  like  that  of  Siemens, 
it  differs  from  it  in  being  more  simple  in  construction  and  winding.     The  small 


Fig.  266.— Edison's  Winding. 

machines  have  for  a  winding  well-insulated  copper  wire  in  place  of  copper 
bars.  The  diagram,  Fig.  266,  taken  from  the  drawing  of  one  of  Edison's 
patents,  will  serve  the  purpose  of  explaining  his  system  of  winding.     There 
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are  fourteen  divisions,  or  seven  crossings  or  loops,  when  there  are  seven 
segments  in  the  collector.  The  number  of  segments  in  the  collector  in 
Edison's  machines  is  always  uneven ;  the  new  large  machines  have  forty-nine. 
Consequently  when  the  brushes  bear  on  the  collector  diametrically  opposite  to 
each  other,  the  sectors  do  not  pass  simultaneously  from  under  them.  WhOe 
one  brush  bears  on  the  centre  of  a  sector,  the  opposite  brush  bears  on  two 
sectors,  and  so  short-circuits  the  two  bobbins  connected  therewith. 

It  will  probably  make  the  construction  still  clearer,  and  show  in  what 
respects  the  bar  armature  differs  from  the  drum,  if  we  conclude  our  description 
by  giving,  in  Mr.  Edison's  own  words,  his  explanation  of  the  bar  armature  which 
he  first  made : 

"  In  that  class  of  magneto-  or  dynamo-electric  machines  in  which  the  revolving 
armature  is  composed  of  a  cylindrical  core,  whose  surface  is  partially  or  entirely 
covered  with  coils  wound  parallel  to  the  axis  of  the  armature,  the  coils  cross 
each  other  at  the  ends,  so  that  there  is  a  large  mass  of  wire  upon  the  ends 
useless  for  the  purposes  of  generation,  while  interposing  unnecessary  internal 
resistance  in  the  machine,  and  at  the  same  time  being  in  a  position  which 
favours  the  excessive  accumulation  of  heat.  .These  masses  of  wire,  crossing  each 
other  at  the  ends,  render  repairs  to  any  coil  exceedingly  difficult,  for  the  repair 
of  any  one  coil  involves  the  unwinding  of  such  coils  as  may  overlap  it  upon 
the  ends. 

"  One  object  of  this  invention  is  to  construct  the  revolving  armature  so  that 
these  defects  are  remedied,  to  which  end  this  portion  of  the  invention  consists 
in  fixing  upon  insulating  discs,  which  are  to  be  secured  to  the  ends  of  the  armature, 
metal  plates,  or  bars,  corresponding  in  number  to  the  number  of  coils  or  con- 
ducting bars ;  or  if  a  coil  be  considered  as  consisting  of  the  two  active  bars 
or  assemblages  of  wires  exactly  opposite  to  each  other  upon  the  face  of  the 
armature,  then  the  number  of  plates  is  double  that  of  the  coils.  These  bars 
are  arranged  upon  the  discs  as  spokes  from  a  hub,  radiating  from  the  centre, 
and  maybe  termed  the  *  radiating'  plates  or  bars.  These  plates  or  bars  are 
electrically  joined  in  pairs  or  couples,  by  circular  metallic  conductors,  perma- 
nently fixed  upon  the  insulating  discs,  care  being  taken  to  insulate  these  circular 
joining  conductors  from  each  other.  This  arrangement  of  radiating  bars  or 
plates  and  joining  conductors  takes  the  place  of  the  wires  which  formerly 
crossed  the  ends.  The  radiating  plates  or  bars  are  provided  at  their  outer 
edges  with  recesses,  in  which  the  active  generating  metal,  whether  in  the  form 
of  wires,  strips,  ribbons,  or  bars,  may  be  secured  by  soldering,  or  by  screws, 
or  they  may  be  secured  together  in  any  other  suitable  way. 

"  The  construction  of  revolving  armatures,  as  ordinarily  practised,  especially  in 
the  case  of  very  large  rra:hines,  involves  the  use  of  a  large  amount  of  insulated 
wire.  This  is  expensive,  and  besides  takes  up  room,  and  allows  of  the  accumu- 
lation of  heat,  owing  to  the  non-conductor  forming  the  insulation,  to  remedy 
which  is  another  object  of  this  invrention.  For  this  end  I  use  rigid  naked  bars, 
or  wires,  of  proper  material,  which  are  so  disposed  about  the  armature  that  each 
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is  separated  from  the  others,  there  being  between  them  an  insulation,  partly  of 
mica  and  partly  of  air,  which  suffices  in  practice  for  insulation,  and,  in  addition, 
allows  such  access  of  air  to  all  the  active  parts  of  the  armature  that  danger  of 
heating  thereof  by  accumulation  is  greatly  lessened. 

"  In  dynamo-  or  magneto-electric  machines,  it  is  often  desirable  to  give  con- 
siderable electro-motive  force  to  the  generated  current,  while  at  the  same  time 
there  is  maintained  a  low  degree  of  internal  resistance  of  the  machine.  Another 
part  of  the  invention  relates  to  the  accomplishment  of  this,  and  consists  in 
so  arranging  the  coils  or  bars  and  the  commutators  that  all  the  coils  or  bars 
are  always  in  circuit,  so  that  an  electro-motive  force  due  to  the  entire  length 


J 


Fig.  267.— Edison's  Armature. 

of  all  the  coils  is  obtained,  and  at  the  same  time  that  part  of  the  conductors 
which  does  not  set  up  an  electro-motive  force  within  the  circuit  is  made  of 
lower  resistance  by  means  of  the  circular  and  radial  bars  or  plates  at  the  ends 
than  the  portion  in  which  the  electro-motive  force  arises. 

"  The  entire  invention  may  be  carried  into  effect  by  means  substantially  such 
as  shown  in  the  drawing  (Fig.  267),  wherein  c  is  the  commutating  end,  and  a 
the  other  end  of  an  armature. 

"  Upon  suitable  insulating  bases,  circular  in  form,  the  radial  metal  plates 
numbered  i  to  i8  in  a  and  c  are  secured,  insulated  from  each  other,  as  indi- 
cated by  the  blank  space  between  them.  Upon  a  the  circular  plate  or  bar  a 
connects  i  and  10 ;  ^,  2  and  11;^,  3  and  12 ;  ^,  4  and  13 ;  ^>  5  ^^^  i4 ;  ^»  6 
and  15 ;  ^,  7  and  16 ;  /',  8  and  17 ;  ^,  9  and  18.  Each  of  these  bars  is  insu- 
lated from  the  other,  and  from  all  the  plates  excepting  those  which  it  is  designed 
to  connect.     It  will  be  noticed  that  upon  this  end  the  circular  bars  connect 
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exactly  opposite  coils,  as  would  the  wires  ordinarily  used.  Upon  the  commu- 
tating  end  c  the  arrangement  is  somewhat  different.  Upon  it  i  and  12  are 
connected  by  m^  2  and  9  by  «,  3  and  14  by  0^  4  and  11  by/,  5  and  16  by  ^, 
6  and  13  by  r,  7  and  i8  by  J,  8  and  15  by  /,  10  and  17  by  u.  These  bars  are 
insulated,  as  before  stated  in  the  case  of  a.  Upon  the  commutating  end  the 
odd-numbered  circular  bars  are  bent  outwardly,  at  a  right  angle,  at  their  inner 
end,  the  bent  portions  v  v  being  secured  to  a  hub,  and  forming  the  commu- 
tator. To  these  end  discs  thus  constructed  are  secured  wires,  ribbons,  or  bars, 
in  any  suitable  manner,  forming  with  the  radial  and  circular  plates  the  coils. 

"  For  large  machines  I  prefer  to  use  naked  bars  of  copper,  b  b',  which  are 
secured  in  the  recesses  shown  in  the  outer  edges  of  the  radial  plates.  They 
will  be  sufficiently  insulated  from  each  other  by  the  air  space  between  them. 
If  bars  are  used  not  sufficiently  rigid  to  preserve  their  relative  distances  from 
each  other  throughout  their  length,  stays  or  blocks  of  insulating  material,  such  as 
mica,  may  be  placed  between  them  at  proper  intervals. 

"  By  the  arrangement  of  connections  and  the  commutator,  as  shown  in  c, 
all  the  coils  are  constantly  in  circuit,  the  generated  current  having  the  electro- 
motive force  of  a  coil  of  the  total  length  of  all  the  coils,  while  the  internal 
resistance  is  kept  low  by  the  lessening  of  resistance  in  the  ends  due  to  the  much 
larger  mass  of  conductor  in  section  of  plates  and  bars  over  that  of  the  wires 
ordinarily  used,  while  the  resistance  of  the  active  parts,  when  bars  are  used, 
as  described,  is  also  greatly  lessened. 

"  Supposing  the  parts  are  in  such  position  that  the  commutator  brushes  are 
in  connection  with  5  and  15,  the  path  of  the  generated  currents  will  be  as 
follows  :  starting,  say,  at  the  brush  on  5,  the  path  in  the  machine  to  15  would 
be,  for  one  portion  of  the  current,  vi&  5  e^  14  ^,  3  c^  12  /w,  i  a,  10  «,  17  /,  8  /, 
15 ;  and  for  the  other  portion,  vid  5  f,  i6  ^,  7  x,  18  ^,  9  «,  2  ^,  11  /,  4  //,  13  r, 
^  Si  i5»  thus  including  every  coil." 

One  of  the  most  common  defects  of  large  machines  is  the  generation  of 
si>arks  near  the  commutator,  causing  them  to  wear  out.  In  Gramme's  arrange- 
ment of  the  current  collector  the  following  takes  place :  The  spring  /  (Fig. 
268)  reaches  the  metal  strip  2  before  it  has  entirely  left  i,  which  causes  the 
coil  s  to  become  short-circuited  through  i  2  and  /.  If  now  the  difference 
of  potential  between  the  two  ends  of  the  coil  s  is  considerable,,  the  short 
circuit  will  be  brought  about  before  the  strips  i  and  2  are  connected  byyj 
because  self-discharge  in  shape  of  a  spark  takes  place.  Edison  has  a  contri- 
vance for  his  large  machines  which  prevents  the  interruption  or  break  of  current, 
and  considerably  diminishes  the  generation  of  sparks.  In  Fig.  269,  aio^a^ 
indicate  the  insulating  strips,  ^^  ^g  ^3  the  metal  strips  of  the  commutator  a. 
The  metal  strips  have  not  the  same  breadth  throughout,  but  have  the  shape 
shown  in  the  figure.  Over  the  wider  portions  of  the  metal  strips  slide  the  brushes 
ddy  and  over  the  smaller  portion,  separated  from  the  latter,  slides  the  brushy. 
The  current-breaker  b  rotates  upon  the  same  axis  as  the  current-collector  a. 
The  metal   strips  Ci  c^  etc.,  upon  b  correspond  with  the  small  portions  b^  b^ 
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upon  A  (which  allows  b  to  be  removed  from  the  machine).  Over  the  metal 
strips  of  the  current-breaker  b  slide  the  two  brushes  h-^  Ag,  which  are  separated 
from  each  other.  Brush  h^  is  connected  with  the  brushes  dd^  and  ^2  with  the 
brush  e.  The  brushes  t  h  and  ^2  reach  a  little  higher  than  the  brushes  dd. 
When  the  machine  is  in  motion,  and  a  and  b  rotate  with  a  uniform  velocity, 
the  following  takes  place:  Every  time  the  brushes  dd  rest  upon  one  of  the 
metal  strips  b^  b^  of  a,  the  brushes  e  h  and  h^  will  rest  upon  insulating  strips 
The  latter  brushes,  therefore,  have  no  active  share  in  the  conduction  of  the 
current,  which  is  brought  about  in  the  usual  manner  through  the  brushes  dd. 


Fig.  268. — Gramme's  Arrangement 
to  Prevent  Sparking. 


Fig.  269.— Edison's  Commutator. 


However,  before  the  brushes  dd  leave  the  metal  strips  b^  b^  the  brush  e  comes  into 
contact  with  them ;  at  the  same  time  the  brushes  ^j  and  ^2  cojne  upon  a  metal 
strip  of  B.  The  current  flows  now  through  the  brushes  e  and  h^  reaches  the  metal 
strip  upon.  B,  from  this  passes  through  the  brushes  h^  and  d  //,  and  thence  to  the 
outer  circuit.  This  passage  is  open  to  the  current  as  long  as  the  brushes  dd 
slide  upon  an  insulated  strip;  when  they  slide  upon  metal  strips  the  brushes 
h^  h^  reach  insulating  strips,  and  the  connection  between  h^  and  ^2  is  broken. 
In  this  manner  the  current  in  the  outer  circuit  is  made  continuous,  short- 
circuiting  of  a  coil  is  prevented,  and  the  production  of  sparks  is  reduced  to  a 
minimum. 

The  insulating  material  used  by  Edison  between  the  sectors  of  the  collector 
has  the  advantage  that  it  wears  away  at  the  same  rate  as  the  copper  sectors ; 
consequently  the  collector  wears  truly,  without  longitudinal  furrows,  flutes,  or 
channels,  and  runs  with  but  few  sparks. 
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The  various  sizes  of  machines  made  by  Edison  at  present  are  tabulated  as 
follows : — 


Typ€ 

Weight  in  kilogrammes    . . 

Horse-power 

Rotations  per  minute    . . . , 
Capacity,  i6-candle  lamps 

Volts  of  tension 

Number  of  magnet  limbs. . 


E 

z 

L 

K 

290 

1,230 

2,600 

3.300 

2-5 

8 

18 

32 

2,200 

1,200 

900 

900 

17 

60 

250 

250 

no 

no 

no 

no 

2 

2 

6 

6 

30,000 

125 

350 

1,200 

no 

12 


3,600 

65 

1,100 

400 

no 

6 


The  above  figures  show  plainly  the  advantage  of  using  large  machines,  to 
which  much  power  can  be  applied. 

Edison's  dynamos  all  have  massive  pole-pieces  and  heavy  yokes  connect- 
ing the  iron  cores.  All  his  earlier  field  magnets  were  very  long,  and  he 
at  first  thought  that  the  high  efficiency  of  the  Edison  dynamos  was  due  to  the 
use  of  these  large  masses  of  iron  in  the  construction  of  the  field  magnets. 
This  has  been  regarded  by  others  as  a  disadvantage  on  account  of  additional 
weight  imparted  to  the  machine  without  proportionate  increase  in  the  intensity 
of  the  magnetic  field,  and  some  maintain  that  the  same  intensity  can  be 
obtained  with  magnets  of  half  the  length;  but  according  to  Edison's  expe- 
rience, this  is  not  the  case.  According  to  his  view,  if  the  mass  of  iron  be 
reduced,  a  stronger  current,  and  therefore  more  energy,  is  required  to  raise  the 
field  to  the  desired  intensity,  and  this  additional  amount  of  energy  must  be 
continually  supplied  as  long  as  the  machine  is  run.  In  the  other  case,  the 
additional  expense  for  a  cheap  material  is  only  incurred  once.  This  view  seems 
to  be  justified  to  some  extent  by  the  fact  that  the  Edison  machines  for  efficiency 
rank  among  the  best.  But  Mr.  Edison  has  recently  found  it  advisable  or  con- 
venient to  reduce  the  length  of  the  cores  of  the  field  magnets  of  his  machines, 
and  has  also  changed  the  shape  of  the  pole-pieces  so  as  to  avoid  sharp  comers. 
Sharp  angles  and  comers  in  magnetic  masses  are  unfavourable  to  a  proper 
distribution  of  the  lines  of  force  in  the  magnetic  field. 

Weston's  Machine. — Weston's  machine  (Fig.  270)  shows  in  its  general 
form  a  certain  resemblance  to  Siemens'  machine,  but  differs  from  the  latter 
chiefly  in  the  constmction  of  the  armature.  The  iron  core  is  constructed  in  the 
following  manner:  Thirty-six  iron  discs  are  fastened  upon  the  rotation  axis, 
each  disc  having  sixteen  teeth  cut  in  it  Sixteen  pieces  of  square  section 
are  laid  across  these  discs,  as  shown  in  Fig.  271,  and  upon  these  the  coils  are 
arranged.  The  connection  of  the  commutator  and  the  wire  ends  is  the  same 
as  in  Siemens'  machine.  The  segments  of  the  commutator,  however,  are  not 
parallel  to  the  axis,  but  arranged  spiral-shaped,  and  insulated  from  each  other 
by  layers  of  air.  This  arrangement  has  the  advantage  of  bringing  several 
sectors  at  the  same  time  in  contact  with  the  bmshes,  and  thus  producing  a 
imiform  flow  of  the  current    The  electro-magnets  consist  of  several  cast-iron 
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rods,  which  are  fastened  horizontal!)'  to  the  vertical  supports.  The  ends  facing 
each  other  are  connected  by  means  of  bent  wrought-iron  bars  ;  but  the  two 
end  couples  have,  instead  of  the  bent  bars,  elliptically-shaped  iron  pieces. 
According  to  Weston,  the  uniformity  of  the  current  is  greatly  increased  by 
this  arrangement.  The  peculiarly  formed  iron  core,  the  spaces  between  the 
magnets,  and  the  perforated  stands,  together  secure  very  good  ventilation. 


Fig.  271. — The  Weston  Armature* 

This  machine  has  undergone  many  alterations ;  the  latest  shape  given  to  it  is 
shown  in  Fig.  373.  Here  the  spiral  arrangement  of  the  copper  strips  of  the  com- 
mutator has  been  abandoned,  as  it  secured  uniformity  of  current  only  by  loss  of 
intensity.  To  prevent  as  much  as  possible  the  production  of  sparks,  the  com- 
mutator received  a  far  greater  number  of  metal  strips  (as  many  as  140  being 
used)^  so  that  each  strip  corresponds  to  the  point  of  junction  of  the  wires  of 
two  coils.  By  this  arrangement  the  number  of  the  groups  of  the  armature  is 
increajsed,  and  consequently  the  difference  of  potential  at  the  ends  of  each  coil 
diminished.  The  commutator  is  fixed  so  that  in  case  of  damage  it  can  easily 
be  replaced.     The  sliding  springs  consist  of  elastic  copper  pkites,  having  several 


Digitized  by 


Google 


386 


Electricity  in  the  Service  of  Man. 


slits  in  them.  In  large  machines  of  this  kind  the  currents  of  the  electro-magnet 
are  shunted  from  the  principal  circuit ;  such  a  machine  feeds  twenty  arc  lamps, 
makes  900  revolutions,  and  requires  fourteen  horse-power.     In  machines  required 
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to  feed  a  greater  number  of  lamps,  Weston  uses  a  special  method  for  coiling  and 
connecting  the  wires  of  the  armature.  When  we  were  explaining  the  action  of 
Edison's  commutator,  according  to  Gramme's  method,  we  pointed  out  the  danger 


e    M 

Fig'  273.— The  New  Weston  Armature. 


4 —  z 

Fig.  274. — Section  of  the  New  Weston  Armature. 


of  the  armature  coils  becoming  short-circuited.  It  is  to  avoid  this  that  Weston 
uses  his  spiral  method  for  coiling.  Fig.  273  is  a  representation  of  the 
armature,  Fig.  274  a  cross  section  in  the  direction  a  a.  The  layers  of  wire  in 
the  sixteen  grooves  of  the  iron  core  are  divided  into  two  sets,  indicated  by  black 
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and  white  in  the  figures.  The  commutator  strips  e  e  are  also  double.  The 
wires  are  arranged  in  the  following  manner :  First  one  groove  of  the  cylinder, 
and  that  diametrically  opposite  to  it,  are  wrapped  with  a  layer  of  wires  (drawn  black 
in  Fig.  274,  and  indicated  by  i^  i),  .then  another  layer  of  wires,  perfectly  insulated 
from  the  first,  is  added  (left  white,  indicated  by  2^  2).  The  same  wire  is  carried 
into  the  grooves  nearest,  and  forms  the  lower  layer  3x  3,  left  white.  The  wire 
left  at  ij  I  is  used  to  form  the  upper  layer  of  4.  In  this  manner  the  whole  of 
__  the  cylinder  is  wrapped  with 

iXiy  j[jM|       fKK\  OIM       flTO  MJ^  ^^  '^^  layers  of  wire,  insulated 

lUv  lw|      JUyiJIIIJ        luullyOl  from  each  other,  but  equal  to 

/        I       1/       1/       1/       r'l  ^^^^  other  as  regards  length, 

/  Jf  \/  A  \  J  J\  \y  ^^^  similarly  situated  in  rela- 
tion to  the  inducing  magnets. 
Fig.  273  shows  that  the  black 
layer  of  wire  c  and  the  white 
layer  b  follow  each  other  alter- 
nately. The  connection  of 
these  wires  with  the  commu- 
tator is  brought  about  by  means 
of  the  pieces  d.  That  by  this 
arrangement  and  mode  of  con- 
necting the  several  groups  the 
danger  of  short  circuit  is 
obviated  may  be  shown  by  Fig.  275.  If  segments  i  2  or  2  3,  or  any  other 
segments  of  the  commutator  following  each  other,  be  connected,  a  short  circuit 
will  not  be  produced,  as  in  the  Gramme  ring.  To  obtain  this  result  it  is  not 
absolutely  necessary  to  adopt  the  above  method  of  winding  the  wire  round  the 
cylinder,  provided  attention  is  paid  to  the  principle  that  two  adjacent  seg- 
ments of  the  commutator  shall  not  be  connected  with  the  ends  of  any  one 
group  that  is  closed  in  itself.  The  wire  turns  of  the  whole  armature  may  be 
divided  into  more  than  two  independent  circuits,  and  this  arrangement  might 
be  more  advantageous  with  very  large  machines,  producing  currents  of  high 
potential. 

The  Elphinstone  Machine. — In  the  dynamo-electric  machines  of  Lord 
Elphinstone  and  C.  W.  Vincent,  powerful  magnetic  fields  are  prepared  by  placing 
magnets  both  inside  and  outside,  opposite  to  the  coils.  Figs.  276  and  277  repre- 
sent this  machine.  The  bearings  s  s  carry  the  steel  axis  a  x,  at  the  middle  of 
which  six  fan-shaped  iron  cores  e  are  fastened ;  the  shaft  carries  the  driving- 
wheel  r  and  commutator  c.  The  wire  ends  of  these  six  electro-magnets  are 
carried  through  the  steel  axis.  The  turns  are  so  arranged  that  north  and 
south  pole  follow  each  other  alternately  round  the  circumference  of  a  circle. 
Opposite  to  the  shoes  of  these  inner  electro-magnets  stand  six  shoes  of  the 
three  outer  electro-magnets  m,  of  a  V-shaped  form.  The  currents  in  these  are 
conducted  in  such  a  manner  that  opposite  their  poles  stand  the  dissimilar  poles 


Fig'  275.— The  Weston  Method  of  Coiling. 
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of  the  inner  electro-magnets.  Between  these  two  circles  of  electro-magnetic 
poles  the  coils  move  and  the  currents  are  induced.  The  coils  are  fastened  on  a 
cylindrical  drum  of  pasteboard,  which  is  carried  by  the  two  bronze  wheels  r  r. 
The  coils  themselves  are  thin  and  flat,  so  as  to  lie  on  the  surface  of  the  drum, 
and  are  arranged  in  the  following  manner :  Upon  six  rectangular  frames,  the 
length  of  each  of  which  is  equal  to  the  length  of  the  pasteboard  drum,  and  the 
breadth  of  which  is  one-sixth  the  circumference  of  the  drum,  insulated  wires 
are  wound  in  pairs.     The  six  thin,  flat,  rectangular  bobbins  thus  formed  are 


Fig.  276. — Section  of  the  Elphinstone  and  Vincent  Machine. 

fastened  to  the  drum,  being  slightly  curved,  so  as  to  flt  it  closely,  and  then  a 
second  and  a  third  layer  of  such  bobbins  is  similarly  laid  down  upon  the  first ; 
the  three  sets  of  coils  are  not,  however,  super-imposed,  but  each  layer  overlaps 
the  one  underneath  it  by  one-third  of  the  breadth  of  a  bobbin.  Iron  is  not 
used  in  the  preparation  or  fastening  of  the  bobbins,  but  phosphor  bronze. 
The  coils  consist  of  copper  wire  only,  and  have  no  iron  cores.  Each  layer 
having  six  bobbins,  and  each  bobbin  having  two  double  ends,  6x3x2x2=72 
wire  ends  lead  to  the  commutator,  which  consists  of  thirty-six  pieces.  The 
brushes  are  six  in  number,  and  are  connected  by  copper  cables  to  screws. 
By  this  arrangement  the  machine  has  three  currents,  which  may  be  united 
in  series  or  used  separately,  according  to  need.  The  wire  ends  of  the 
electro-magnets  lead  also  to  screws,  which  admit  of  different  modes  of  joining 
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up  with  each  other,  and  also  with  the  circuit  of  the  machine.  The  e.  m.  f.  of 
this  machine  can  therefore  be  varied  according  to  circumstances,  and  the 
magnetic  field  is  intense,  owing  to  the  proximity  of  opposite  magnetic  poles 
inside  and  outside  of  the  drum  of  thin  flat  coils. 

Fig.  278  is  intended  to  show  the  course  of  the  current,  and  also  the  induction 


Fig.  277. — The  Elphinstone  and  Vincent  Machine. 

phenomena  in  the  Elphinstone  machine,  and  represents  a  modification  adopted 
in  the  most  recently  constructed  machines.  Instead  of  six,  only  two  brushes  are 
here  employed.  Instead  of  the  double  coils,  single  wires  are  shown  in  the  figure, 
and  the  commutator  has  only  eighteen  portions  here  instead  of  thirty-six,  so  as  to 
facilitate  description.  The  inner  magnets,  which  are  opposite  to  the  outer  ones, 
are  also  omitted  for  the  same  reason.     The  curves  i  11  and  iii  represent  the 
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di&cent  layers  of  bobbins.  In  each  layer  the  end  of  the  first  coil  is  connected 
with  the  commencement  of  the  one  next  to  it ;  and  from  the  point  of  connection 
wires  are  carried  to  a  segment  of  the  commutator.  The  connections  between  the 
segments  of  the  commutator  have  been  completed  only  for  layer  in,  showing, 
therefore,  only  two  brushes  instead  of  six.  Let  us  consider  the  induction  effects 
of  III :  of  the  six  coils,  three  are  influenced  at  the  same  time  by  similar  magnetic 
poles ;  therefore  every  three  coils  will  have  induced  currents  of  th«  same  direc- 


Fig.  278. — Diagram  of  the  Elphinstone  and  Vincent  Machine. 

tion,  viz.  the  coils  b  df  and  c  e  a.  In  the  coils  opposite  the  north  pole  (the  first 
three  named)  the  current  was  assumed  to  flow  anti-clockwise ;  it  follows  that  the 
current  m  the  coils  ce  a  will  flow  clockwise.  If  we  follow  the  direction  of  the 
current  in  the  different  coils,  we  find  that  currents  of  the  same  direction  flow  to 
the  commutator  segments  i  7  and  13,  and  currents  of  opposite  direction  to 
the  segments  4  10  and  i6.  If  each  of  these  six  points  had  a  brush,  the  induced 
currents  could  be  conducted  into  three  different  circuits.  If,  however,  the  seg- 
ments I  7  and  13  are  connected  with  each  other,  and  also  the  segments  4  10 
and  16,  by  using  only  two  brushes  at  i  and  10  all  the  currents  induced  in  the 
coil  III  may  be  conducted  into  one  circuit.  Following  the  directions  of  current 
\n  the  different  coils  of  this  layer,  and  the  connecting  wires  of  the  segments  of 
the  commutator,  we  find  that  at  i  currents  of  one  direction,  and  at  10  currents  of 
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another  direction  meet.  If  such  points  be  connected  with  each  other,  a  current 
of  one  direction  will  flow  through  the  connection  in  the  manner  which  we  have 
already  described  when  explaining  the  Gramme  ring  (page  249).  For  eight- 
tenths  of  a  revolution  of  the  armature,  the  coils  of  the  different  layers  i  11  and 
III  occupy  the  same  position  in  relation  to  the  magnet  poles.  If  we  use  six 
brushes,  at  the  moment  when  the'  coils  of  layer  i  are  opposite  the  magnetic 
poles,  segments  2  8  and  14  on  one  side,  and  segments  511  and  17  on  the 


Fig.  279. — Gramme's  Alternating  Current  Generator. 

Other,  would  come  under  the  brushes.  If  only  two  brushes  are  used,  segment 
2,  which  then  must  be  connected  with  segments  8  and  14,  comes  under  one 
brush;  while  under  the  other  brush  comes  the  segment  11,  from  which  wires 
must  lead  to  5  and  17.  The  same  holds  good  for  layer  11.  In  this  manner  cur- 
rents of  one  direction  are  obtained  for  the  outer  circuit. 

ALTERNATING    CURRENT    MACHINES. 

As  we  shall  see  later  on,  with  the  invention  of  JablochkoflPs  electric  candle 
a  demand  was  made  for  a  kind  of  machine  in  which  the  currents  generated  by 
the  successive  approach  and  recession  of  the  bobbins  should  not  be  commuted. 
As  these  candles  require  alternating  currents,  several  forms  of  machines  producing 
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such  currents  have  been  constructed.  Figs.  279  and  280  represent  an  alternating 
machine  by  Gramme.  Upon  the  cast-iron  base  r  the  two  cast-iron  supports  d,  of 
almost  circular  form,  are  attached  together  with  eight  brass  rods  e  and  an  iron  stay 
u,  which  serve  to  ^y^  the  whole  greater  solidity.  To  this  frame  the  coils  abed 
are  fastened.  The  whole  of  the  cylinder  of  coils  is  covered  with  a  wooden  frame  s ; 
F  is  a  steel  shaft  which  carries  the  eight  electro-magnets  k  by  means  of  the  cast- 
iron  sockets  H  and  octagonal  plates.  Each  of  these  electro-magnets  has  a  shoe  of 
soft  iron  rounded  at  the  outer  surface,  and  reaching  beyond  the  electro-magnet, 
so  that  very  little  space  is  left  between  the  shoes  of  two  magnets.     Two  thin 


Fig.  28o.~Section  of  Gramme's  Alternating  Current  Generator. 

discs  T  fastened  to  the  different  magnets  protect  them  against  the  effect  of  centri- 
ftigal  force.  Upon  the  shaft  at  n  are  two  insulated  discs ;  and  upon  these  the 
brushes  p  slide.  *  They  serve  the  purpose  of  conducting  a  current  to  the 
electro-magnets,  which  is  usually  supplied  by  a  small  auxiliary  Gramme  machine. 
The  electro-magnets  are  coiled  alternately  to  the  right  and  to  the  left,  and 
all  are  included  in  the  electrical  circuit.  The  effect  of  a  current  flowing  through 
all  the  coils  will  be  such  that  when  a  magnet  has  its  south  pole  facing  the  coils 
abed,  the  neighbouring  magnets  to  the  right  and  left  will  turn  their  north  poles 
outwards,  i,e,  the  electro-magnets  following  each  other  in  a  circle  will  have 
alternately  south  and  north  polarity.  The  eight  groups  (each  group  consisting 
of  the  wires  of  four  coils)  are  not  connected  to  one  large  coil,  as  in  the  Gramme 
ring,  but  the  wires  of  each  coil  lead  to  a  binding  screw  e  ^j,  fastened  upon  the 
wooden  cover  s.     By  this  arrangement  the  machine  may  give  thirty-two  separate 
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currents.  The  way  in  which  the  machine  works  is  now  easily  seen :  As  the 
armature  has  eight  groups  of  coils,  and  the  shaft  eight  electro-magnets,  the  effects 
of  induction  will  be  the  same  in  each  of  the  different  groups;  for  instance,  when  a 
magnet  comes  just  opposite  one  group  of  coils,  on  account  of  the  equality  of  the 
number  of  groups  and  number  of  magnets,  every  other  group  of  coils  will  also  have 
a  magnet  opposite  it.     The  strength,  therefore,  of  the  induced  currents  will  be 


Fig.  281. — Auto-Exdtatrice. 

the  same  at  all  times  in  all  the  groups  of  coils,  but  their  direction  will  change  as 
different  poles  come  opposite  the  different  groups.  While  the  groups  135 
and  7  have  currents  in  one  direction,  groups  246  and  8  will  have  currents 
in  the  opposite  direction.  If  every  separate  coil  be  closed,  thirty-two  circuits  will 
be  obtained,  and  in  each  of  them  alternating  currents  will  be  produced.  To 
obtain  four  circuits  we  have  but  to  connect  the  ist,  3rd,  5th,  and  7th  coils  a  for 
one  of  the  poles,  and  the  2nd,  4th,  6th,  and  8th  coils  a  for  the  second  pole ;  also 
I  St,  3rd,  5  th,  and  7th  coils  b  for  one  pole  of  the  second  circuit,  and  2nd,  4th, 
6th,  and  8th  coils  b  for  the  other  pole,  the  coils  c  and  d  being  connected  in 
the  same  manner  for  the  desired  four  circuits.  In  this  manner  four  separate  cir- 
cuits are  obtained,  in  each  of  which  alternating  currents  of  the  same  strength  are 
produced.     The  machine  shown  in  Figs.  279  and  280  feeds  sixteen  Jablochkoff's 
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candles,  each  of  1,000-candle  power,  requiring  sixteen  h.p.  It  costs,  including 
an  auxiliary  machine,  10,000  francs  =  ;£^400 ;  its  length  is  0*89  metre,  breadth 
076,  height  078 ;  the  maximum  velocity  is  600  revolutions  per  minute,  the  weight 
650  kilogrammes.  As  the  machine  supplying  the  current  for  the  electro-magnets 
is  as  a  rule  separated  from  the  principal  machine,  the  slightest  fluctuation  of 
current  in  the  former  produced  considerable  disturbances  in  the  latter,  and 
consequently  unsteady  lights.  Gramme  has  dispensed  with  the  independent 
generator  by  uniting  the  two  machines,  and  to  this  new  alternating  current 
machine  he  gave  the  name  Auto-excitatrice.     Fig.  281  represents  the  combina- 


Fig.  282.  — Zipemowsky's  Machine. 

tion  of  a  Gramme  machine  a  (for  currents  of  one  direction)  with  the  alternating 
current  machine  b.  The  arrangement  of  the  inducing  electro-magnets  is  slightly 
different  here  from  that  of  the  ordinary  ring  machine.  From  the  inner  side  of 
the  cylindrical  supports  a  a  the  electro-magnets  e  spread  in  radial  directions. 
At  the  vertices  the  two  shoes  or  pole-pieces  p  p  are  fastened  so  as  to  connect  the 
electro-magnets  two  and  two.  The  wire  of  the  electro-magnets  is  so  coiled  that 
every  two  ends,  connected  by  a  shoe,  have  similar  polarities.  Within  the 
cylindrical  space  formed  by  the  shoes,  a  Gramme  ring  r  of  the  ordinary  con- 
struction rotates,  ix.  it  moves  between  two  diametrically  opposite  magnetic  poles, 
and  experiences  therefore  the  same  inductive  influence.  The  ring  is  fastened  to 
the  axis  which  carries  the  inducing  electro-magnets  of  the  alternating  current 
machine  b.  The  currents  induced  in  the  ring  r  are  conducted  by  the  brushes 
Bj  B2  to  the  electro-magnets  of  the  alternating  machine  e.  For  the  purpose  of 
r^ulating  the  currents  of  both  machines,  the  brushes  of  the  generating  machine 
are  not  directly  connected  with  the  wire  coils  of  the  electro-magnets,  but  are 
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arranged  in  such  a  manner  as  to  allow  of  the  insertion  or  removal  of  resistance 
coils.  The  manner  of  wrapping  the  coils  differs  also  in  the  later  constructions. 
A  double  wire  is  used  instead  of  a  single  wire,  to  allow  a  modification  of  current 
suitable  for  small  or  large  lights. 

The  auto-excitatrice  not  only  gives  better  results  than  the  old  machine,  but 
also  costs  less.  A  machine  weighing  470  kilogrammes  furnishes  currents  for 
twenty-four  Jablochkoff  candles  of  200  to  300  candles  each,  or  sixteen  lights 
of  double  that  power.  A  machine  for  feeding  twelve  of  the  smaller  lamps 
weighs  280  kilogrammes. 

The  machine  by  Zipemowsky  (of  the  firm  Ganz  and  Co.,  Budapesth)  is 
similar  in  construction  to  the  Gramme  alternating  current  machine.  The  in- 
ducing magnets,  however,  have  flat  prismatical  iron  cores  e  (Fig.  282).  Six  of 
them  are  fixed  in  the  form  of  a  circle  upon  the  shaft.  The  free  ends  are 
furnished  with  shoes  or  pole-pieces  p.  In  the  upper  half  of  the  figure  the 
wire  coils  are  drawn  on  the  plane  of  an  iron  core,  in  the  lower  half  of  the  figiure  a 
further  section  is  made,  and  by  leaving  out  the  firSt  layer  of  wires  the  iron  core  e 
is  shown.  The  metal  discs  m  m  serve  the  purposes  of  ventilation,  as  well  as  to 
prevent  the  generation  of  useless  induced  currents  (Foucault's  or  "  eddy  "  currents). 
The  construction  and  arrangement  of  the  armature  coils  a  a  differ  from  those  of 
the  Gramme  model.  Gramme  arranges  the  latter  radially  as  regards  the  drum 
surrounding  the  electro-magnets.  In  the  machine  by  Ganz  and  Co.  they  are 
concentrically  arranged.  The  cores  of  the  induction  coils  are  cast  or  wrought- 
iron  sectors,  and  are  lined  with  zigzag-shaped  wood  pieces.  Instead  of  wires 
stamped  copper  sheets  are  used,  slit  open  at  both  ends ;  these  ends  are  soldered 
alternately,  so  as  to  form  a  closed  spiral.  Fig.  283  shows  the  mode  of  con- 
nection of  two  of  them.  For  insulating  the  several 
turns,  asbestos  or  paper  is  used.  The  coils  are  ar- 
ranged in  the  form  of  a.  drum,  and  they  are  joined 
up  either  parallel  or  in  series.  Both  ways  of  joining 
up  allow  of  the  currents  being  thrown  into  one  current 
or  being  grouped  in  several.  The  drum  is  covered 
with  layers  of  thick  paper,  which  are  held  together  by 
wooden  rings  (Fig.  282).  In  the  grooves  formed  by 
the  wooden  rings  on  the  surface  of  the  drum  well- 
Fig.  283.— Spiral  Armature,  annealed  iron  wires  are  wound,  or  the  space  is  filled 
by  thin  iron  rings;  this  arrangement  not  only  adds 
to  the  solidity  of  the  drum,  but  also  increases  the  induction  effects  of  the  coils. 
The  fastening  of  the  drum  to  the  bearings  l  is  brought  about  by  the  transverse 
rods  T,  to  which  also  the  armature  coils  are  screwed. 

Siemens'  Alternating  Current  Machine. — Siemens  obtained  alter- 
nating currents  by  using  flat  coils  rotating  in  powerful  magnetic  fields.  The 
alternating  current  machine  by  Siemens  and  Halske  is  shown  in  Fig.  284, 
together  with  its  small  generating  machine.  To  the  ground  plate  of  the 
machine  two  cast-iron  supports   held  together  by  a  cross-bar  at  the  top,  are 
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screwed ;  each  support  carries  twelve  electro-magnets,  the  coils  of  which  are 
so  arranged  that  whenever  a  current  flows  through  the  coils  each  possesses  the 
opposite  polarity  to  its  neighbouring  as  well  as  to  the  opposite  magnet.    Between 


Fig.  284. — Siemens'  Alternating  Current  Machine. 


Fig.  285.— Diagram  of  Siemens*  Alternating  Current  Machine. 

the  poles  of  these  electro-magnets  rotates  a  disc,  which  carries  the  bobbins, 
the  cores  of  which  are  made  of  wood.  When  the  disc  rotates,  every  coil  has 
to  pass  all  the  magnetic  poles  in  turn,  i.e.  each  coil  is  exposed  alternately 
to  the  effects  of  the  inductions  of  differently  polarised  magnets.  The  currents 
induced  in  a  coil  will  therefore  change  their  direction  as  the  coil  passes  from 
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one  to  the  next  magnetic  pole.  The  machine  possesses  as  many  coils  as  there 
are  pairs  of  electro-magnets,  every  two  opposite  magnets  constituting  a  pair ;  there- 
fore, the  change  of  current  takes  place  in  all  the  coils  at  one  and  the  same  time. 
The  currents  induced  in  the  coils  are  conducted  to  a  series  of  rings  fastened 
to  the  axis  of  the  machine.  The  electro-magnets  receive  their  currents  from  the 
small  auxiliary  machine.  The  mode  of  action  of  the  machine  is  shown  in  Fig.  285, 
A  B  c ;  s  and  n  indicate  the  magnetic  poles  (with  the  direction  of  the  Ampere 
currents  indicated).  The  outer  arrow  indicates  the  direction  of  rotation.  In  the 
position  A  the  coil  i  moves  away  from  the  pole  Sj,  and  consequently  a  current 
will  be  induced  that  flows  clockwise;  at  the  same  time  coil  i  approaches 
Nj,  and  a  current  clockwise  will   here   too   be   induced.     The  poles  n^  and 

Sj  mutually  assist  each  other.  Coil  11 
moves  away  from  n^  and  approaches  Sg, 
and  has  therefore  currents  anti-clockwise. 
If  now  the  coils  i  and  11  were  simply 
connected  with  each  other,  the  currents 
induced  in  the  coils  would  neutralise  each 
other.  This,  however,  as  shown  in  the 
figure,  is  prevented  by  having  i  coiled 
towards  the  right,  and  11  towards  the  left. 
By  this  arrangement  currents  of  opposite 
directions  are  obtained,  which  can  easily 
be  seen  by  following  the  arrows.  The 
total  currents  are  conducted  by  the  springs 

Fig.  286.— Coil  and  Magnetic  Poles.  H into  the  outer  circuit    Here  we  have 

taken  into  account  only  one  row  of 
magnetic  poles ;  but  in  reality  the  coils  i  and  11  move  between  two  rows  of 
magnets  with  their  opposite  poles  facing  each  other,  thus  the  south  pole  s^  has 
a  north  pole  opposite  it ;  and  the  north  pole  Nj  has  a  south  pole  Sj  opposite, 
and  so  on.  It  may  be  asked  here  whether  the  induction  phenomena  are  the 
same  as  in  the  machines  last  described,  and  the  answer  will  be  afforded  by 
Fig.  286,  which  represents  a  couple  of  magnetic  poles,  and  the  coil  i  in  the  same 
position  as  in  Fig.  285  a.  The  Ampbre  currents  move  at  the  south  pole  clockwise, 
at  the  north  pole  anti-clockwise.  As  the  two  magnets  face  each  other  the  Ampere 
currents  on  their  fronts  flow  parallel  to  each  other,  as  shown  by  the  arrows 
in  the  figure.  Coil  i  moves  away  from  this  double  pole,  and  must  therefore 
have  a  current  induced  which  has  the  same  direction  as  the  Ampere  currents. 
If  we  compare  the  direction  of  current  for  coil  i,  in  Fig.  286,  with  the  direction 
in  Fig.  285  A,  we  find  that  the  direction  in  both  is  the  same.  It  follows  that 
the  action  of  the  magnetic  pole  Nj  is  exactly  like  that  of  the  opposite  pole  Sj. 
As  the  magnets  are  all  alike,  the  same  will  become  true  for  all  the  couples. 
The  coils  i  and  11  (Fig.  285  a)  having  left  the  poles  s^  and  Nj,  next  approach 
the  position  seen  in  Fig.  285  b.  As  the  coil  i  moves  away  from  Sj,  it  approaches 
S3,  and  both  Sj  and  Sj  will  induce  currents  in  the  coil,  but  the  recession  causes 
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a  current  in  one  direction  here  clockwise,  and  the  approach  causes  a  current  in 
the  opposite  direction,  viz.  anti-clockwise.  If  poles  s^  and  Sg  are  of  equal 
strength,  their  induced  currents  in  coil  i  will  neutralise  each  other.  But  we  have 
also  to  consider  the  effect  which  n^  has  upon  the  coil  i.  Let  us  assume  the 
magnetism  of  this  pole  to  be  concentrated  at  its  centre.  When  the  right-hand 
side  of  the  coil  approaches,  the  induced  currents  will  flow  from  below  upwards, 
and  when  the  left  side  moves  away  its  currents  too  will  flow  from  below 
upwards.  The  currents  then  induced  by  Nj  in  the  coil  i  are  equal  and  opposite 
to  each  other,  and  consequently  neutralise  each  other.  The  mean  result  of  the 
inducing  effects  of  poles  s^  Nj  and  Sj  upon  coil  i  in  this  position  is  therefore 
equal  to  o ;  ix,  the  coil  at  this  instant  is  currentless.  Coil  11  (Fig.  285  b)  is  also 
currentless.  But  as  the  rotation  continues  the  coils  will  reach  ^he  position 
285  c.  If  we  do  not  take  into  consideration  the  polarity  of  the  magnets,  the  coils 
at  c  have  the  same  position  as  at  a  ;  but  there  is  this  difference  as  regards  the 
poles :  in  the  position  c  coil  i  moves  away  from  a  north  pole,  and  coil  11  from 
a  south  pole,  whilst  in  position  a  the  reverse  took  place.  A  current  will  flow  through 
the  coils  at  c  also,  but  the  direction  of  this  total  current  will  have  the  opposite  direc- 
tion to  the  total  current  induced  at  a.  We  thus  see  that  as  the  coil  continues 
to  rotate  it  will  now  reach  a  position  like  b,  then  one  like  a,  then  again  one  like 
B,  and  so  on.  There  is  thus  a  continued  oscillation  in  the  direction  of  the 
current  in  the  outer  circuit,  with  an  interval  between  eagh  change.  What  holds 
good  for  the  two  coils  under  consideration  must  hold  good  for  the  rest  of  the 
coils  in  the  machine,  assuming  that  there  are  as  many  coils  as  there  are  magnet 
couples.  By  this  arrangement,  whenever  the  coil  i  is  opposite  a  north  pole 
all  the  coils  with  uneven  numbers  will  be  opposite  north  poles,  and  all  the  coils 
with  even  numbers  will  be  opposite  south  poles.  If,  therefore,  the  even 
coils  are  connected  with  one  conducting  ring,  and  the  odd  coils  with  another, 
springs  sliding  upon  these  will  collect  all  the  current  for  the  outer  circuit. 
Owing  to  the  equality  of  number  of  magnets  and  coils,  the  direction  of  current 
in  all  the  coils  will  change  at  the  same  time ;  and  in  the  outer  circuit  currents 
which  continually  change  their  direction  will  be  obtained,  interrupted  by  the 
interval  that  takes  place  during  the  change  of  current.  This  interval,  on  account 
of  the  rapid  motion  of  the  coils,  is  of  such  short  duration  that  it  is  not  at  all 
noticed  in  the  outer  circuit. 

Siemens  and  Halske  also  construct  machines  for  continuous  currents,  which 
are  very  similar  to  this  alternating  current  machine.  The  chief  difference 
between  the  two  machines  is  that  the  continuous  current  machine  has  not  as 
many  roils  as  there  are  magnetic  fields ;  for  instance,  if  the  machine  has  ten 
magnetic  fields,  the  rotating  disc  will  have  only  eight  coils.  The  electro- 
magnets are  arranged  as  in  the  alternating  current  machine,  ue.  each  pole  has 
opposite  polarity  to  the  neighbouring  and  opposite  poles.  How  then  are 
steady  currents  produced  in  the  outer  circuit  ?  The  ends  of  all  the  coils  are 
connected  with  each  other  in  such  a  manner  that  they  form  a  continued 
circuit-     One  coil  is  right-handed,  the  nejct  to  it  left-handed.     If,  therefore, 
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Fig. 


two  adjacent  coils  approach  two  consecutive  magnetic  poles  (opposite  in  kind 
to  each  other),  currents  of  different    directions  would  be  induced;   the  turns 

in  the  coil,  however,  being 
opposite  to  each  other,  the 
currents  will  have  the  same 
direction,  and  each  will  aid 
the  other.  The  current  in- 
duced in  th6se  coils  does  not 
maintain  this  direction  as  the 
rotation  continues,  because 
coil  I  passes  alternately  a  north 
^  pole  and  south  pole,  while  coil 
II  in  a  similar  manner  passes 
alternately  a  south  pole  and  a 
north  pole.  It  follows  that 
the  direction  of  the  induced 
currents  must  alternate.  The 
machine  would  therefore  gene- 
rate alternating  currents  if  it 
were  not  pro\'ided  with  a  com- 
mutator. This  commutator  is 
carried  by  the  shaft,  and  is  of 
the  same  shape  as  that  used 
in  the  Gramme  machine.  It 
consists  of  a  collecting  cylin- 
der, composed  of  forty  pieces 
and  divided  into  five  groups 
of  eight  each  (Fig.  287),  and 
insulated  metal  rings  that  are 
also  fixed  one  behind  the  other 
on  the  shaft  of  the  generator. 
The  coils  which  surround  the 
cores  of  the  magnets  form  a 
continuous  circuit,  and  the 
flat  pole-pieces  are  represented 
in  Figs.  287  and  288,  the 
black  rectangle  standing  for  n 
polarity,  and  white  standing 
for  s  polarity. 

The    armature    coils    are 

wound  on  wooden  cores,  as 

in     the    alternating     current 

generator.     As  the  number  of  the  bobbins  in  the  armature  is  two  less  than 

tlie  number  of  frhe  maenets  attached  to  the  iron  standards,  the  angular  distance 


287.— Commutator  of  Siemens  and  Halske*s  Con- 
tinuous Current  Machine. 


Fig.  288.-- Commutator  of  Siemens  and  Halske*s  Con- 
tinuous Current  Machine. 
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between  the  bobbins  is  greater  than  the  angular  distance  between  the  magnets. 
The  bobbins,  therefore,  do  not  all  arrive  simultaneously  opposite  the  magnetic 
poles.  This  is,  in  fact,  only  the  case  with  two  of  them,  the  others  being  farther 
from  the  poles  they  are  about  to  approach.  The  coils  of  the  armature  form 
a  single  continuous  circuit,  but  the  coiling  changes  in  direction  from  bobbin 
to  bobbin,  the  right-handed  coiling  being  represented  in  the  figure  by  white 
circles,  and  the  left-handed  coiling  by  black  circles. 

All  the  parts  of  the  collector  numbered  i  are  connected  by  wires  with  the 
ring  I  on  the  shaft,  and  this  ring  again  is  connected  with  the  point  of  junction 
No.  I  of  the  two  armature  bobbins  c  and  b  (see  the  letters  in  Fig.  287,  and  lines 
for  the  connecting  wires  in  Fig.  288).  In  like  manner  every  connecting  wire 
of  two  consecutive  coils  of  the  armature  is  similarly  connected  with  fiwo.  portions 
of  the  collecting  cylinder  by  means  of  a  metal  ring.  The  point  of  connection  2 
of  the  two  next  coils  will  then  be  connected  with  all  the  segments  indicated  by 
the  figure  2,  and  so  on.  We  see  from  the  diagram  that  between  every  two  suc- 
ceeding segments  of  one  group  seven  segments  of  other  groups  are  situated.  In 
Fig.  287  the  black  rectangles  and  circles  for  magnetic  poles  and  coils  are  lettered. 
Segments  and  bobbins  rotate  in  the  direction  of  the  arrow  (t,e,  clockwise).  A 
current  of  one  direction  will  be  induced  when  bobbins  of  one  colour  approach 
the  like-coloured  magnetic  pole.  A  current  will  be  induced  in  the  opposite 
direction  when  bobbins  of  different  colours  approach  the  magnet.  Let  us  assume 
that  the  approach  of  bobbins  and  magnets  of  the  same  colour,  both  black  or 
both  white,  brings  about  a  current  in  the  outer  circuit  which  flows  clockwise,  and 
that  the  approach  of  coils  of  a  different  colour  brings  about  a  current  which 
flows  anti-clockwise.  Brushes  which  slide  upon  the  segments  of  the  collecting 
cylinder  at  +  and  -  conduct  the  induced  currents  into  the  outer  circuit. 
The  maximum  strength  of  current  does  not  occur  at  the  same  instant  in  all 
the  bobbins,  but  at  successive  intervals.  In  the  positions  indicated  the 
coils  a  and  e  will  experience  the  maximum  of  the  inductive  influence.  When 
the  coil  a  approaches  the  black  magnetic  field  Nj,  the  current  induced  will  have 
the  direction  anti-clockwise.  The  white  coil  e  approaches  the  white  south  pole 
s^\  hence  the  current  induced  will  flow  clockwise.  We  know  that  the  wire 
terminal  3  of  coil  a  is  connected  with  all  the  segments  having  the  number  3  ; 
one  of  these  now  will  be  connected  with  the  brush,  so  that  the  current  induced 
in  coil  a  will  be  conducted  into  the  outer  circuit.  The  wire  terminal  7  of  coil  e 
is  connected  in  the  same  manner  with  all  the  segments  of  the  collector  marked 
7,  one  of  these  being  in  contact  with  brush  /;  the  current  then  induced  in  coil  e 
clockwise  will  be  conducted  also  to  the  outer  circuit.  The  directions  of 
currents  with  and  against  the  clock  here,  where  one  coil  approaches  a  north 
pole  and  the  other  a  south  pole,  means  the  setting  in  motion  of  positive  and 
n^ative  electricity.  But  the  motion  of  the  two  electricities  in  opposition  to 
each  other  in  one  and  the  same  conductor  constitutes  the  electric  current. 
As  the  rotation  continues  the  coils  which  will  next  experience  the  greatest 
amount  of  induction  will  be  the  coils  b  and/.     The  black  coil  b  approaches  the 


Digitized  by 


Google 


302  Electricity  m  the  Service  of  Man, 

white  south  pole  Sg ;  the  induced  current  is  therefore  anti-clockwise.  Now  a 
segment  of  the  collector  having  the  number  2  comes  under  the  -  brush ;  again, 
then,  negative  electricity  from  the  brush  is  conducted  into  the  outer  circuit.  At 
the  same  time  the  black  coil  /  reaches  the  black  field  N4,  and  the  induced 
current  here  will  flow  clockwise.  Segment  6  is  under  the  +  brush ;  positive 
electricity  then  flows  from  this  segment  into  the  outer  circuit.  The  rotation  may 
be  continued  for  any  length  of  time,  the  same  result  being  thereby  continued — 
1.^.,  positive  electricity  will  be  conducted  by  the  H-  brush  into  the  outer  circuit, 
and  negative  electricity  by  the  -  brush.  The  machine,  therefore,  furnishes 
continuous  currents,  on  account  of  the  arrangement  of  its  commutator. 

The  above  is  the  explanation  of  what  occurs  by  means  of  Ampere's  rule ;  the 
equivalent  explanation  by  means  of  MaxwelFs  rule  is  afforded  by  the  dotted  line 
3  7,  which  divides  the  figure  into  two  halves.  In  the  one  half  differently  coloured 
coils  approach  the  magnetic  fields,  whilst  in  the  second  half  coils  and  magnets  of 
the  same  colour  only  approach  each  other.  The  number  of  lines  of  force 
embraced  by  each  bobbin  \^  increased  positively  for  one  side,  and  negatively  for 
the  other.  The  phenomena  observed  here  are,  therefore,  analogous  to  the 
phenomena  in  the  Gramme  ring;  here  the  magnetic  fields  are  fixed,  whilst  in 
Gramme's  ring  the  current  branches  are  fixed.  From  the  position  in  which  the 
maximum  number  of  positive  lines  is  embraced  by  a  coil  to  the  position  in  which 
the  same  number  of  negative  lines  is  embraced  is  half  a  revolution ;  and,  the 
decrease  of  positive  lines  and  increase  of  negative  lines  being  equivalent,  the 
current  has  the  same  direction  for  this  half-revolution.  As  described  on  p.  248, 
currents  of  opposite  directions  are  induced  in  the  two  halves,  and  where  these 
currents  meet  on  one  side  there  is  a  maximum  potential,  and  where  the  opposite 
currents  meet  on  the  other  there  is  a  minimum  potential,  and  from  these  points 
the  currents  can  be  conducted  away  and  be  united. 

The  machine  we  have  here  described  has  ten  electro-magnets  and  eight 
armature  bobbins.  This,  however,  may  be  varied,  provided  the  number  of  coils 
is  not  the  same  as  the  electros.  We  may  have,  for  instance,  either  n  ox  2n 
bobbins  and  «  -h  2  magneic  fields,  or  «  -h  2  bobbins  and  n  magnetic  fields. 
With  2  n  bobbins  and  «  +  2  magnetic  fields,  there  is  a  special  advantage ;  there 
is  a  more  uniform  pull  of  the  parts ;  there  is  less  sparking  at  the  collector ;  and 
the  action  of  the  machine  is  altogether  smoother. 

This  construction  of  continuous  current  generators  has  certain  advantages 
over  the  cylinder  and  ring  machines.  In  the  former  the  electro-magnets  are 
directly  influenced  by  a  continuous  current,  which  flows  through  its  coils ;  in  the 
latter  machines  one  pole  of  each  magnetic  field  is  influenced  by  induction.  The 
coiling  of  the  wire  in  the  former  machine  is  very  simple,  and  as  changes  of 
polarities  are  avoided,  the  machine  is  not  heated  so  much. 

The  Ferranti-Thomson  Generator. — Fig.  289  represents  the  alter- 
nating current  generator  by  Ferranti-Thomson,  which  is  the  result  of  the  labours 
of  Sir  William  Thomson,  Ziani  de  Ferranti,  and  Alfred  Thomson.  Fig.  290 
shows  the  armature  of  this  machine.     The  shaft  carries  two  blocks  insulated 
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from  each  other,  and  from  the  shaft  between  these  blocks  there  is  a  brass  ring, 
also  insulated,  to  which  at  regular  intervals  the  copper  bands  of  the  armature  aie 
attached.     The  eight  coils  of  the  armature  consist  of  copper  bands  of  31  mil- 


Fig.  289. —The  Ferranti-Thomson  Machine. 


Fig.  290  — The  Ferranti  Armature. 

limetres  breadth  and  175  millimetres  thickness,  all  having  electrically  the  same 
value.  The  bands  are  of  the  same  length,  and  have  the  same  shape.  The 
construction  of  the  armature  is  best  seen  in  Fig.  291.     To  prevent  complication, 
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only  eight  coils  of  four  bands  each  are  arranged.  The  first  copper  band  i 
begins  in  the  curves  a  and  b^  and  is  continued  over  c  and  d^  but  so  that  in  the 
next  coil  it  comes  over  the  second  copper  band  ii,  which  commences  at  curve  r, 
and  for  this  curve  and  the  curve  d  forms  the  lowest  layer.  Copper  bands  i  and 
II  are  continued  together  until  the^r  reach  e  \  here  the  copper  band  in  commences, 
and  forms  the  lowest  layer  for  curves  e  and  /.  The  three  copper  bands  are  now 
continued   till   they   reach   curve  g\    here   the   fourth  and   last  copper  band 


Fig.  291.— Diagram  of  the  Ferranti  Armature. 

commences.  The  curves  ^  and  .4  now  consist  ot  all  the  four  bands.  The 
copper  band  i  ends  at  curve  h,  but  the  three  other  bands  continue  their  way;  at 
curve  b  ends  the  second  band  at  2,  bands  in  and  iv  end  at  3  and  4.  Each 
copper  band  is  conducted  through  all  the  curves  in  such  a  manner  that  it  forms 
the  firet  layer  in  two  curves,  the  second  layer  m  the  two  next  curves,  then 
the  third  layer,  and  finally  the  fourth  layer,  where  it  ends  above  its  starting 
point.  The  same  length  and  a  similar  course  are  obtained  in  this  manner  for 
all  the  bands.  The  several  copper  bands  i^  and  iig,  &c.,  are  insulated  from 
each  other.  The  armature  has  a  diameter  of  09  metre,  and  makes  1,000 
revolutions  per  minute.  Upon  the  shaft  at  both  sides  of  the  armature  two 
collecting  rings  are  fixed.      One  of  these  is  connected  with  a  brass  ring,  the 
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other  is  connected  with  the  ends  123  and  4  of  the  copper  coils.  From  the 
brass  ring,  at  the  points  i  11  m  and  iv,  the  copper  bands  start.  To  connect  the 
different  parts  with  each  other,  solid  pieces  are  used  instead  of  wires.  The 
currents  induced  in  the  copper  bands  are  not  conducted  by  brushes  into  the 
outer  circuit,  but  here  also,  instead  of  brushes,  metal  pieces  are  used,  being 
pressed  by  springs  against  the  rings.  When  we  compare  Fig.  291  with  Fig.  285, 
we  find  that  the  principle  is  practically  the  same.  For  coil  a  (Fig.  291)  the 
surrounding  magnets  s  n  are  shown,  and  the  directions  of  the  current  induced  in 
the  copper  are  indicated ;  band  i^  of  curve  a  is  indicated  by  the  arrows.  The 
remaining  copper  bands  iig  iiij 
and  IV4  of  curve  a  will  have  their 
currents  in  the  same  direction. 
Owing  to  the  arrangement  of  the 
copper  bands,  and  in  conse- 
quence of  the  alternating  ar- 
rangement of  the  surrounding 
magnets,  at  every  moment  during 
rotation  currents  will  be  induced 
in  all  the  curves  passing  in  the 
same  durection  through  the 
armature.  Therefore  one  of  the 
collecting  rings  connected  with 
the  ends  i  11  in  and  iv  will 
receive  from  all  the  coils  elec- 
tricity of  one  kind,  and  the 
other  collecting  ring  connected 
with  1234  will  receive  elec- 
tricity of  the  other  kind.  If  the 
motion  continue,  a  currentless 

interval  will  occur,  and  then  a  current  of  opposite  direction,  and  so  on.  Ferranti 
arranges  the  turns  of  his  armature  in  continuous  order,  whilst  Siemens  divides 
them  into  groups.  In  fact,  the  Ferranti  mode  of  winding  the  armature  had  been 
tried  by  Siemens  and  Halske,  and  the  experiment  led  to  the  construction 
adopted  in  the  alternating  current  machine,  as  the  plan  of  dividing  the  bobbins 
into  groups  seemed  more  advantageous. 

Facing  the  armature  pn  each  side  thirty-two  magnets  are  arranged.  The  iron 
cores  are  cast  in  one  piece  with  a  half-frame  of  the  machine.  The  two  halves 
face  each  other,  and  are  held  together  by  six  horizontal  bolts.  The  coils  of  the 
electro-magnets  are  copper  bars  having  a  section  from  18  to  22  millimetres. 
Fig.  292  shows  the  manner  of  coiling  for  eight  magnets.  The  magnets,  which 
practically  stand  close  together,  are  here  separated  from  each  other,  so  as  to  show 
the  different  curves  more  distinctly.  In  commencing  the  coiling,  copper  bar  i  is 
wound  round  the  first  iron  core,  and  round  the  second  core  in  the  opposite 
direction,  and  so  on  until  it  comes  to  the  last  core,  where  it  ends  at  i.     Upon 


Fig.  292. — Diagram  of  Ferranti's  Electro-Magnet. 
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this  the  second  layer  is  coiled  (ii),  ending  at  2  ;  then  comes  the  third  layer  (iii), 
indicated  by  the  five  dotted  lines  in  the  figure,  ending  at  3 ;  and  the  last  layer 
(iv),  ending  at  4.  The  end  of  the  first  layer  i  is  joined  with  the  end  of  the 
second  layer  2,  and  so  on  through  the  series,  so  that  all  the  layers  together  form 
one  continuous  circuit,  commencing  at  i  and  ending  at  iv.  Practically  the 
layers  would  be  close  together,  of  course.  If  we  follow  the  curves  representing 
the  copper  bars,  we  find  that  the  successive  iron  cores  must  be  surrounded  by 
currents  with  alternate  directions,  and  therefore  the  north  and  south  polarity  must 
constantly  change.  The  electro-magnets  themselves  appear  arranged  in  series,  as 
the  current  has  to  flow  through  all  the  copper  bars,  of  which  there  are  nine.  In 
order  to  insulate  the  different  layers  from  each  other,  at  every  bend  of  the  bars 
insulating  pins  are  placed.  The  current  is  introduced  into  the  coils  of  the 
electros  by  means  of  the  ring  seen  on  the  left  hand  of  Fig.  289,  when  the 
current  will  flow  through  one  series  of  magnets,  then  through  the  second  series 
of  magnets,  and  then  leave  the  field  coils  by  means  of  the  second  ring  of 
the  machine.  By  1,000  revolutions  per  minute  a  current  of  2,000  amperes,  with 
an  E.  M.  F.  of  200  volts,  is  produced.  The  machine  is  intended  to  feed  incan- 
descent lamps,  therefore  its  resistance  is  made  as  little  as  possible. 

In  event  of  damage,  this  machine  is  not  so  easily  repaired  as  the  Siemens 
machine.  The  current  for  the  electro-magnets  is  furnished  by  a  continuous  current 
machine,  in  which  the  magnets  have  the  same  construction  as  in  the  machine 
just  now  described.  The  copper  bars  have  a  cross  section  of  from  37  to  85  milli- 
metres ;  the  armature  consists  of  five  curves,  each  curve  having  four  copper  bands, 
the  breadth  of  which  is  37  millimetres.  The  bands  are  joined  parallel  {ue.  with  a 
quantity  arrangement)  and  are  connected  with  a  peculiarly  constructed  commutator. 
The  armature  makes  from  300  to  400  revolutions  per  minute,  and  furnishes  a 
current  of  800  amperes,  with  an  e.  m.  f.  of  10  volts.  A  published  report  respecting 
a  machine  exhibited  in  London  in  1883  at  the  Aquarium  is  as  follows :  The 
machine  makes  1,900  revolutions  per  minute,  and  is  driven  by  two  leather  belts, 
which  run  with  a  velocity  of  5,000  feet  per  minute.  In  spite  of  the  great  speed 
of  the  machine,  the  320  Swan  lamps  which  the  machine  is  supposed  to  feed 
are  only  indifferently  supplied.  The  light  of  the  lamps  appears  redder  than  that 
of  the  gas  lamps.  The  amount  of  horse-power  bears  no  definite  or  constant 
relation  to  the  effects  produced.  It  is  stated  further  that  the  waste  and  heat 
produced  by  the  machine  are  more  considerable  than  in  most  machines.  It  seems 
that  with  this  machine  the  practical  velocity  has  been  over-reached,  so  that,  not- 
withstanding the  theoretically  correct  construction,  no  practical  success  has  been 
attained. 

The  Gerard  Generator. — In  the  continuous  current  machine  by  Gerard, 
alternating  currents  are  induced  in  the  bobbins  of  the  armature  as  they  rotate 
past  the  magnets ;  the  alternating  currents,  however,  are  converted  into  a  con- 
tinuous current  in  the  outer  circuit  by  means  of  a  commutator.  The  frame  of 
this  machine  is  an  iron  cylinder  (Fig.  293),  at  the  ends  of  which  fork-shaped 
pieces  are  fixed  to  support  the  cast  bronze  bearings  of  the  shaft    The  frame 
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carries  internally  the  four  field  magnets  n,  s,  n^  s^  which  are  furnished  with 
hollowed  soles  or  pole-pieces.  Attached  to  the  steel  shaft  are  also  four  iron 
cores,  in  the  form  of  a  cross,  round  which  the  coils  are  wound ;  two  of  these  are 
visible  in  the  figure  (Fig.  293),  and  are  indicated  by  the  Roman  numbers  i  aiid  iv. 


Fig.  293. — The  Gerard  Machine. 

The  armature,  fixed  to  the  shaft,  thus  consists  of  four  coils,  connected  in  series. 
The  commencement  of  the  first  and  the  end  of  the  last  lead  to  one  of  the 
insulated  portions  of  the  commutator,  of  which  there  are  two.  The  manner  in 
which  these  are  cut  out  is  shown  in  Fig.  294  a,  separately. 

This  figure  is  a  diagram  to  show  the  course  of  the  current  in  a  Gerard 
machine.  At  n  n^  s  s^  there  are  two  loops  of  the  wire  marked  by  continuous 
lines  to  indicate  the  electro-magnets,  and  at  i  11  in  iv  there  are  loops  marked 
by  dotted  lines  to  represent  the  four  bobbins  of  the  armature.     123  and  4 


Digitized  by 


Google 


3o8 


Electricity  in  the  Service  of  Man, 


represent  the  horizontal  sections  of  the  commutator,  and  b  b^  the  brushes,  sliding 
upon  them.  The  arrows  show  the  direction  of  the  current,  which  at  s,  as  south 
pole,  must  be  in  the  direction  of  the  hands  of  a  clock  feeing  us,  or,  as  we  will  call 
it,  clockwise,  at  n  counter-clockwise,  at  Si  clockwise,  and  at  Nj  again  counter- 
clockwise. 

In  Fig.  294  A  that  particular  condition  of  rotation  is  represented  where  the 
bobbin  i  is  just  opposite  the  north  pole  n^,  the  bobbin  11  opposite  the  south 


Fig.  294  A. — Diagram  of  Gerard  Machine. 

pole  s,  the  bobbin  iii  opposite  the  north  pole  n,  and  the  bobbin  iv  opposite  the 
south  pole  Sj.  Hence,  the  direction  of  the  currents  induced  in  the  bobbins  at  the 
corresponding  magnetic  poles  are  opposite  to  those  of  the  magnet  currents ;  that 
is  to  say,  they  have  the  directions  marked  by  the  arrows  in  the  bobbins  i  to  iv. 
Let  us  now  follow  the  currents  through  the  whole  interior  and  exterior  circuit 
of  the  machine,  beginning  at  the  segment  i  of  the  commutator.  The  current 
induced  in  the  armature  passes  from  the  "  commutator  segment "  i,  at  which 
one  end  of  the  bobbin  i  is  fixed,  through  the  brush  b  into  the  windings  of  the 
electro-magnet  s,  thence  into  those  of  the  magnet  n,  round  which  it  flows  in  a 
direction  opposite  to  the  original  direction ;  after  this  it  passes  into  the  windings 
of  the  magnet  s^,  in  which  the  current  resumes  its  original  direction ;  and  finally 
the  current  moves  through  the  windings  of  the  fourth  electro-magnet  n^,  in  the 
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same  direction  as  that  in  which  it  passed  round  n.  After  this  the  current  goes 
through  the  exterior  circuit,  for  lighting  or  other  work,  and  returns  through  the 
brush  b^  into  the  commutator. 

The  "  commutator  segment "  2,  upon  which  the  brush  b^  slides,  is  connected 
with  the  segment  4  ;  thus  the  circuit,  after  passing  through  the  electro-magnets 
and  exterior  circuit,  is  brought  into  the  circuit  of  the  armature.  In  the  armature, 
the  currents  pass  from  the  segment  4  into  the  bobbin  iv,  then  pass  in  succession 
through  the  bobbins  in  11  and  i,  the  wire  ends  of  which,  as  has  been  already 
said,  are  attached  to  the  "  commutator  segment "  i. 

As  the  armature  moves  in  the  direction  of  the  barbed  arrow,  the  positions 
Fig.  294  B,  c,  and  d  will  be  reached.  In  position  b,  coil  i  has  arrived  at  s, 
coil  II  at  N,  coil  ui  at  Sj,  and  coil  iv  at  n^.   In  the  diagram  of  this  and  the  other 


Fig.  294  B. 


Fig.  294  c. 


positions  all  the  turns  of  the  armature  and  magnets  are  left  out,  and  their  posi- 
tions indicated  by  the  respective  figures  or  letters. 

In  the  position  Fig.  294  a,  the  currents  flow  in  the  circuit  of  the  electro-magnets, 
in  the  direction  from  s  over  n  Sj  and  Np  /.^.  clockwise,  as  in  the  outer  circuit. 
In  the  circuit  of  the  armature  the  currents  flow  from  coil  iv  over  in  and  11  to  i, 
i.e,  anti-clockwise.  In  the  position  Fig.  294  b,  the  coil  i  has  arrived  at  s :  the  four 
coils  have  now  reached  the  positions  that  are  opposite  to  those  in  a,  the  currents 
therefore  induced  in  position  b  will  have  the  opposite  direction  to  the  currents 
induced  in  a.  But  owing  to  the  action  of  the  commutator,  the  currents  will  have 
the  same  direction  as  before  in  the  circuit  of  the  magnets  and  the  outer  circuit  a. 
When  coil  i  arrives  at  s,  and  coil  iv  at  n^,  the  commutator  segment  i  comes 
under  the  brush  b^,  and  segment  4  under  the  brush  ^,  and  the  currents  will  flow 
as  follows :  The  currents  induced  in  the  armature  flow  from  coil  iv  into  the 
segment  4,  through  the  contact  spring  into  the  circuit  of  the  magnets,  flowing 
from  s  over  n  and  Sj  to  n^  into  the  outer  circuit  a,  through  brush  b^^ 
and  back  again  to  the  commutator.  In  position  c  coil  i  has  arrived  at  n, 
II  at  Si,  III  at  N,  and  iv  at  s.  The  coils  i  and  iii,  as  in  position  a, 
have  again  a  north  pole  opposite  to  them,  and  the  coils  11  and  iv  a  south  pole. 
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The  direction  of  current  in  the  armature  circuit  must  be  the  same  as  in  position 
A,  ue,  anti-clockwise.  Coil  i  now  stands  opposite  that  north  pole  which  was 
opposite  coil  in  in  a.  The  change  of  ii  with  iv  can  make  no  difference,  as 
both  the  north  poles  and  south  poles  have  the  same  relative  position.  But  the 
position  of  the  commutator  has  changed,  and  the  flow  of  current  in  the  different 
circuits  will  be  as  follows :  The  currents  induced  in  the  armature  reach  segment  i, 
which  is  connected  with  segment  3,  from  there  through  the  spring  b  into  the 
circuit  of  the  magnets,  s  n  Sj  and  Nj  ;  then  through  the  outer  circuit  a,  then 
back  again  to  the  commutator,  through  the  contact  spring  by  We  see,  then,  that 
the  direction  here  for  the  field  magnet's  circuit  and  the  outer  circuit  is  the  same 
as  in  positions  a  and  b.  When  arrived  at  position  d,  the  coil  i  will  stand  opposite 
S|,  II,  N},  III,  s,  and  iv,  n.  The  armature  here  has  the  opposite  position  to  that 
which  it  had  at  b.  The  coils  i  and  11  are  again  opposite  south  poles,  the  coils 
II  and  IV  opposite  north  poles.  The  direction  of  current  in  the  armature  circuit 
will  be  the  same  as  in  b,  i.e.  clockwise.  Segment  2  comes  now  under  brush  ^, 
and  segment  3  under  brush  by  The  flow  of  current  in  the  circuits  will  be 
as  follows  :  Currents  induced  in  the  armature  flow  through  segment  4,  then  in 
succession  to  2,  to  ^,  into  the  circuit  •  of  the  electros  s  n  Sj  Nj,  then  into  the 
outer  circuit,  a,  and  back  to  the  commutator,  through  brush  b^  \  connection  with 
the  armature  coils  is  brought  about  by  segment  3,  upon  which  brush  b^  slides ; 
3  and  I  are  connected  with  each  other. 

All  currents  induced  in  the  coils  of  the  armature  flow  through  the  exterior 
circuit  in  one  direction,  although  the  several  coils  pass  alternately  through  a 
north  and  south  magnetic  field,  changing  the  field  every  fourth  of  a  revolution. 

The  smaller  sizes  have  the  field  magnets  connected  in  series  with  the  bobbins 
of  the  armajture ;  the  larger  ones  with  field  magnets  connected  as  a  shunt  to  the 
armature. 

One  of  these  machines,  weighing  forty-five  lbs.,  and  costing  ;^io,  produces  a 
current  of  ten  amperes,  and  an  e.  m.  f.  of  forty  volts,  when  worked  by  three- 
quarters  of  a  horse-power ;  while  one  weighing  eight  times  as  much,  and  costing 
;^37,  produces  twenty  amperes  at  one  hundred  volts,  and  lights  thirty  incan- 
descent lamps  of  twenty-candle  power  each,  from  a  horse-power  of  three  and 
a  half. 

Gerard's  continuous  current  machine  is  constructed  in  different  sizes,  for 
different  purposes.  The  smallest  (No.  00)  gives  a  current  equal  to  that  of  two 
Bunsen's  cells.  The  next  size  (No.  o),  shown  in  Fig.  293,  furnishes  a  current 
equal  to  ten  Bunsen's  cells.  Size  No.  2  is  intended  to  supply  with  current  five 
arc-lamps,  each  equal  to  500  or  600  standard  candles. 

Gerard's  Alternating  Current  Generator. — The  alternating  current 
machine,  by  Gerard  (or  Soci^t^  anonyme  d'6lectricit^,  is  shown  in  Fig.  295,  and 
\&  very  similar  to  the  machine  by  Siemens  ;  with  this  difference,  that  in  Siemens* 
machine  the  armature  rotates  and  the  electro-magnets  are  fixed,  whilst  in  this 
machine  the  armature  is  fixed  and  the  magnets  rotate.  Upon  the  shaft  a  strong  per- 
forated disc  is  fixed,  and  the  electro-magnets  are  arranged  on  the  circumference  of 
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this  disc.  The  coiling  of  the  magnets  is  the  same  as  in  Siemens*  generator,  i.e,  a 
current  flowing  through  the  coils  makes  the  succeeding  poles  alternately  north 
and  south  magnetic  poles.  An  auxiliary  machine  supplies  the  electro-magnets 
with  their  current.  Within  the  supports,  which  carry  the  bearings  for  the  shaft, 
two  circular  supports  are  fastened  to  the  sole-plate ;  each  of  these  supports  consists 


Fig.  295. — ^The  Gerard  Alternating  Machine. 

of  semicircular  rings,  which  have  their  ends  screwed  well  together.  The  rings 
of  these  side  supports  are  further  connected  by  a  number  of  bars,  so  as  to  give 
greater  firmness.  The  cross  section  of  the  armature  coils,  which  are  fastened  to 
these  circular  supports,  would  be  oval  in  shape,  and  the  wire  ends  of  each  coil  are 
conducted  to  a  board  on  the  top  of  the  machine,  which  is  furnished  with  binding 
screws.  This  arrangement  allows  the  coils  to  be  joined  up  in  different  ways,  so 
that  the  machine  may  be  used  for  different  purposes,  requiring  either  tension  or 
quantity.     Fig.  296  represents  a  still  larger  machine  by  the  same  constructor, 
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which  is  coupled  with  a  Corliss  steam-engine  of  250  horse-power.     Here,  too, 
the  coils  of  the  armature  are  fixed  upon  the  rims  of  two  fixed  wheels,  between 


< 

J 

I 

I 


which  the  wheel  with  the  electro-magnets  forming  the  fly-wheel  of  the  steam-engme 
rotates.  This  machine  is  intended  to  supply  1,000  arc-lamps  or  3,000  incandescents. 
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Gordon's  Generator. — Gordon's  alternating  current  machine  is  still 
larger.  It  was  constructed  by  the  Telegraph  Construction  and  Maintenance 
Company,  Greenwich.  The  electro-magnets  in  this  machine  also  rotate,  whilst 
the  armature  is  fixed.  It  is  represented  in  Fig.  297.  One  half  of  the  figure 
represents  a  cross  section,  the  other  half  an  end  view.     The  shaft  w  moves  in  two 


Fig.  297. — ^The  Gordon  Generator. 


bronze  bearings,  and  carries  in  the  middle  two  lyrought-iron  discs  a,  of  2*67 
metres  diameter.  To  each  of  these  a  flat  cone  b  of  strong  sheet  iron  is 
riveted ;  the  vertex  of  this  is  fastened  to  a  kind  of  nave  n  attached  to  the 
shaft.  The  cone  b  serves  the  purpose  of  stiffening  the  disc  a.  In  the  space 
between  the  nave  and  axle-bearing,  rings  e  are  fixed  upon  the  shaft.  These 
rings  have  grooves  in  them  filled  with  vulcanite,  to  carry  and  insulate  the  contact 
rings  c.  The  rings  c  are  made  of  bronze,  and  are  intended,  together  with  the 
copper  brushes  which  slide  upon  them,  to  conduct  the  current  into  the  electro- 
magnets. The  current  for  this  purpose  is  supplied  by  two  auxiliary  BOrgin 
R  ♦ 
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machines.  Each  of  the  discs  a  carries  on  its  circumference  thirty-two  electro- 
magnets, the  coils  of  which  have  currents  passing  through  them  in  such  a 
manner  that  a  north  and  south  pole  in  the  circle  recur  alternately.     The  magnets 
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are  put  in  series  at  both  sides  of  the  armature  wheel  a.  The  magnet  cores 
are  made  of  wrought  iron  and  penetrate  the  combined  discs,  so  that  one  pole  is 
on  one  side  of  the  disc  and  the  other  pole  on  the  other  side.  The  insulated 
wire  is  wound  on  brass  spools  which  are  slipped  over  the  cores.  Upon  the 
massive  cast-iron  supports,  strong  iron  rings  r  are  fastened,  and  held  in  posi- 
tion by  the  horizontal  bars  h.  At  the  inside  of  each  cast-iron  ring  sixty-four 
induction  coils  f  are  fixed,  and  isu-e  insulated  from  the  ring  by  means  of  wooden 
plates.  The  total  number  of  induction  coils  is,  therefore,  128.  The  coils  are 
grouped  into  two  different  circuits,  to  distinguish  which  the  coils  are  painted 
alternately  red  and  blue.  The  iron  cores  of  the  coils  are  wedge-shaped,  and  the 
insulated  copper  wire  of  the  spools  has  a  cross  section  of  47  millimetres.  The 
coils  are  fixed  by  means  of  their  cores  to  the  iron  rings,  firom  which  they  are 
insulated  by  the  wooden  pieces  mentioned  before.  The  coils  have  the  sides 
facing  the  rotating  magnets  covered  and  protected  by  German  silver  sheets; 
from  which  the  electro-magnets  are  only  three  millimetres  distant.  The  copper 
wires  have  a  double  coating ;  every  coil  is  dipped  in  shellac  varnish,  and  then 
dried  at  a  high  temperature,  and  finally  painted  with  asbestos  paint.  There  are, 
in  all,  128  stationary  bobbins  (64  on  each  side),  and  they  are  acted  on  induc- 
tively by  32  electro-magnets  having  64  poles,  so  that  there  are  twice  as  many 
bobbins  as  magnet  poles.  If  the  machine  had  the  same  number  of  bobbins  as 
electro-magnetic  poles,  the  inductive  action  of  one  bobbin  on  the  next  one 
would  be  so  strong  as  to  materially  reduce  the  efficiency  of  the  machine.  The 
rotating  discs,  with  their  electro-magnets,  weigh  nearly  7  tons.  The  total  weight 
of  the  machine  is  nearly  18  tons. 

On  looking  at  Fig.  298  we  see  that  the  rings  carrying  the  induction  coils 
consist  of  several  pieces ;  the  small  middle  piece  at  the  upper  portion  of  the 
ring,  placed  between  the  two  side  segments,  is  easily  removed,  so  as  to  allow 
the  magnets  to  be  repaired  if  they  become  damaged.  The  following  is  a  pub- 
lished report  of  the  results  obtained  with  this  machine.  The  generator  supplying 
the  electro-magnets  with  current  was  set  in  motion  by  a  5  horse-power  steam- 
engine,  the  current  thus  obtained  being  equal  to  twenty-five  amperes.  The 
large  steam-engine  which  worked  the  alternating  current  machine  required  170 
horse-power — that  is,  for  principal  and  auxiliary  generators,  175  horse-power  were 
required.  The  alternating  current  machine  furnished  a  current  having  a 
potential  ot  103  volts,  and  supplied  1,400  Swan  lamps  in  two  rows.  Each  lamp 
was  estimated  to  have  a  resistance  of  thirty  ohms,  and  to  give  a  light  equal  to 
twenty-two  or  twenty-three  candles.  The  total  resistance  of  the  machine  was 
equal  to  0*0985  ohm,  and  the  resistance  of  the  circuit  to  o'oo6  ohm,  which 
gives  a  current  of  1,030  amperes.  This  amounts  to  180  candles  for  each  horse- 
power. The  proportion  of  electrical  work  done  by  the  alternating  current 
machine,  as  measured  in  the  cylinder  of  the  steam-engine,  was  equal  to  08 16. 

The  Ganz  Generator. — The  steam  light  machine,  by  Ganz  and  Co.,  was 
constructed  by  Mechwart  and  Zipemowsky.  The  generator  that  supplies  the 
electros  with  currenti  the  light  machine,  and  the  steam-engine  are  connected 
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with  each  other  in  such  a  manner  that  all  three  together  may  be  regarded  as 
forming  only  one  machine.  All  the  rotating  portions  are  fixed  to  the  fly-wheeJ 
of  the  steam-engine,  so  that  nowhere  is  any  belt  or  coupling  used.  Figs.  299 
and  300  represent  the  machine  in  perspective  and  in  section.     The  movable 


Fig.  299.— The  Ganz  Generator. 


portions  of  the  machine  are  the  electro-magnets  of  the  alternating  current 
generator,  and  the  Gramme  ring  of  the  auxiliary  machine.  On  the  circumference 
of  the  fly-wheel  B  B  belonging  to  the  steam-engine,  thirty-two  electro-magnets  m 
are  fastened.  These  rotate  so  that  their  shoes  pass  very  close  to  the  induction 
coils  r  r  (also  thirty-six  in  number),  which  are  fastened  to  the  inside  of  the  fixed 
drum  A  A.  The  drum  has  iron  wire  wound  round  it,  and  is  supported  by  an  iron 
frame.     The  current  is  so  conducted  through  the  coils  of  the  electro-magnets 
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that  the  magnetic  polarities  continually  change ;  therefore  alternating  currents 
will  be  generated  in  the  coils  of  the  drum.  The  inducing  machine  consists  of 
the  Gramme  ring  r  Rj  which  is  fastened  to  the  fly-wheel  of  the  steam-engine,  and 


the  inducing  electro-magnets  p  (twelve  inside  and  twelve  outside  the  ring)  come 
close  to  the  ring,  and  are  fastened  to  the  fixed  drum.  The  auxiliary  generator  thus 
takes  up  the  middle  portion  of  the  whole.     The  currents  induced  in  the  Gramme 
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ring  flow  from  commutator  c  through  brushes  to  the  sliding  rings  s  s^,  and  then 
to  the  electro-magnets  of  the  alternating  current  generator.  The  diameter  of  the 
Gramme  ring  is  1*5  metres,  and  the  diameter  of  the  fixed  drum  which  carries  the 
induction  coils  of  the  alternating  current  generator  is  three  metres.  For  the 
light  machine  a  compound  steam-engine  d  is  used.  The  steam-engine  makes 
180  revolutions  per  minute,  and  exerts  150  horse-power.  The  whole  machine 
possesses  only  three  bearings  l.  In  the  event  of  damage  the  drum  may  be 
moved  out  of  its  position  by  means  of  the  wheels  d  a  d,  so  as  to  lay  free  the 
fly-wheel  with  the  electro-magnets  and  the  Gramme  ring.  The  little  wheel  to 
the  left  of  the  drawing  serves  the  purpose  of  adjusting  the  brushes.  This  con- 
nection of  a  steam  and  light  machine  has  the  following  advantages :  no  belt  is 
required  for  transmission,  the  machine  requires  very  little  attendance,  and  the 
bearings  are  not  so  soon  worn  out,  as  they  rotate  with  comparatively  modemte 
velocity.  The  thirty-six  coils  of  the  alternating  machine  are  joined  for  quantity, 
and  have  a  resistance  of  only  0*0039  ohm.  The  thirty-six  electro-magnets 
joined  in  six  circuits  possess  a  resistance  of  0*41  ohm;  the  ring  of  the 
inducing  machine,  with  its  six  brushes  at  the  collector,  has  a  resistance  of  0*165 
ohm,  and  the  twenty-four  electro-magnet  coils  in  the  six  circuits  of  the  inducing 
machine  0*24  ohm.  By  180  revolutions,  and  an  outer  resistance  of  0*038 
ohm,  the  difference  of  potential  at  the  poles*  of  the  altematine  machine  is 
57*6  volts.  Difference  of  potential  between  the  two  brushes  oi  tne  inducing 
machine  =  36*4  volts  (with  outer  resistance  0*24  ohm),  which  gives  for  the 
total  electrical  work  done  140  horse-power,  85  per  cent,  of  which  is  utilised  by 
the  electrical  work.  During  the  exhibition  (Vienna,  1883)  the  machine  supplied 
1,035  incandescent  lamps  (Swan).  According  to  a  report  of  the  "Wiener 
electro-technischen  Vereines,"  this  machine  supplied  current  for  the  lighting  of 
the  exhibition  theatre  during  the  exhibition  without  the  slightest  interruption. 

UNI-POLAR    MACHINES. 

Ball's  Machine. — The  group  of  machines  we  are  next  to  describe  differ 
from  the  foregoing  in  this  respect :  the  conductors  in  which  the  currents  are 
induced  do  not  alternately  pass  different  magnetic  fields,  but  move  in  one  and 
the  same  field.  They  are  termed  uni-polar  machines.  The  uni-polar  machine  by 
Ball  (Fig.  301)  is,  as  regards  plan,  intermediate  between  the  machines  already 
described  and  the  strictly  uni-polar  machines.  Ball's  machine  may  be  con- 
sidered as  a  Gramme  machine  with  differently  arranged  pole-pieces  and  double 
rings,  the  upper  and  lower  poles  not  being  one  under  the  other,  and  each  having 
a  ring  of  its  own.  Upon  the  vertical  side  supports  horizontal  iron  cores  are 
fastened,  as  in  the  Gramme  machine,  and  have  insulated  wire  wound  round 
them  almost  through  their  whole  length ;  the  turns  are  arranged  so  that  when  a 
current  is  passing  similar  poles  come  together  at  the  top  pole-pieces,  and  similar 
poles  likewise  at  the  bottom.  These  electro-magnets,  together  with  the  two  supports, 
constitute  two  horse-shoe  magnets,  the  arms  of  which  are  unequal  in  length,  and 
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the  similar  poles  of  which  face  each  other.  The  two  pole-pieces,  therefore,  have 
opposite  magnetic  polarity.  One  pole-piece  surrounds  the  upper  portion  of  a 
Gramme  ring,  the  other  pole-piece  the  lower  portion  of  a  second  Gramme  ring. 
Each  of  the  Gramme  rings  is  fastened  to  a  separate  shaft,  and  they  move  in 
opposite  directions.  The  machine,  therefore,  resembles  two  coupled  Gramme 
machines,  although  the  rings  are  influenced  at  each  side  by  only  one  magnet 
pole.  In  the  half  of  the  ring  nearest  the  electro-magnet  pole  dissimilar 
magnetism  is  produced,  and  in  the  half  opposite,  similar  magnetism  to  that  of 
the  adjacent  pole.  The  coils,  therefore,  experience  inducing  effects  through 
south  as  well  as  north  magnetism.  That  this  is  so  may  be  seen  by  simply 
adjusting  the  brushes,  which  require  to  be  placed  as  in  the  ordinary  Gramme 


Fig.  301. — Ball's  Uni-polar  Djmamo. 

machine.  Ball's  machine  differs  in  this  respect  from  the  Gramme  machine :  that 
in  the  former,  for  two  armatures,  only  two  magnetic  fields  are  needed,  whilst  the 
Gramme  machine  requires  for  each  armature  two  such  fields.  BalFs  machine  is 
less  heated  than  a  Gramme  of  the  same  power,  as  the  same  quantity  of  wire  is 
wound  upon  two  instead  of  upon  one  ring.  It  seems  that  in  order  to  produce 
two  powerful  poles  in  the  ring  one  magnetic  field  is  sufficient,  and  such  an 
arrangement  has  the  advantage  of  suppressing  Foucault  or  eddy  currents.  Robert 
Sabine,  of  London,  who  has  examined  Ball's  machine,  made  the  following  report : 
Strength  of  current  =  15  amperes,  difference  of  potential  at  the  poles  =  195  volts, 
resistance  of  the  machine  =  4*5  ohms,  when  the  machine  made  from  1,650  to 
1,715  revolutions  per  minute.  The  work  done  by  the  dynamo  machine  =  5 '65 
horse-power,  of  which  392  horse-power  come  to  the  external,  and  1*35  horse- 
power to  the  internal  circuit.  The  total  amount  of  electrical  work  done  =5*27 
horse-power,  which  gives  for  the  total  electric  effect  0*92. 

Conditions    of   Maximum   Induction. — In  the  first  portion  of  this 
work  it  has  been  mentioned,  that  in  order  to  produce  powerful  currents  it  is  not 
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necessary  to  vary  the  strength  of  the  magnetic  fields  in  which  the  conductor 
moves.  For  the  purpose,  motion  of  a  conductor  in  a  magnetic  field  is 
sufficient,  provided  the  direction  of  motion  is  not  the  same  as  the  direction 
which  the  lines  of  force  have,  or  in  the  case  of  a  closed  circuit,  provided  the 
lines  are  not  cut  by  one  side  at  the  same  rate  and  in  the  same  direction  as  they 
are  cut  by  the  other  side.  A  ring  moving  in  a  uniform  field  parallel  to  its'^lf 
would  have  no  current.  The  induction  will  be  most  powerful  when  the  lines 
of  force  are  cut  at  right  angles  in  oj)posite  directions  by  the  two  sides  of  the 
circuit.  When  the  direction  of  motion  of  the  conductor  takes  place  at  right 
angles  to  the  direction  of  the  lines  of  force,   the   direction   of  the  induced 
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Fig.  302. — Siemens*  Uni-polar  Dynamo. 

currents  will  be  at  right  angles  to  the  direction  of  motion.  In  this  case, 
owing  to  this  motion  of  the  wire  through  the  magnetic  lines  of  force,  a 
current  will  be  induced  in  the  wire  which  flows  parallel  to  the  longitudinal 
axis  of  the  magnet.  All  three  directions — viz.,  direction  of  the  lines  of  force, 
direction  of  motion,  and  direction  of  the  length  of  wire — stand  at  right  angles 
to  each  other,  like  the  three  adjacent  edges  of  a  cube.  These  conditions  exist, 
for  instance,  in  Siemens*  drum  armature,  although  the  latter  rotates  in  alternating 
magnetic  fields.  As  the  change  of  poles  is  always  accompanied  by  the  loss 
of  energy,  to  avoid  this  change  of  polarity  as  much  as  possible  seems  advan- 
tageous. That  is  the  reason  why  some  continuous  current  and  alternating  current 
machines  constructed  recently  have  no  iron  cores.  The  armatures  in  the 
machines  by  Elphinstone  and  by  Thomson  are  also  free  from  iron,  although  the 
change  of  current  in  the  armature  is  still  left. 

Siemens'  Uni-polar  Machine. — No  change  of  the  magnetic  field  nor 
change  in  the  direction  of  the  induced  current  takes  place  in   the  uni-polar 
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machine  by  Siemens,  shown  in  Fig.  302.  The  electro-magnet  e  is  fixed  horizontally, 
and  has  at  both  sides  cylindrically  bent  pole-pieces  l  Lj  ;  each  of  the  spaces 
formed  in  this  manner  is  a  magnetic  field  of  only  one  kind.  Split  cylinders 
of  copper,  which  have 
their  bearings  upon  the 
supports  A  and  b,  rotate 
in  these  hollow  spaces, 
and  constitute  the  arma- 
tures. Each  of  the  cylin- 
ders is  made  of  four 
copper  strips,  insulated 
and  parallel  to  the 
longitudinal  direction  of 
the  axis,  and  each  end 
of  these  strips  is  con- 
nected with  one  of  the 
sliding  rings  s  Sj.  The 
brushes  Bj  Bj  conduct  the 
induced  currents  from  the  copper.  The  two  armatures  are  put  into  motion 
by  means  of  the  wheels  r  Rj  and  a  belt. 

In  this  machine  the  copper  strips  of  the  armature  are  always  at  right  angles 
to  the  lines  of  force;  the  direction  of  the  currents  will  therefore  remain  the 


Fig-  303.— Ferraris'  Unipolar  Dynamo. 


Fig.  304. — Ferraris'  Uni-polar  Dynamo. 

same,  as  the  strips  always  rotate  in  one  and  the  same  magnetic  field.  The 
direction  of  the  currents  corresponds  with  the  longitudinal  direction  of  the 
strips,  which  will  be  either  from  left  to  right  or  right  to  left,  depending  upon 
the  direction  of  motion  of  the  armature. 

Although  Siemens'  uni-polar  machine  has  not  yet  been  put  to  practical  use,  it 
has  served  as  a  model  for  the  construction  of  E.  Ferraris'  uni-polar  machine. 
Ferraris,  the  director  of  mines,  in  constructing  this  machine,  aimed  at  supplying 
a  generator  of  electricity  suitable  for  electro-chemical  purposes.  We  shall  take 
this  subject  up  again  farther  on,  with  the  view  of  showing  that  by  utilising 
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electrical  currents  for  chemical  and  metallurgical  purposes  a  vast  field  of  enter- 
prise is  yet  to  be  opened. 

Uni-polar  Machine  by  Ferraris. — The  uni-polar  machine  by  Ferraris 
is  represented  in  Figs.  303,  304,  and  305.  The  machine,  like  that  of  Siemens, 
possesses  two  armatures  which  are  insulated  and  fastened  upon  the  axes  a  x, 
and  consist  of  copper  bars  b  b^  running  parallel  to  the  axes,  the  ends  of  which 
are  screwed  to  the  discs  r  r,  and  are  connected  with  the  rings  which  bear  the 
collectors  c  c.  By  making  the  cylinder  of  separate  bars,  transverse  currents 
are  avoided.  On  one  side  of  the  cylinder  the  bearings  are  connected  by 
the  piece  j,  whilst  on  the  opposite  side  are  the  binding  screws  k  k.  The  copper 
bars  of  both  armatures  may  therefore  either  be  joined  in  series  or  parallel. 
The  binding  screws  k  k  conduct  the  induced  currents  into  the  outer  circuit ; 
with  the  help  of  the  binding  screws  k  k  a  branch  current  may  be  shunted  into 

the  coils  of  the  electro-magnets  e.  As  the 
bearings  cc  are  inserted  in  the  circuit  of 
the  machine,  none  of  the  ordinary  lubricators 
can  be  used,  as  they  would  prevent  the  pas- 
sage of  the  currents ;  this  difficulty  has  been 
overcome  by  using  inside  the  bearings  lubri- 
cators which  consist  of  an  alloy  of  thallium. 
The  electro-magnets  are  flat,  and  are  ar- 
ranged in  the  same  manner  as  in  the  drum 
Fig.  305.— Ferraris' Uni-polar  Dynamo,     machine  of  Siemens;  both  upper  and  lower 

arms  have  their  similar  poles  facing  each 
other,  and  connected  by  means  of  semi-cylindrical  shoes  (Fig.  305);  the 
cavities  of  the  latter,  however,  do  not  face  each  other,  but  are  arranged  on 
opposite  sides.  Each  shoe,  therefore,  surrounds  in  opposite  directions  one- 
half  of  an  armature  cylinder.  .  The  ends  of  the  electro-magnet  arms  which 
are  away  from  the  armatures,  are  connected  by  the  iron  pieces  which 
form  at  the  same  time  the  side  supports  s  s^  of  the  machine.  The  four 
arms  of  the  electro-magnets  and  the  two  side  supports  together  make  up 
two  horse-shoe  magnets,  which  have  their  similar  poles  facing  each  other. 
The  shafts  of  the  armatures  have  at  one  end  the  belt  wheels  r  r,  at  the  other 
end  the  toothed  wheels  f  f,  for  the  purpose  of  transmitting  the  motion 
from  one  cylinder  to  the  other.  The  toothed  wheels  and  the  shaft  being 
made  of  soft  iron,  form  together  a  kind  of  horse-shoe,  or  armature  xffx 
(Fig.  304),  of  the  electro-magnets,  which  causes  concentration  of  the  lines 
of  force.  For  the  same  purpose  the  space  between  the  cylinder  jacket 
and  the  axis  is  partly  filled  up  with  iron  discs.  The  circuit  of  the  mag- 
nets may  be  arranged  as  a  shunt  to  the  circuit  of  the  armatures  by  means 
of  the  clamps  k  k.  Each  magnet,  however,  has  a  commutator,  by  means  of 
which  the  arms  of  the  electrodes  may  be  joined  up  in  series  or  parallel, 
according  as  the  purpose  for  which  the  current  is  to  be  used  requires  ten- 
sion or  quantity.     By  means  of  these  commutators  different  resistances  may 
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End  View  of  Edison's  Disc  Armature. 


be  inserted,  and  the  coils  of  the  magnets  may  be  further  connected  with 
an  auxiliary  machine.  The  machine  may  also  be  used  as  an  ordinary 
dynamo-electrical  machine,  for  its  construction  allows  of  the  separation  of 
the  dissimilar  poles  of  its  magnets  so  as  to  make  room  for  an  armature  of 
either  the  Siemens,  Edison,  or  Biirgin  pattern.  The  upper  cylinder  rotates 
above  one  pole  in  one  direction,  the 
lower  cylinder  below  the  opposite  pole 
in  the  opposite  direction.  Two  of 
these  changes  neutralise  one  another 
so  that  the  three  are  equivalent  to 
one.  Hence  the  currents  induced 
in  the  copper  bars  of  the  upper 
cylinder  must  have  the  opposite 
direction  to  the  currents  in  the 
lower  cylinder.  As  both  are  con- 
nected by  the  piece  s  on  one  side, 
this  piece  and  the  two  cylinders 
form  part  of  the  same  circuit, 
in  which  all  the  induced  currents 
must  have  a  continuous  direction, 
therefore  positive  electricity  will  be 
supplied  from  one  binding  screw /(% 
and  negative  from  the  other. 

Edison's  Disc  Dynamo. — 
We  may  mention  here  one  more 
machine,  for  which  Edison  has  taken 
out  a  patent.  From  a  practical 
point  of  view  this  machine  is  as 
yet  of  no  importance,  but  may  be 
considered  as  the  first  of  a  kind 
constructed  on  the  basis  of  Fou- 

cault's  rotation  apparatus  (page  191).  A  copper  disc  rotating  between  the 
poles  of  a  powerful  magnet  has  the  induced  currents  flowing  in  radial  direc- 
tions. Foucault's  apparatus  is  of  no  use  for  generating  electrical  currents 
for  practical  purposes :  first,  because  not  sufficient  electricity  can  be  pro- 
duced ;  secondly,  because  the  arrangement  for  the  conduction  of  the  in- 
duced currents  at  the  surface  of  the  disc  is  not  of  a  very  practical 
character;  lastly,  transverse  currents  will  make  their  appearance  in  the  solid 
disc.  Edison  has  attempted  to  avoid  these  drawbacks  in  his  machine,  shown 
in  Fig.  306.  Instead  of  using  only  one  horse-shoe  magnet,  he  uses  two,  the 
shoes  or  pole-pieces  of  which  a  Ag  and  b  b^  he  arranges  as  near  each  other 
as  possible.  The  copper  disc  which  has  to  rotate  in  the  powerful  magnetic 
fields  thus  produced  does  not  consist  of  a  solid  disc,  but  is  composed  of 
sixteen  radial  bars  or  spokes  (numbered    i   to  16),  with  an  insulating  sub- 


Fig.  306. — Edison's  Disc  Dynamo. 
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stance  between,  and  connected  at  the  outer  ends  by  concentric  hoops.  When 
thi^  disc  is  made  to  rotate  between  the  poles  of  the  electro-magnets,  currents 
will  be  induced  that  flow  radially,  oscillating  in  two  directions.  As  the  lines  of 
force  in  the  two  magnetic  fields  also  have  opposite  directions,  in  one  half  of 
the  disc  their  direction  will  be  centripetal,  in  the  other  half  centrifugal  In 
order  to  conduct  away  the  currents  induced  in  the  copper  strips,  their  inner  ends 
are  connected  with  a  commutator,  while,  as  we  have  said,  their  outer  ends  are 
connected  with  eight  copper  hoops,  insulated  from  each  other  in  such  a  manner 
that  the  whole  armature  represents  a  closed  circuit.  The  currents  in  the  two 
armatures  are  induced,  as  in  the  Gramme  ring,  in  parallel  branches.  In  this 
armature,  however,  no  continued  change  of  the  magnetic  polarities  takes  place, 
as  no  magnetism  is  induced.  The  avoidance  of  the  change  of  polarities  in  the 
armature  is  certainly  an  improvement  Yet  Edison's  machine  can  only  be 
regarded  as  an  interesting  experiment 

CONSTRUCTION  AND  WORKING  CONDITIONS  OF  MACHINES 

Difficulties  of  Classification. — Our  subject  is  for  from  being  exhausted 
by  the  description  of  the  foregoing  machines.  We  have  purposely  paid 
attention  only  to  those  machines  that  show  marked  differences  as  regards 
the  principles  on  which  they  are  constructed,  mechanical  execution,  etc. 
It  is  not  possible  to  secure  a  rigorous  classification,  as  the  distinguishing 
features  of  the  different  types  are  not  sufficiently  independent.  Machines, 
for  instance,  may  be  divided  into  continuous  current  machines  and  alternating 
current  machines.  But  in  this  case  the  alternating  current  and  continuous 
current  machines  of  Siemens  would  have  had  to  be  treated  separately,  which 
would  scarcely  seem  desirable,  on  account  of  their  similarity.  Again,  the 
cylindrical  and  drum  machines,  and  likewise  those  which  are  provided  with  the 
Pacinotri  or  a  similarly  constructed  ring,  also  generate  alternating  currents,  and 
the  introduction  of  a  commutator  is  sufficient  to  cause  the  currents  to  flow  in 
the  same  direction  through  the  exterior  circuit. 

In  the  unipolar  machine  of  Ferraris,  all  the  conditions  of  a  continuous 
current  machine  are  satisfied.  It  would,  for  this  reason,  not  be  satisfactory 
to  group  machines  according  as  they  are  magneto-electric  or  dynamo-electric, 
as  electro-magnets  of  one  and  the  same  machine  may  be  induced  in  different 
ways,  according  to  the  work  required  of  the  machine. 

Recapitulation  of  Common  Features. — We  will  now  trace  certain 
points  of  resemblance  in  all  these  machines,  and  show  their  agreement  with 
certain  general  laws.  We  will  then  examine  the  differences  that  make  one  par- 
ticular kind  of  machine  more  suitable  for  any  given  kind  of  work  than  another. 

All  dynamos  agree  with  the  law  that  the  induced  currents  in  all  cases  of  electro- 
magnetic inductions  hcn*e  such  a  direction  that  their  reaction  tends  to  stop  the 
motion  that  produces  them  (I^nz's  law). 

In  all  machines  the  generation  of  electric  currents  \&  effected  by  the  wires  not 
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containing  currents,  and  magnet  fields,  constantly  changing  their  relative  positions, 
by  means  of  one  portion  of  the  machine  (armature  or  electro-magnets)  being 
kept  in  motion.  In  all  cases  the  electric  currents  are  supplied  as  the  equivalent 
of  the  mechanical  work  done  by  the  motor  which  keeps  the  current  machine 
in  motion,  less  a  certain  percentage,  varying  in  different  machines,  which 
is  unavoidably  lost  or  dissipated.  Little  power  is  required  to  set  an  electric 
machine  in  motion  and  to  maintain  it  in  motion  when  the  dynamo-electric 
principle  is  satisfied,  and  the  outer  circuit  is  unbroken.  Where  the  exterior 
circuit  is  broken,  the  dynamo-electric  n^achine  is  unable  of  itself  to  produce 
any  currents  at  all,  as  the  currents  induced  in  the  armature  by  the  residual 
magnetism  would  be  so  weak  as  to  be  prevented  by  the  intermission  of  the 
circuit  from  flowing  into  the  coils  of  the  electros.  In  the  case  of  a  machine 
furnished  with  permanent  steel  magnets,  or  with  electro-magnets  which  are  fed 
from  an  indep>endent  source  of  electricity,  currents  are  generated  in  their  arma- 
tures even  when  the  outer  circuit  is  interrupted.  In  order  to  maintain  the  motion 
of  these  machines  with  a  closed  outer  circuit,  a  much  greater  expenditure  of 
power  is  required.  We  may  easily  convince  ourselves  that  this  is  the  case  by 
making  experiments  with  little  hand  machines  of  this  kind ;  we  shall  find  that 
for  the  first  few  turns  of  such  a  dynamo-electric  machine  very  little  exertion  is 
required,  but  this  exertion  has  to  be  increased  in  proportion  as  the  strength  of 
the  current  increases.  This  proves,  then,  that  by  generating  currents  in  the 
armatiure,  an  opposing  force  is  called  into  existence,  and  tends  to  retard  the 
rotating  parts  of  the  machine. 

Let  us  now  consider  the  resistance  produced  by  the  machine  itself  In  all 
dynamos,  either  the  bobbins  move  in  the  presence  of  magnetic  poles,  or  magnets 
move  in  the  neighbourhood  of  coils  in  which  currents  circulate.  We  know  that  the 
coil  and  magnet  will  either  attract  or  rei>el  each  other,  according  as  the  ampere 
and  induced  currents  are  opposite  or  parallel  as  regards  their  directions.  An 
action  and  reaction,  therefore,  take  place  in  every  machine  between  the  fixed 
and  rotating  portions.  There  are  only  two  cases  possible :  The  generated  force 
will  either  tend  to  move  the  rotating  portion  in  the  direction  in  which  it  is  moved 
by  the  moving  power — e,g.  the  steam-engine — or  this  force  will  tend  to  move  the 
rotating  portion  in  the  opposite  direction.  In  other  words,  it  either  assists  or 
opposes  the  motor.  Whether  the  one  or  the  other  takes  place  we  can  ascertain 
from  the  diagram  of  the  machine,  as  we  have  already  done  in  the  case  of  the 
Gramme  ring.  In  fact,  experience  derived  from  mechanical  observations 
of  other  kind  tells  us  that  the  generated  force  must  oppose  the  motion.  If 
this  were  otherwise  the  machine  once  started  would  require  no  external  moving 
power  to  sustain  its  motion — a  result  which  would  be  contrary  to  the  mechanical 
law  that  "  perpetual  motion  is  impossible."  This  retarding  force  will  occur  in 
every  machine,  whatever  its  construction  may  be.  We  shall  find  that  in  the 
conductors  or  portions  of  the  conductors  which  are  brought  near  a  magnetic 
pole,  currents  are  produced  which  are  opposite  to  the  direction  of  the  ampere 
currents  of  the  magnetic  pole,  and  hence  these  currents  will  be  repelled  by 
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this  pole.  Conductors  moving  away  from  a  magnetic  pole  will  have  the 
direction  of  their  induced  currents  parallel  to  the  ampere  currents  of  that 
pole;  the  latter,  therefore,  will  try  to  retain  the  conductor — 1>.,  the  whole 
system  is  influenced  by  a  force  which  tries  to  move  it  in  a  direction  opposite  to 
the  direction  it  is  moved  by  the  outer  force.  This  will  explain  why  an  electric 
machine  requires  a  constant  supply  of  motive  power  to  keep  it  in  motion,  and 
how  it  is  that  the  amount  required  will  vary  proportionally  to  the  current  pro- 
duced by  the  machine.  We  hardly  need  remark  that  a  portion  of  the  work 
done  by  the  motor  is  used  for  overcoming  the  friction  in  the  different  parts  of 
tie  machine,  etc.  The  greater  portion  of  the  work,  however,  is  converted  into 
electricity  by  overcoming  the  force  of  attraction  or  repulsion  between  the 
movable  and  fixed  portions  of  the  machine.  This  force  of  attraction  (or 
repulsion)  manifests  itself  as  long  as  the  machine  is  in  motion,  becoming  stronger 
or  weaker  in  the  same  proportion  as  the  current  alters  its  strength ;  work,  there- 
fore, will  be  done  by  the  electric  machine,  and  the  amount  of  work  will  vary  with 
the  increase  or  decrease  of  current.  The  behaviour  of  the  electric  machine 
gives  a  beautiful  example  of  the  law  of  the  conservation  of  energy,  which 
tells  us  that  the  work  done  by  any  machine  will  be  proportional  to  the  work 
expended  on  it. 

Ohm's  Law  applies  to  all  Machines. — We  know  the  law  which 
determines  the  strength  of  any  current  produced  by  a  machine.  Whenever 
there  is  a  difference  of  potential  e  between  two  points  connected  by  a  conductor 
of  resistance  r,  no  matter  by  what  process  e  is  produced,  the  current  c  in  the 

conductor  will  be  given  by  Ohm's  law,  c  =«  5.     In  order,   then,  to  calculate 

the  strength  of  the  current,  it  is  necessary  to  know  the  e.  m.  f.,  and  also  the  total 
resistance.  We  must  inquire,  therefore,  upon  what  conditions  these  two  factors 
depend.  The  e.  m.  f.  force  must  be  the  greater,  the  greater  the  induction  in  the 
wires;  it  must  depend,  therefore,  upon  the  strength  of  the  magnets  and  the 
distance  of  the  magnet  poles  from  the  coils.  The  e.  m.  f.  will  be  increased 
when  the  strength  of  the  magnets  is  increased,  and  when  their  distance  from  the 
coils  is  diminished.  In  constructing  a  machine,  therefore,  care  ought  to  be  taken 
that  magnets  and  armature  are  as  close  as  possible  to  each  other.  Machines 
possessing  steel  magnets  the  strength  of  which  remains  constant  will  also  have 
the  E.  M.  F.  constant.  The  e.  m.  f.  will  also  remain  constant  when  the  magnetism 
of  the  machine  is  induced  by  an  independent  source  of  electricity.  Just 
as  the  e.  m.  f.  of  a  galvanic  battery  depends  not  only  upon  the  difference  of 
potential  between  the  bodies  brought  into  contact,  but  also  upon  the  number  of 
such  contacts — />.,  the  number  of  elements  joined  to  each  other — the  e.  m.  f. 
of  a  machine  will  vary  with  the  number  of  turns  in  the  armature.  Other 
conditions  being  equal,  the  e.  m.  f.  is  directly  proportional  to  the  number  of 
turns  in  the  armature  coils.  The  e.  m.  f.  of  an  induced  current,  as  we  know, 
is  greater  the  faster  the  current  moves ;  the  e.  m.  f.  of  a  machine,  then, 
will  be  greater,  the  greater  the  velocity,  and  will  also  be  directly  proportional 
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to  the  number  of  revolutions  the  machine  makes  in  a  given  time.  The  e.  m.  f. 
of  a  magneto-electric  machine,  t\e,  a  machine  that  possesses  steel  magnets,  or 
the  magnetism  of  which  is  induced  by  an  independent,  but  constant,  source  of 
electricity,  will  depend  only  upon  the  intensity  of  magnets,  number  of  turns  in 
the  coils,  and  velocity.  We  will  now  express  these  conditions  by  means  of  an 
equation. 

Relation  of  Speed  and  E.  M.  F. — Faraday's  principle  and  MaxufelPs 
rule  give  us  an  easy  method  of  taking  account  of  the  intensity  of  the  magnetic 
field,  no  matter  how  it  is  produced.  Let  m  be  the  intensity  of  the  field,  then  we 
imagine  m  lines  of  force  to  be  drawn  through  a  unit  of  area  all  over  the  field 
where  this  is  the  intensity.  Let  a  single  coil  of  area  a  rotate  about  an  axis  at 
right  angles  to  the  direction  of  the  lines  of  force,  then  the  number  of  lines 
passing  through  the  ring  has  a  maximum  of  m  a  and  minimum  of  o. 

If  the  area  starts  with  its  plane  parallel  to  the  lines  of  force,  in  the  first 
quarter  of  a  revolution  m  a  lines  are  taken  in  positively.  In  the  second  quarter 
of  a  revolution  m  a  lines  are  taken  out.  In  the  third  quarter  of  a  revolution  m  a 
lines  are  taken  in  negatively.  In  the  fourth  quarter  of  a  revolution  m  a  lines  are 
taken  out. 

Hence,  the  average  electromotive  force  for  one  revolution  is  4  m  a,  and  if 
there  are  n  revolutions  per  second,  and  e  be  the  average  elertromotive  force, 

E  =  4  «  M  A. 

This  formula  is  also  true  for  a  coil  of  any  number  of  loops  it  a,  instead  of 
being  the  area  of  one  loop,  is  the  sum  of  the  areas  of  all  the  loops. 

Let  E  be  the  whole  electromotive  force,  and  let  e  be  the  difference  of  potential, 
or  the  electro-motive  force  between  the  terminals  to  which  the  exterior  circuit 
is  attached.  Then  e  is  less  than  e,  for  part  of  the  electromotive  force  is  ex- 
pended in  overcoming  the  resistance  in  the  armature. 

Let  R  be  the  resistance  of  the  outer  circuit,  and  r  that  of  the  armature,  also 
let  c  be  the  strength  of  a  current.    Then  Ohm's  law  gives  us  : 

E  =  ^    (r  -h  r) 
e  :=  c      R 
and  therefore     e     :    ^     :  :    r  +  r     :    r ; 

R  +  ^)^  A  4A«MR 

or  e  =  —  - — ^ .  and  e  =  ~ . 

R  R+r 

The  Efficiency  of  a  Magneto  Machine. — From  the  analogy  of  the 
steam-engine,  the  ratio  of  the  energy  given  out  by  the  machine  to  the  whole 
energy  which  it  consumes  is  termed  the  electric  efficiency.  Some  of  the  energy  is 
absorbed  in  the  interior,  so  that  the  useful  energy  of  the  exterior  circuit  is  less 
than  the  whole.  The  energy  yielded  per  second,  measured  in  watts,  is  for  the 
whole  circuit  c  (amperes)  x  e  (volts),  and  for  the  exterior  circuit  c  (amperes) 
X  e  (volts). 
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useful  energy         ^  ^  _  £  _    _3 
Hence  the  electric  efficiency  =    ^oUl  energy    ^CE-E-R+r* 

But  the  total  energy  developed  in  the  machine,  both  usefuf  and  useless,  may  not 
be  equal  to  that  of  the  steam-engine  driving  it,  hence  we  must  distinguish 

between 

gross  electrical  energy   

the  gross  efficiency    =  ^^^rfTdone  by  the  driving  engine' 

useful  electric  energy 
and  the  net  efficiency  =  work  done  by  the  driving  engine ' 

If  the  horse-power  of  the  engine  per  second  is  w,  that  reduced  to  watts  is 
746  w;  hence  ^^ 

gross  efficiency  =    -~^-^ 

net  efficiency  =  ^^^' 

and  therefore  net  efficiency  =  gross  efficiency  x  electrical  efficiency. 

The  Series  Dynamo. 

Here  also  e  =  4  «  am, 

but  M  depends  on  (or  is  a  function  of)  the  strength  of  current  c,  and  the  total 
resistance  (outer  circuit  R,  armature  r,  and  magnet  coil  m).  It  also  depends  on 
the  quality  of  the  iron  core  and  the  size  and  shape  of  the  magnets.  When  the 
magnets  are  not  worked  in  a  strength  near  the  point  of  saturation,  m  varies  as  c 
varies,  and  we  may  introduce  this  fact  into  the  equation  in  the  following 
manner.     By  combining  the  equation  with  Ohm's  law,  we  have 

_  E  __  4  A  ;i  M 
~  R  ~        R 

The  fact  that  the  effective  magnetism  or  strength  of  field  m  alters  with  the 
current  is  expressed  by  writing 

M  =  a  function  of  c  or  =  /  (c). 

c  _4  A« 
Andas---  ^    , 

therefore ^r(^=-j-  • 

Here  the  4  a  is  constant  for  the  same  machine,  and  therefore  -  is  a  function 

of  c.  If  we  could  determine  what  function,  and  solve  the  equation  for  c, 
we  should,  of  course,  obtain  c  on  one  side  of  the  equation  and  terms  involving 

-  on  the  other.    That  is  to  say,  we  should  have  c  as  a  function  of  -  •    There- 

R  R 

fore  the  strength  of  the  current  is  only  a  function  of  the  ratio  of  the  number  of 
rotations  per  second  n  to  the  toted  resistance  r. 
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We  now  have  three  equations  connecting  five  quantities  : 

1.  Ohm's  law  e  =  c  r. 

2.  The  magnetic  equation  e  =  4  a  «  m. 

3.  The  current  equation      c  =  a  function  of 


4  A  » 


Graphic  Diagrams. — In  order  to  estimate  the  efficiency  of  a  machine, 
the  best  means  is  to  plot  out  a  diagram  of  measurements  on  squared  paper, 
ue.  to  make  a  graphical  representation  of  the  quantities  which  are  characteristic 
of  the  machine.  This  plan  can  be  adopted  whenever  there  are  two  quantities 
that  vary  together,  so 
that  one  may  be  said  to 
be  a  function  of  the 
other.  Now  we  have 
several  equations  which 
furnish  us  with  such 
quantities,  so  that  we 
may  draw  several  curves 
for  any  machine.  We 
might,  for  instance,  plot 
out  a  curve  on  the  basis 
of  Ohm's  law.  For  this 
purpose  the  machine 
would  have  to  be  set  in 
motion  and  regulated 
so  that  it  rotates  with  a 
uniform  speed,  and  de- 
terminations would  have 
to  be  made  for  a  certain 
number  of  revolutions. 
The  resistance  in  the  outer  circuit  may  be  increased  in  succession  by  half  an  ohm, 
the  strength  of  the  current  (c)  and  the  difference  of  potentials  (e)  for  the  same 
speed  being  measured  with  each  resistance.  A  graphical  representation  for  the 
variations  of  potentials  is  thus  obtained  for  resistances  of  0*5,  i,  1*5,  2,  etc.,  ohms. 
The  resistances  are  marked  along  the  line  a  x  (Fig.  307),  and  the  potentials  on 
the  line  a  y,  which  is  drawn  perpendicular  to  a  x.  If  now  the  points  thus  plotted 
out  be  joined,  as  shown  in  the  figure,  the  curve  a  d  will  represent  graphically  the 
potentials  for  different  resistances.  The  point  a  has  been  determined  in  the  fol- 
lowing manner  :  By  a  resistance  of  0*5  ohm  and  the  desired  speed,  the  difference 
of  potentials  was  taken,  and  happened  to  be  i*.  From  the  point  i*  in  the 
line  A  Y  a  straight  line  (or  ordinate)  i'  a  is  drawn,  and  from  point  0*5  in 
the  line  a  x  the  straight  line  or  abscissa  0*5  a  is  drawn.  At  a,  where  the  two 
lines  cut  each  other,  a  point  of  the  curve  is  obtained.  As  many  more  points 
ot  the  curve  as  are  required  may  be  obtained  in  a  similar  manner. 


Fig.  307. — Diagraips  for  a  Dynamo-Electric  Machine. 
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There  are  three  other  curves  represented  in  the  figure,  having  for  abscissae 
in  all  cases  the  successive  resistances. 

Curve  /  has  for  ordinates  strength  of  currents. 
Curve  V  has  for  ordinates  the  utilised  resistances. 
Curve  id  has  for  ordinates  the  ratio  of  c  to  e. 

From  these  curves  the  efficiency  of  a  dynamo-electrical  machine  may  be 
determined.  We  find,  for  instance,  id  has  its  maximum  (/>.  the  curve  has  the 
highest  point)  when  the  utilised  resistance  (for  instance,  the  inserted  lamps)  is 
equal  to  half  the  total  resistance. 

Much  may  be  learnt  of  the  theory  of  machines  in  general,    as   well   as 
of  the  qualities  of  a  particular  machine,  by  a  study  of  two  of  these  curves 

together.  The  general 
method  of  representing 
the  theory  by  means  of 
graphic  diagrams  was 
developed  by  Professors 
Ayrton  and  Perry,  and 
has  been  worked  out  by 
Frohlich  and  by  Deprez. 
As  the  curves  are  drawn 
from  observation  and 
actual  measurements, 
they  serve  both  as  checks 
and  illustrations  of  con- 
clusions arrived  at  by 
means  of  mathemati- 
cal analysis,  and  have 
led  to  other  conclu- 
sions which  are  not 
to  be  found  by  other 
means. 
Frohlich's  Current  Curve. — We  may  plot  out  a  curve  in  connection 
with  each  of  the  equations  above,  by  taking  horizontal  distances  for  different 
values  of  one  of  the  two  quantities  involved,  and  vertical  distances  for  the 


Fig.  308. — Frohlich's  Current  Curve. 


with  c  and   - 


corresponding  values  of  the  other  quantity.     When  we  do  this 

in  the  third  equation  we  obtain  Frohlich' s  Current  Curve.  To  get  this  curve 
we  work  the  generator  under  investigation  at  as  many  different  rates  as  possible, 
inserting  varied  resistances  and  measuring  the  respective  quantities  of  current. 

We  then  determine  the  ratio    *  for  each  value  of  c     We  set  off  the  first  on 

the  horizontal  line  of  reference,  and  the  second  c  on  the  vertical  line  ol 
reference  in  the  way  already  described. 
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Now  the  current  curve  for  a  good  machine,  such  as  the  Siemens  generators, 
takes  a  form  such  as  that  in  Fig.  308.  For  the  portion  of  its  course  within 
the  limits  of  currents  of  medium  strength  it  is  nearly  a  straight  line.  For 
this  portion  we  may  replace  the  current  curve  in  the  figure  by  the  line  a  b, 
and  we  then  find  the  theory  of  the  machine  much  simplified. 


Let  c  D  =  c, 

OD  =  4 . 

and  o  A  =  tf . 


o  D  =  4  A  - , 


CD 

Now  —=  the  tangent  of  angle  a.     Let  this  be  called  m.    Therefore 


c  D  =  »i  A  D  =  m  (0  D  -  0  a). 
Therefore  c=/;;(  4  a  -  —  a); 


an  equation  which  will  be  true  for  currents  neither  very  weak  nor  very 
strong.  Now  a  curious  result  follows  at  once  from  this.  As  long  as  n,  the 
number  of  rotations  per  second,  is  not  too  small,  there  will  be  a  current ;  but 

when  is  not  greater  than  a,  the  machine  does  no  work.     How  is  this  ? 

It  is  because  with  a  small  number  of  rotations  the  strength  of  current  produced 
is  not  enough  to  give  the  field  magnets  a  strength  of  magnetism  exceeding 
the  residual  magnetism. 

The  revolutions  the  generator  makes  during  the  "  start,"  and  during  which 
no  effective  current  is  generated,  are  called  "dead  revolutions."  Hence, 
the  constant  a  determines  the  "  dead  revolutions ''  of  the  armature. 

The  current  curve  exhibits  the  qualities  of  a  machine,  and  the  greater 
the  number  of  observations  plotted  to  draw  it,  the  more  exact  will  be  the 
record.  With  a  current  curve  and  the  three  equations  above  referred  to, 
all  the  circumstances  of  the  action  can  be  determined. 

If  it  be  known  that  a  machine  within  certain  limits  gives  a  line  nearly  straight, 
then  it  is  sufficient  to  make  two  sets  of  observations  measuring  the  speed  and 
current  at  two  conditions  within  these  limits.  These  will  determine  two  points 
on  the  line,  and  give  us  the  tangent  of  its  inclination  m  and  the  point  at 
which  it  cuts  the  horizontal  line  of  reference  or  the  length  a. 

Comparison  of  Magneto-Electric  Machines  and  Dynamo-Elec- 
tric Machines. — With  a  magneto-electric  machine  the  strength  of  current  is 

n 
c  =  4AM—  • 

With  a  dynamo  machine  it  is 

If  the  current  curves  be  drawn  for  both  machines,  c  being  the  ordinate  and  -the 
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abscissa,  the  first  will  give  a  straight  line  from  the  origin  o,  the  second  a  straight 
line  from  a  point  a  in  the  horizontal  axis  (Fig.  308).  The  current  with  the 
dynamo  will  grow  more  rapidly  than  that  of  the  magneto  machine,  as  the  speed 
increases,  and  the  lines  for  the  two  machines  will  therefore  intersect ;  that  is  to 
say,  there  is  a  speed  for  the  two  machines  at  which  they  give  equal  currents. 

If  the  curves  showing  the  relation   between  the  strength  of  current  and 
the  resistance  be  drawn  for  both  machines,   each  of  the  two  curves   will 

resemble  that  in  the 
figure,  and  will  cut  each 
other  at  that  resistance 
for  which  both  machines 
give  the  same  strength 
of  current.  The  curves 
show  that  the  effect  of 
the  "dead  rotations" 
is  to  cause  the  dynamo 
machine  to  be  much 
more  sensitive  to  varia- 
tions in  resistance  and 
velocity  than  is  the 
magneto  machine. 

Frohlich's  theory 
makes  use,  as  a  foun- 
dation, of  the  so-called 
current  curve  which 
represents  the  connec- 
tion between  the  strength 
of  the  current  and  the  velocity  of  rotation  of  the  armature  of  the  machine. 

Deprez  also  starts  from  a  similar  curve  to  the  curve  d  in  Fig.  307,  and 
which  he  calls  the  "  characteristic  curve." 

Marcel  Deprez's  Characteristic  Curve. — Take  a  dynamo  machine 
and  magnetise  the  field  magnets  by  a  current  from  another  machine,  i.^.  let 
it  be  separately  excited.  Rotate  the  armature  at  a  definite  speed,  and  measure 
the  electromotive  force  produced.  If  the  exciting  current  round  the  field 
magnets  be  varied,  the  strengths  of  the  magnetic  field  will  be  correspondingly 
varied,  and  a  given  electromotive  force  e  at  the  terminals  of  the  armature 
will  correspond  to  each  intensity  c  of  the  exciting  current.  During  these 
changes  the  speed  of  rotation  of  the  armature  is  supposed  to  be  constant. 
If  we  now  plot  the  difierent  values  of  c  in  the  exciting  circuit,  and  e  in  the 
induced  circuit,  in  the  manner  already  described,  a  curve  termed  Deprez's 
characteristic  curve  connecting  these  qualities  will  be  obtained,  the  form  of 
which  depends  on  the  construction  of  the  machine. 

If  we  now  arrange  the  machine  as  a  series  dynamo,  by  connecting  the 
armature  and  field  magnets  in  series,  then  we  obtain  the  characteristic  curve 


Fig.  309.—  Deprez's  Characteristic  Curve. 
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under  the  condition  that  the  current  produced  is  the  same  as  that  which  excites 
tie  field  magnets.  The  curve  a  f  d  when  once  constructed  for  any  definite 
speed  enables  us  to  find  the  particular  value  of  the  current  represented  by 
A  E,  which  corresponds  to  a  given  e.  m.  f.  represented  by  e  f. 

Deprez's  Theory  of  the  Dynamo  Machine. — If  the  electromotive 
force  E  and  the  strength  of  current  c  are  known,  the  resistance  can  be  deter- 
mined by  Ohm's  law  thus  from  the  curve  a  G  c  in  Fig.  309  : 

E         GE 

E  =  cxR,orR  =  -=  -— :  =  tan  G  A  E. 

C  A  E 

Thus  the  total  resistance  is  expressed  by  the  tangent  of  an  angle  which  can 
be  graphically  constructed. 

In  a  similar  manner  by  means  of  these  graphic  methods  all  problems 
relatmg  to  dynamo  machines  may  readily  be  solved.  If,  for  example,  we 
start  with  a  definite  resistance  and  gradually  diminish  it,  the  line  a  g,  the 
inclination  of  which  measures  the  resistance,  will  have  to  be  drawn  at  a 
gradually  diminishing  inclination  to  o  x,  in  the  direction  ac.  On  comparing 
the  values  of  ge  for  different  positions  of  g,  it  will  be  seen  that  the  value 
of  E  at  first  increases  rapidly,  then  more  slowly,  and  finally  remains  constant. 

If  we  now  increase  the  resistance  the  line  a  g  approaches  the  vertical  ajds, 
and  will  cut  the  curve  nearer  and  nearer  the  origin  a,  and  at  the  position  a  n 
will  be  a  tangent  to  the  curve  at  the  origin.  With  this  resistance  in  circuit, 
represented  by  this  limiting  position,  the  machine  will  not  produce  a  current 
at  all. 

We  have  previously  considered  the  velocity  of  rotation  to  be  constant, 
and  the  characteristic  curve  thus  obtained  is  only  true  for  this  particular  velocity 
V,     In  order  to  obtain  a  similar  curve  for  a  velocity  Vi  it  is  only  necessary 

to  multiply  the  vertical  distances  e  by  -^.  This  is  based  on  the  assumption,  which 

is  only  true  within  small  limits,  that  the  values  of  the  e.  m.  f.  are  proportional 
to  the  velocities.  If  we  know  the  characteristic  curve  for  a  velocity  v  and 
require  to  know  the  e.  m.  f.  ^  and  strength  of  current  c,  for  definite  resistance 

R  and  a  velocity  Vi  we  proceed  thus :  Let  -*  =  k,  then  e  =  k  ^,  and  therefore 

K  € 

c  =  — .     c  corresponding  to  the  resistance  R  for  the  velocity  Vi  is  thus  obtained 

by  determining  the  strength  of  current  for  the  resistance  -  in  the  curve  for  the 

velocity  v.  An  E.  m.  f.  e  corresponding  to  this  current  c  for  the  velocity  v^ 
has  to  be  multiplied  by  k  to  obtain  the  electromotive  force  e  for  v, 

A  very  important  problem  is  the  determination  of  differences  of  potential 
between  any  two  parts  of  the  current  circuit  which  are  separated  from  each  other 
by  a  definite  resistance.  Let  the  total  resistance  be  r,  and  the  resistance  of  the 
part  of  the  circuit,  the  difference  of  potential  of  which  is  to  be  determined,  be  r. 
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Draw  the  lines  am  +  a  l  so  that  the  tangent  of  m  a  x  and  the  tangent  of  l  a x 
represent  the  resistances  r  and  r  respectively.     Then 

MK  =  AK  X  tanMAK  =  C  X  R. 
LK  =  AKXtanLAK  =  CXr. 
M  L  =  MK  -  LK     =  C        (r    -   r). 

According  to  Ohm's  law,  c  (r  —  r)  is  the  electromotive  force  between  the  two 
points  of  the  circuit,  which  are  separated  by  the  resistance  R— r,  and  is  the  e 
sought  for. 

If  tangent  l  a  K  represents  the  internal  resistance  of  the  machine,  and  the 
total  resistance  be  varied,  then  m  l  will  represent  the  difference  of  potential  or 
E.  M.  F.  between  the  terminals  of  the  machine. 

Another  important  graphic  diagram  is  formed  by  plotting  out  the  difference 
of  potential  between  one  bar  or  brush  of  the  current  collector,  and  each  of  the 
other  bars  or  brushes. 

The  Commutator  Curves.  —  In  a  well -constructed  dynamo -electric 
machine  the  several  parts  are  traversed  by  currents  which  come  from  the  positive 
brush  and  traverse  the  two  divisions  of  the  winding,  and  meet  in  that  piece  of 
the  collector  which  touches  the  negative  brush.  Every  division  or  bobbin  of 
the  armature  adds  its  electromotive  force  to  that  of  the  preceding  one,  and 
therefore  strengthens  the  current  traversing  it.  If,  now,  the  potential  between 
the  negative  brush  and  the  succeeding  sections  of  the  coUector  be  measured,  it 
will  be  found  that  it  increases  regularly  in  both  directions,  linearly  on  the 
collector,  and  attains  its  maximum  at  the  opposite  side, 
where  the  positive  brush  is.  This  can  be  proved  experi- 
mentally by  the  aid  of  a  galvanometer,  one  pole  of  which 
is  attached  to  the  negative  brush,  while  a  flexible  piece 
of  copper  is  attached  to  the  other  pole,  and  with  it  the 
several  radial  pieces  of  the  collector  are  touched  in  suc- 
cession- If  the  several  observed  differences  of  potential 
be  graphically  recorded  on  a  drawing  of  the  periphery  of 
the  collector,  a  diagram  like  that  given  in  Fig.  310  will 
be  obtained.  In  this  way  we  car^  observe  the  regular 
growth  of  the  tension  from  the  lowest  point  of  the  circle, 
which  point  represents  the  negative  brush,  up  to  the 
maximum  of  the  positive  brush.  If  these  graphic  values 
are  represented  on  a  straight  line,  which  will  be  equivalent  to  imagining 
the  periphery  of  the  collector  as  unrolled  upon  a  plane,  the  diagram  repre 

sented  in  Fig.  311  will  be  obtained. 
This  shows  that  the  potential  does  not 
increase  regularly  between  the  neigh, 
bouring  segments ;  if  it  did,  the  curves 
would  resolve  themselves  into  two 
straight  lines.     In  reality,  the  increase 


Fig.  310. — Difference 
of  Potentials  on  a 
CoUector  of  a 
Gramme. 


Fig.  311. — Horizontal  Arrangement  of 
Potentials. 
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312. — Potentials  with  a  Collector  of  a 
badly-arranged  Dynamo. 


of  potential  proceeds  most  slowly  in  the  neighbourhood  of  the  two  brushes,  and 
the  rate  of  increase  is  greatest  at  a  point  about  90^  from  the  brushes.  It  is  there 
where  the  bobbins  of  the  armature  pass  the  part  of  the  magnetic  field  which 
exerts  the  greatest  inductive  action.  If  the  magnetic  field  was  entirely  homo- 
geneous, the  number  of  hnes  of  force  cut  by  the  bobbins  rotating  in  the  field 
would  be  proportional  to  the  sine  of  the  angle  which  the  plane  of  the  bobbin 
makes  with  the  direction  ot  the  magnetic  lines  of  force.  This  is  nearly  the  case 
represented  in  Figs.  310  and  311. 

The  measurements  relating  to  the 
division  of  the  e.  m.  f.  at  the  collector  are 
of  great  practical  interest.  They  not 
only  show  where  the  brushes  should  be 
placed  in  order  to  gain  the  best  effect, 
but  enable  us  to  compare  the  efficiency 
of  the  bobbins  in  various  parts  of  the 
magnetic  field.  If  the  brushes  are  lo-  Fig. 
cated  at  the  wrong  place,  or  if  the  pole- 
pieces  of  the  field  magnets  have  a  wrong 
shape,  the  run  of  the  potentials  at  the 
collector  will  be  irregular,  and  maxima 
and  minima  will  be  observed  at  other 
points  than  those  where  the  brushes 
touch  the  collector.  An  actual  dia- 
gram of  the  relations  of  the  potentials 
at  the  collector  of  a  machine  of  faulty 
construction  is  shown  in  Fig.  312.  It 
is  transferred  to  a  horizontal  line  in 
Fig.  313.  By  these  it  is  to  be  seen 
that  the  division  of  potential  at  the 
collector  is  irregular,  and  so  much  so 
that  one  portion  of  the  collector  has  a  Fig.  314. 
greater  positive  potential  than  the  posi- 
tive brush,  and  another  portion  a  greater 
negative  potential  than  the  negative 
current  produced   by  the  machine  is 


Fig.  313. — The  same  horizontally. 


-Potential  Diagram  for  the  Brush 
Commutator. 


brush.  Therefore  one  portion  of  the 
destroyed  by  another  portion ;  and  it 
would  be  possible  to  lead  off  another  current  by  another  pair  of  brushes  placed 
so  as  to  touch  at  these  points  of  maximum  and  minimum  potential. 

All  machines  with  collectors  and  simple  magnetic  fields  give  curves  like  the 
one  in  Fig.  310.  The  Brush  machine,  however,  which  has  a  simple  magnetic 
field,  but  a  commutator  instead  of  a  collector,  shows  an  entirely  different 
disposition  of  the  potential.  Over  one-eighth  of  the  circumference  on  each  side 
of  the  points  of  contact  of  the  positive  brush,  there  is  no  perceptible  difference 
of  tension ;  all  points  have  the  same  tension,  which  is  that  of  the  brush  itself. 
The  same  is  the  case  in  the  neighbourhood  of  the  negative  brush,  where  the 
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tension  has  the  constant  value  due  to  this  brush.  Between  these  there  are 
points  where  the  tension  becomes  smaller,  and  passmg  through  zero  changes  its 
signs.     This  is  shown  in  diagram  Fig.  314. 

Comparison  of  the  Series  and  Shunt  Machines. — When  the 
resistance  of  the  external  circuit  is  considerable,  the  strength  of  the  current, 
according  to  Ohm's  law,  will  be  weak ;  and  as  the  machine  has  to  provide  the 
electros  with  current,  the  feeble  current  will  only  give  a  feeble  intensity  to  the 
magnetic  field.  We  may  say,  therefore,  that  the  current  suffers  two  reductions 
for  every  increase  in  the  resistance ;  one  because  of  the  resistance,  the  other 
because  the  first  fall  diminishes  the  intensity  of  the  field.  If  the  outer  resistance 
be  infinitely  large,  i,e,  the  outer  circuit  broken,  the  intensity  of  the  magnetic 
field  will  be  zero,  neglecting  the  residual  magnetism.  The  dynamo-electric 
machine  then  will  give  no  current,  even  when  the  armature  is  constantly  rotating. 
When,  on  the  contrary,  the  resistance  of  the  outer  circuit  is  only  very  small, 
as,  for  example,  when  it  is  that  of  a  short  thick  copper  wire,  the  current  will 
attain  considerable  strength.     In  the  third  formula  above, 

4fr  AM 

and  this  shows  that  c  is  diminished,  both  by  increasing  r  and  by  diminishing  m. 
c  then,  in  a  dynamo-electric  machine,  is  very  sensitive  to  the  changes  of  resistance 
in  the  outer  circuit. 

The  above  conditions  hold  good  for  dynamo-electric  machines  in  which 
the  armature,  the  magnets,  and  the  outer  circuit  are  joined  in  series.  Such  an 
arrangement  is  shown  (Fig.  315)  for  an  Edison  machine.  This  arrangement 
has  certain  features  which  may  for  certain  purposes  be  very  troublesome.  I^ 
for  instance,  the  machine  has  to  supply  arc  lamps  with  current,  the  carbons 
of  the  lamps  are  consumed,  and  the  gap  produced  makes  the  resistance  in  the 
outer  circuit  larger ;  when,  now,  the  mechanism  for  adjusting  the  carbons  does 
not  work  very  accurately,  that  is,  does  not  move  the  carbons  towards  each  other 
at  a  rate  proportionate  to  their  consumption,  the  greater  resistance  will  remain 
for  a  longer  or  shorter  period,  and  thus  cause  a  weakening  of  the  current.  This 
weakening  of  the  current  appears  just  at  a  time  when  an  increase  of  current 
would  be  wanted,  to  overcome  the  greater  resistance  of  the  outer  circuit. 

Various  methods  have  been  tried  to  avoid  this  dependency  of  current  upon  the 
resistance.  One  of  these  is  to  give  double  coils  to  the  armatures,  using  the 
currents  induced  in  one  group  for  the  field  magnets  only ;  and  the  currents  in- 
duced in  the  other  group  in  the  outer  circuit.  Sometimes  a  certain  number  of 
bobbins  of  the  armature  are  connected  with  the  electro-magnet  coils,  whilst  the 
currents  induced  in  the  remaining  bobbins  are  conducted  into  the  outer  circuit. 

Three  different  kinds  of  machines  agree  in  principle  with  those  magneto- 
electric  machines,  the  magnets  of  which  are  induced  by  separate  sources  of 
electricity.  The  shunt  arrangement  is  shown  in  Fig.  316 ;  the  currents  divide  at 
by  one  branch  flows  through  the  coils  of  the  magnets,  the  other  branch  flows 
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through  the  outer  circuit  to  b^,  and  the  two  branches  unite  again  and  return 
to  the  armature.  We  know  that  in  divided  conductors  the  strength  of  the 
current  in  the  different  branches  is  inversely  proportional  to  the  resistance  in 
these  branches.  In  this  arrangement  the  current  in  the  outer  circuit  will  depend 
upon  the  proportional  resistance  of  the  two  circuits.  When  the  resistance  in 
the  outer  circuit  is  increased,  a  larger  portion  of  the  current  will  flow  into  the 
coils  of  the  magnets;  when  the  resistance  decreases,  the  current  in  the  coils 
of  the  magnets  will  also  decrease.    If,  again,  we  insert  a  lamp  in  the  outer  circuit, 


'^^fL'  S^S-— A.  Series  Dynamo. 


Fig.  316.— A  SbuDt  Dynama 


the  increased  resistance  of  this  lamp  will  also  increase  the  current  in  the  magnets. 
Putting  the  field  magnets  in  shunt,  therefore,  effects  a  kind  of  current  regulation, 
corresponding  to  the  wants  in  the  outer  circuit.     As  in  the  case  of  the  series 
generator,  we  may  express  these  conditions  in  an  equation. 
Shunt  Dynamo  Machines. — 

Let  R  =  the  resistance  of  the  external  main  circuit. 

„  c  =  the  current  in  the  same. 

„  r,  =  the  resistance  of  the  armature. 

„  c^  =  the  current  in  the  same. 

„  r,  =  the  resistance  of  the  shunt 

„  r,  =  the  current  of  the  same. 

„  E  =  the  total  E.  M.  F.  produced. 

,,  <  =  the  E.  M.  F.  between  the  terminals  bb'  of  the.  external  circuit. 
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The  main  current  is  that  of  the  armature,  and  it  is  this  that  is  divided  into 
two  parts,  hence  ^,  =  c  +  c^. 

The  joint  resistance  of  external  circuit  and  magnetic  coils  is  *    • 

R  T 

Hence  the  total  resistance  of  the  circuit  is  r^  -f         '  ,  and  Ohm's  law  there- 
fore gives  us  the  three  following  equations  : 

In  the  whole  circuit  e  =  (r,  +  ( ^"z'"  j^a' 
In  the  outer  circuit     ^  =  c  r  |  _  ^  (r,  +  r) 

In  the  magnetic  coils  ^  =  ^,  r,  )   ' '     -t-  ^,  or  r,  —       ^  ^ 

Therefore  E  =  tfr^'H-^*-f-  i) 

On  the  Value  of  R  that  gives  a  Maximum  Efficiency. — 

I.  Work  done  per  second  in  the  outer  circuit  is  c  ^  or  c^r. 
11.  The  energy  wasted  in  heating  in  the  shunt  is  c^  e  or  ^r. 
III.  Similarly  the  energy  wasted  in  heating  in  the  armature  is  ^^  r,. 

Hence  the  electrical  efficiency  or 

useful  work       .    I. c^ji 

total  work  ~  I.  +  II.  +  III.  ~  ? r  -f  c^^\  +  c\  r/ 

C  R 

From  the  equations  ^  =  c  r,  and  e^=-  c^r^  we  have  <:;  =  —. 

From  the  equation  c  +  <:,  =  ^,  we  have 

CR      r.  +  R 
^,  =  c-f  —  =-^ — c 

T  T 

Substituting  the  above  values  for  c^  and  c^^  and  remarking  that  then  c^  cancels, 
we  obtain 

useful  work__ R 

total  work  ~  R^      r,  (r^  +  r)« 

I 


R      r.(r,-hR)3 
'  ^  r.^       r «  R 


Now  this  quantity  will  be  a  maximum  for  that  value  of  r  that  will  make  the 
denominator  the  least  possible.    This  denominator  may  be  written  thus : 


R  r.  .  R  r. 


,     1     '^'••'^'•i     '"i     ^'a 


or  by  writing  r  for  r,  +  r«  and  adding  and  subtracting ^^  the   deno- 


minator in  question  becomes 


,  +  ,  j_  +  ,(;:_=y?:A  ^  -•.',  ^  .v"-r. 
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Now  the  part  of  this  expression  that  changes  when  r  changes  is 


(4'-4-)" 


Whatever  r  may  be,  this  portion  of  the  expression  is  positive  (for  every  square 
quantity  is  always  positive),  and  therefore  the  above  denominator  is  the  least 
poss'hle  when  this  quantity  is  zero,  that  is  to  say,  when 

o 
This  gives  for  the  efficiency 


r,          R 

or  R  =  n  Asjy 

1 

,  .   y^.(y>.+y^). 

1  +  2 

If  r,  be  very  small  compared  with  r^  then  r  is  but  little  more  than  r„  and  in 
this  particular  case  the  value  of  R  is  nearly  equal  to  the  geometrical  mean  of 
r,  and  r„  for 


R  =  n  V  ^  =  V ''•  ''•• 


Variation  of  Resistance  according  to  the  Purpose  served. — 
The  inner  resistance  of  a  machine,  ue.  the  resistance  of  the  wire  of  the  arma- 
ture and  the  electro-magnets,  must  be  determined  according  to  the  purpose  for 
which  the  machine  is  going  to  be  used.  Upon  it  depends  the  intensity  of 
the  induced  current.  When  the  inner  resistance  is  considerable,  currents  of 
high  potential  are  obtained,  and  the  currents  in  the  outer  circuit  will  have  a 
high  resistance  also,  and  may  be  employed,  for  instance,  for  feeding  a  number 
of  lamps  put  in  series.  For  a  short  conductor  and  a  working  conductor  of 
small  resistance,  machines  of  a  small  inner  resistance  are  used.  A  certain 
amount  of  resistance,  however,  is  necessary  in  every  machine,  as  without  it 
generation  of  current  would  be  impossible,  because  by  the  transmission  of 
energy,  be  it  in  the  voltaic  arc  or  decomposition  cell  or  secondary  machine, 
a  counter  current  is  created.  In  alternate  current  machines,  which  can  only 
be  used  for  lighting  purposes,  this  opposition  current  aids  the  machine  current 
instead  of  weakening  it.  Yet  for  nearly  all  purposes  continuous  current  gene- 
rators are  preferable  to  alternate  current  machines.  In  constructing  machines 
useless  resistances  ought  to  be  avoided  as  much  as  possible,  as,  for  instance, 
unproductive  wires  at  the  ends  of  the  Siemens  drum ;  these  ought  to  be  reduced 
to  a  minimum. 

££fects  of  Heating. — Every  conductor  having  electricity  passing  through 
it  is  heated,  and  is  heated  the  more  (under  otherwise  equal  conditions)  the 
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greater  the  resistance  of  the  conductor.  But  the  conversion  of  electricity  into 
heat  within  the  machine  means  loss  of  energy,  as  the  machine  is  intended  to 
return  the  equivalent  in  electricity  and  not  in  heat.  Heating  of  the  machine  is 
further  objectionable  for  the  reason  that  it  injures  the  insulation.  The  frequent 
change  of  polarities  is  another  cause  of  the  production  of  heat ;  we  know  even  the 
softest  iron  does  not  lose  its  magnetism  entirely  as  soon  as  the  inducing  magnet 
or  current  ceases  to  influence  it.  There  is  a  coercive  force  resisting  the 
change.  As  the  machine  rotates  with  considerable  velocity,  the  respective 
pieces  of  iron  will  still  have  traces  of  the  former  kind  of  magnetism  when  they 
become  oppositely  magnetised ;  in  this  manner  the  iron  particles  are  in  constant 
motion.  Hence,  all  the  energy  is  not  converted  into  magnetism,  for  some 
of  it  becomes  heat.  The  heating  of  the  magnet  again  reacts,  by  causing  the 
weakening  of  the  magnet  also,  and  therefore  a  diminution  of  e.  m.  f.  and  of 
current.  It  becomes  desirable,  therefore,  to  prevent  this  heating  of  the  magnet 
as  much  as  possible. 

The  generation  of  heat  in  Gramme's  ring  and  Siemens*  cylinder  is  con- 
siderably reduced  by  the  gradual  magnetisation.  For  every  complete  revo- 
lution of  the  armature  a  change  of  polarity  takes  place  twice;  yet  in  these 
machines  the  time  allowed  for  the  iron  to  change  its  polarity  is  ^^^ 
minute,  when  the  armature  has  i,ooo  revolutions  per  minute.  The  genera- 
tion of  heat  owing  to  the  rapid  change  of  polarity  has  been  reduced,  first 
by  facilitating  the  rapid  demagnetisation  of  the  iron,  and  secondly,  by  giving 
the  iron  a  longer  interval  of  time  to  lose  one  kind  of  magnetism  before  the 
opposite  kind  is  induced  The  change  of  poles  is  facilitated  by  making  the 
armature  not  of  one  massive  piece,  but  of  several  pieces,  or  even  of  wires 
or  plates.  Time  for  the  change  of  poles  is  obtained  by  having  the  spaces 
between  the  magnetic  fields  not  too  small.  In  most  machines  of  recent  make 
the  former  plan  is  used ;  the  latter  we  see  employed  in  the  machines  by  Schuckert. 
Heating  in  consequence  of  the  rapid  and  frequent  change  of  polarity 
is  entirely  avoided  in  such  machines  as  have  no  iron  in  the  armature,  as, 
for  instance,  the  new  coil  machines  of  Siemens,  and  in  the  uni-polar  machines, 
in  which  no  change  of  poles  and  no  change  in  the  direction  of  current  in 
the-  armature  takes  place,  because  the  latter  always  moves  in  one  and  the 
same  magnetic  field. 

A  further  source  of  heat  are  the  Foucault's  or  eddy  currents,  which  always 
arise  when  metals  move  in  magnetic  fields.  Heat  produced  in  this  way 
increases  with  the  size  of  the  machine.  This  inconvenience  may  be  remedied 
by  means  of  the  division  of  the  metallic  material,  which  will  to  a  great  extent 
obviate  the  production  of  these  currents. 

Generation  of  heat  in  electrical  machines  causes  loss  of  energy  during 
conversion  of  mechanical  work  into  electricity.  This,  however,  is  not  the  only 
source  of  loss.  The  nature  of  the  process  which  takes  place  in  electric 
machines  is  very  complicated,  and  as  yet  not  fully  undeistood.  The  powerful 
currents  produced  by  the  machine  must,  for  instance,  affect  the  wires  through 
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which  they  flow,  as  well  as  the  other  metallic  portions  of  the  machine,  and 
self-  and  secondaiy  induction  occur  to  disturb  the  working.  The  efficiency 
of  the  machine  will  thus  no  doubt  be  increased  one  way,  but  also  diminished 
in  another  way.  The  currents,  for  instance,  which  surround  the  iron  cores  of 
the  armature  will  weaken  the  magnetism  of  the  iron  core,  and  this  is  the  chief 
cause  of  the  limit  with  which  the  increase  of  a  current  meets  so  rapidly  when 
we  use  a  dynamo-electrical  machine.  These  obstacles,  due  to  secondary  induc- 
tion, increase  with  the  number  of  turns  in  the  coil,  and  with  the  speed,  because 
by  means  of  these  the  strength  of  the  current,  which  calls  the  secondary 
induction  into  existence,  is  also  increased.  Although  the  strength  of  the 
current  increases  far  more  rapidly  than  the  secondary  induction  produced 
by  it,  yet  the  latter  causes  a  loss  of  energy  which  is  far  more  considerable  in 
alternating  current  machines,  because  the  continued  change  of  the  current 
produces  currents  at  make  and  break  which  will  increase  the  formation  of 
sparks  and  bring  about  other  hindrances. 

Review  of  the  Relation  between  the  Practical  Units  of  Elec- 
tricity, Work,  and  Heat. — Further  sources  of  Joss  are,  of  course,  the 
friction  of  the  parts  of  the  machine,  and  of  the  air  particles  which  oppose 
the  rotating  portions  of  the  machine,  etc.  etc.  To  judge,  therefore,  the 
efficiency  of  a  machine,  we  must  know  what  percentage  of  electrical  energy 
it  will  return.  In  order,  then,  to  calculate  the  electrical  energy  from  the 
mechanical  work  expended,  we  require  certain  units.  The  units  used,  until 
a  short  time  back,  were  more  or  kss  arbitrary.  At  a  meeting  of  electricians, 
held  in  Paris  in  1881,  an  absolute  system  has  been  agreed  upon,  the  basis 
of  which  is  the  centimetre,  gramme,  second  (c  g.  s.  units).  The  relation  ot 
these  units  to  one  another  is  explained  in  the  Appendix  to  Part  I.  on  page  222. 

It  will  be  convenient  here,  however,  to  notice  several  additional  facts 
respecting  the  various  systems  of  derived  practical  units. 

In  the  metre-kilogramme-second  system,  with  the  weight  of  a  kilogramme 
as  the  unit  of  force,  the  unit  of  mass  will  be  the  kilogramme  divided  by  the 
acceleration  due  to  gravity,  or  9  81,  the  acceleration  being  9*8 1  metres  per 
second  in  a  second.  The  unit  of  work  will  then  be  the  metre-kilogramme, 
which  is  equal  to  7*233  foot-pounds,  and  the  rate  of  working  the  second-metre- 
kOpgramme.  75  second-metre-kilogrammes  are  a  French  **  force  de  cheval "  equal 
to  7,360,000,000  ergs  per  second.  In  the  English  second-foot-pound  system, 
if  the  weight  of  a  pound  be  the  unit  of  force,  the  unit  of  mass  is  one  pound 
divided  by  32*2.  The  unit  of  work  is  then  the  foot-pound,  and  unit  rate  of  work- 
ing a  horse-power,  which  is  550  foot-pounds  per  second,  or  7,460,000,000  ergs 
per  second. 

The  practical  units  of  electricity  already  mentioned  are  the  coulomb  for 
quantity,  ampere  for  strength  of  current  equal  to  the  flow  of  a  coulomb  per 
second,  and  the  volt  for  e.  m.  f.  When  a  quantity  of  electricity  measured 
in  coulombs  falls  from  a  higher  to  a  lower  potential,  the  work  which  is  set  free 
is  represented  bv  the  number  of  coulombs,  by  the  difference  in  volts.     Hence, 


Digitized  by 


Google 


342  Electricity  in  the  Service  of  Man. 

the  rate  of  working  per  second  is  given  by  multiplying  the  number  of  amperes 
by  the  number  of  volts. 

I  volt  X  I  ampere  =  i  watt. 

Hence,  a  watt  is  the  rate  at  which  work  is  done  by  a  current  of  one  ampere 
working  through  one  volt ;  it  is  f\^  (or  '00134)  of  a  horse-power,  or  7373  foot- 
pounds per  second.  It  is  yj^  (or  '00136)  of  a  cheval-vapeur,  and  '109  metre- 
kilogrammes  per  second. 

The  heat  which  will  raise  a  gramme  of  water  1°  Centigrade  is  called  a 
calorie.  The  number  of  calories  developed  in  a  circuit  is  equal  to  the  square 
of  the  current  in  amperes  multiplied  by  the  resistance  of  the  circuit  in  ohms, 
multiplied  by  the  time  in  seconds,  and  divided  by  Joule's  equivalent 

Hence,  a  current  of  one  ampere,  in  working  through  one  volt,  develops 
in  the    circuit    an   amount   of  energy  (called  a  joule),  the  heating  effect  of 

which  is  equivalent  to  '2406  calorie.     (Note  that  . r  =  4*2).     Hence, 

c^  (amperes)  r  (ohms)  /  (seconds)  x  -2406  =  h  (calories), 
or  in  ampere-volt-ohm  seconds, 

c*R/  =  CE/=H  (joules). 

We  obtain  the  electrical  energy  of  current  in  kilogramme-metres  when  we 
divide  the  product  of  the  quantity  in  coulombs  and  the  e.  m.  f.  in  volts  by  9 '81. 

Number  of  coulombs  x  potential  in  volts  ,  .,  ^ 

^ — s- =  kilogramme-metres. 

9*8i 

The  strength  of  a  current  we  have  measured  by  the  number  of  coulombs 
flowing  per  second.  One  ampere  per  second  is  a  coulomb.  (»Si^page  222.) 
Hence  the  work  done  per  second. 

Strength  of  current  in  amperes  x  e.  m.  f.  in  volts   _  energy  in  kilogramme- 
981  ~  metres 

If  the  effect  is  to  be  given  in  horse-power,  we  have  to  divide  by  736  the 
measure  in  cheval-vapeur. 

Strength  of  c  in  amperes  x  e.  m.  f.  in  volts  .      .       , 

^-— ^ =  energy  in  cheval-vapeur. 

Dynamometers. — ^To  calculate  the  efficiency  of  any  machine  we  require 
to  know  the  amount  of  work  transmitted  by  the  engine  or  motor  to  the  machine. 
This  is  determined  experimentally  by  a  dynamometer ;  such  a  dynamometer  is 
represented  in  Fig.  317.  Pron/s  break  r  is  a  disc  of  cast-iron  of  similar  shape 
to  the  rubbers  of  an  electrical  machine.  It  is  held  by  two  wooden  clasps  a  a. 
The  lever  b  is  fastened  to  the  upper  wooden  piece,  and  supports  a  scale-pan  at  p 
for  weights.     The  two  wooden  pieces  aa  aie  screwed  together  at  s  s.     In  order 
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to  take  measurements  with  Pron/s  break  the  disc  c  is  fastened  to  the  shaft,  the 
effect  of  which  is  to  be  determined ;  the  screws  are  adjusted  so  that  the  wooden 
blocks  He  close  to  the  disc.  The  machine  is  then  made  to  rotate  with  a  certain 
velocity  (that  velocity,  of  course,  the  effect  of  which  is  to  be  determined).  If  no 
weights  were  placed  at  p,  the  break 
would  be  turned  round  with  the  shaft ; 
but  weights  are  placed  at  p  so  as  to 
keep  the  beam  b  horizontal,  whilst  the 
shaft  makes  the  number  of  revolutions 
required.  Friction,  which  consumes 
the  mechanical  work  transmitted  to 
the  shaft,  is  measured  by  the  force 
which  tends  to  press  the  scale-pan 
down  at  p.  This  force  is  in  equili- 
brium at  c  with  the  friction.  As  the 
weight  p,  the  length  l  of  the  lever, 
the  radius  of   the  roller   ^,   and   the 

revolutions  per  minute  of  the  shaft  are  known,  the  effect  {i,e.  the  work  done) 
can  easily  be  calculated  from  these  factors  in  horse-power. 

The  apparatus  by  Hefner  von  Alteneck  is  often  used.  It  measures  the 
work  transmitted  by  means  of  a  driving  belt,  from  the  difference  between 
the  tension  of  the   backward  and  forward  running  portion  of  the  belt.     The 
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Fig.  317. — Prony*s  D3niamometer. 


Fig.  318.— Lang's  Speed  Counter. 

force  thus  obtained  is  calculated  in  kilos,  and  has  to  be  multiplied  by  the 
velocity  of  the  shaft  (given  in  metres)  to  obtain  kilogramme-metres.  To  deter- 
mine the  number  of  revolutions,  speed  counters  are  used.  Fig.  318  represents 
such  an  apparatus,  constructed  by  W.  Lang,  Brooklyn.  It  consists  of  the 
movable  spindle  s  s,  the  ends  of  which  are  edged,  as  shown  in  the  figure.  The 
spindle  has  at  the  middle  an  endless  screw  w,  which  catches  the  teeth  of  the 
disc  e;  the  disc  having  100  teeth  cut  into  it,  the  spindle  will  make  100  revo- 
lutions for  every  revolution   of  the  disc.      The  scale  on  the  disc  gives  100 
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revolutions;  the  fixed  pointer  z  points  out  the  number.  The  disc  e  is  fur- 
nished at  A  with  a  projecting  piece  of  metal,  which  strikes  the  disc  h  once 
for  every  complete  revolution  of  e,  and  moves  the  disc  h  one  tooth  farther  on. 
The  wheel  h  will  therefore  make  one  revolution  when  the  disc  e  has  to  make 
IOC  and  the  spindle  i,ooo  revolutions.  By  means  of  the  handle  g  the  spindle 
is  held  against  the  centre  of  the  shaft  (which  end  depends  on  whether  the  shaft 
turns  to  the  right  or  to  the  left)  in  such  a  manner  that  both  axes  fall  in  one  line, 
and  the  spindle  makes  as  many  revolutions  as  the  shaft. 

After  a  certain  period,  say  one  minute,  the  instrument  is  again  removed,  and 
the  number  of  rotations  read  off  from  the  two  discs.  The  two  discs,  of  course, 
will  point  to  the  zero  of  the  scale  before  the  experiment  commences ;  a  shield  k 
protects  the  point. 

The  Efficiency  of  Electromotors.— Connect  in  series  a  battery,  a 
galvanometer,  and  a  small  electromotor.  Hold  the  electromotor  at  rest  and 
observe  the  deflection  of  the  galvanometer.  Let  the  electromotor  work,  and 
again  observe  the  deflection.  The  deflection  i&  less  in  the  second  case  than  the 
first,  showing  that  the  more  rapidly  the  motor  revolves,  the  greater  is  the  falling 
off*  in  the  current.  How  is  this  ?  The  reason  is,  that  when  an  electromotor  is 
working  it  produces  a  back  electromotive  force  tending  to  diminish  the  current. 

Let  us  consider  now  the  eflficiency  of  a  motor  worked  by  a  current  from  a 
battery  or  other  generator.  We  shall  show  that  the  electric  energy  of  the 
current  depends  upon  the  ratio  between  the  counter  electromotive  force  and  the 
electromotive  force  of  the  current  which  feeds  the  magnet.  We  are  familiar 
in  ordinary  mechanics,  with  the  fact  that  no  machine  ever  yields  all  the  work 
that  is  given  to  it,  and  similarly  no  motor  ever  turns  into  useful  work  the  whole 
of  the  current  that  is  supplied  to  it.  It  is  impossible  to  construct  a  machine 
without  resistance,  and  we  have  seen  that  wherever  there  is  resistance,  part  of  the 
energy  of  the  current  is  wasted  in  heat  Let  w  stand  for  the  whole  electric 
energy  developed  per  second  by  the  current,  and  let  w  be  that  part  of  the 
energy  which  the  motor  pays  out  as  useful  work.  The  difference  between  these 
quantities  is  the  equivalent  of  c*r,  or  that  part  of  the  energy  of  the  current  c 
that  is  wasted  in  useless  heating  of  the  parts  of  the  circuit  where  there  is 
resistance.  If  H  be  the  measure  of  this  heat,  and  j  Joule's  mechanical  equivalent 
of  a  unit  of  heat,  then 

w-a/=Hj  =  c2R 
.*.    a/  =  w    -  c^  R. 

But  if  E  be  the  e.  m.  f.  of  the  terminals  of  the  motor  when  at  rest,  w  =  e  c, 

J            E— ^                       e -^ 
and  c  = .-.  w  =  E  

R  R 

R  K 
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Hence  the  efficiency  ??  =  ^illf?  ^  ^ilzl) 

W  R  R 

e  back  e.  m.  p. 


E        E.  M.  F.  produced  by  battery 


Since  w  =  e  c,  therefore  w  =.ec.     Again,  if  s  be  the  current  that  would 
flow  if  the  motor  were  still,  c  being  the  current  when  the  motor  works,  we  have 


s  =  -  or  E  =  s  R, 

R 

C  =  — I-    Or^=E-CR  =  SR-CR. 
R 


Hence  the  efficiency  or  -  = 


SR-CR  s-c 


£  SR  S 

or  the  fell  of  strength  of  current  divided  by  the  original  current. 

The  Maximum  Efficiency  of  a  Motor.— Let  us  now  go  back  to  the 
equation 

w  =  E  c  -  c^  R, 

and  ask  for  what  value  of  c  this  w  will  be  a  maximum. 

E^ 

By  adding  and  subtracting  — ,  we  may  write  the  equation  thus, 

4R 

_  \s 

w 


4R  \2R  / 


The  last  term,  being  a  square,  is  always  positive,  whatever  c  may  be ;  hence,  w 
will  be  greatest  when  the  term  to  be  subtracted  is  nought. 

Then  c  =  —. 

2R 

That  is  to  say,  the  mechanical  work  given  out  by  the  motor  is  a  maximum  when 
the  motor  is  geared  to  run  at  such  a  speed  that  the  strength  of  current  is  half  that 
of  the  current  that  would  flow  if  the  motor  were  still.  This  law  is  called  Jacobi's 
law  of  maximum  activity.  When  the  motor  works  so  as  to  reduce  the  current 
tohal^  '      .  E-^ 


smce 

c 

=■ 

R 

and  also 

c 

= 

E 
2R 

.-.  E 

—t 

f  = 

iE 

and 

e 

«^ 

*. 

E 

But  we  have  proved  that  this  is  equal  to  the  efficiency ;  hence,  when  the  motor 
does  its  maximum  of  work  per  second  the  efficiency  is  50  per  cent. 

Distinction    between    the    most    Economical    and    the    most 
Efficient    Rate. — If  the  e.  m.  f.  of  battery  be  b  volts,  and  the  counter 
s» 
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E.  M.  F.  of  electromotor  be  e  volts,  c  being  the  current,  then,  as  we  have  seen, 
we  have  the  following  simple  relations  : 

(i)  The  energy  put  forth  by  the  battery  =  c  e. 

(2)  The  energy  given  out  by  the  motor  =  c  ^. 

e 

(3)  The  efficiency  of  the  motor  =  -•' 

(4)  The  current  c  =  ^'"'^- 


R 

(5)  The  work  w  per  sec.  =  e  c— c^  R. 

The  second  of  these  equations  shows  that  the  maximum  work  that  can  be 
given  out  by  this  electromotor  per  second  is  equal  to  the  product  of  the  current 
4nto  this  back  electromotive  force.  There  are  two  ways,  therefore,  of  altering  the 
work  given  out  by  the  electromotor  per  second.  We  may  either  increase  the 
current,  or  increase  this  back  electromotive  force.  Let  us  consider  the  first  case  : 
We  will  double  the  current,  and  at  the  same  time  keep  the  electromotive  force 
of  the  generator  the  same.  To  do  this  we  shall  have  to  let  the  electromotor 
run  at  such  a  diminished  speed  that  the  difference  between  the  electromotive 
force  of  the  generator  and  the  back  electromotive  force  of  the  electromotor  is 
double  what  it  was  before.  Although,  therefore,  we  have  doubled  the  current 
and  the  energy  furnished  by  the  generator,  we  have  not  doubled  the  energy 
given  out  by  the  motor.  Where  is  the  additional  energy  lost  ?  The  answer  is 
obvious,  since  as  the  waste  of  power  in  the  production  of  heat  in  the  wires  is 
proportional  to  the  square  of  the  current,  four  times  as  much  power  will  be  wasted 
as  in  the  previous  case.  Consequently,  increasing  the  current  is  a  ruinous 
way  of  increasing  the  transference  of  energy. 

Now  take  the  other  case:  Let  us  double  the  electromotive  force  of  the 
generator,  and  run  the  motor  at  such  an  increased  speed  that  the  current  remains 
constant :  to  do  this  we  must  more  Jthan  double  the  back  electromotive  force  of 
the  motor.  For  as  e  becomes  2  e,  ^  must  become  (e  +  ^),  that  the  difference 
may  be  unaltered.  The  energy  now  furnished  by  the  motor  will  be  double 
what  it  was  before,  the  energy  given  out  by  the  motor  more  than  double  what  it 
was  before,  and  the  energy  wasted  in  heat  will  be  the  same  as  before. 

Consequently  we  conclude  that  the  most  efficient  way  to  transfer  energy 
electrically  is  to  use  a  generator  producing  a  high  electromotive  force,  and  a 
motor  producing  a  return  high  electromotive  force. 

When  an  electromotor  is  worked  by  a  given  galvanic  battery,  calculations 
lead  us  to  the  result  that  if  we  wish  to  produce  the  work  most  economically  we 
must,  by  diminishing  the  load  on  the  motor,  allow  its  speed  to  increase  until  the 
reverse  current  it  produces  is  only  a  little  smaller  than  that  sent  by  the  battery. 
When  this  is  the  case,  the  current  circulating  through  the  arrangement  is  very 
small,  and  the  efficiency  of  the  engine,  or  the  ratio  of  the  work  it  produces  in  a 
given  time  to  the  maximum  work  it  could  produce  from  the  same  consumption 
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of  material,  is  nearly  unity.  If,  on  the  other  hand,  we  desire  a  given  battery  to 
cause  the  motor  to  do  work  most  quickly^  independently  of  the  consumption  of 
material,  then  calculation  tells  us  that  we  ought  to  put  such  a  load  on  the  motor 
that  its  speed  will  send  a  reverse  current  equal  to  something  like  half  the  strength 
of  current  the  battery  could  send  through  the  motor  when  at  rest.  The 
efl&dency  is  then  about  half;  that  is,  half  the  energy  is  wasted  in  heat. 

The  difference  between  these  two  considerations  of  maximum  values, 
namely,  how  to  obtain  work  most  quickly^  or  how  to  transmit  work  most  econo- 
mically ^  must  carefully  be  borne  in  mind  in  deciding  what  speed  should  be  given 
to  a  motor. 

Results  of  Experience  bearing  on  the  Construction  of  Machines. 
— ^There  are  a  few  rules  with  regard  to  the  form  and  dimensions  of  parts  which  are 
based  on  experience.  For  the  different  purposes  the  requirements  differ.  The 
section  of  the  wire,  for  instance,  will  depend  upon  what  strength  is  required  for 
^the  current.  Flat  electro-magnets  are  preferable  to  round  ones,  because  the 
former  for  the  same  surface  have  a  smaller  cross  section,  and  consequently  less 
resistance.  When  large  masses  of  iron  are  to  be  magnetised — as,  for  instance, 
the  shoes  in  Edison  machines — it  is  better  to  use  several  magnets.  The  coils  and 
bobbins  are  to  be  so  proportioned  that  in  the  magnets  not  more  than  20  volts 
difference  of  potential  exists  between  two  adjacent  groups.  The  magnets  ought 
to  be  arranged  so  that  as  little  space  as  possible  remains  to  be  filled  by  the  arma- 
ture, and  should  satisfy  the  following  conditions :  The  poles  of  the  magnets  should 
be  arranged  so  that  there  are  few  useless  lines  of  force ;  that  is  to  say,  so  that  as 
few  lines  of  force  as  possible  pass  from  pole  to  pole  without  cutting  the  wires 
intended  for  induction.  The  iron  core  of  the  armature  must  approach  the 
shoes  of  the  magnet  as  near  as  possible.  The  wires  of  the  rotating  bobbins 
must  be  arranged  so  as  to  cut  the  lines  of  force,  as  wire  which  does  not  do  so  is 
not  only  useless,  but  increases  the  dead  resistance.  It  has  already  been  men- 
tioned that,  in  order  to  prevent  Foucault*s  currents,  the  iron  core  should  be  made 
up  of  separate  parts  (wires,  discs,  etc.).  Great  care  ought  to  be  taken  that 
insulation  is  perfect  in  all  p*ts  of  the  machine.  Insulation  ought  to  be  suf- 
ficiently strong  to  bear  one  and  a  half  times  the  potential  difference  which  is  pro- 
duced when  either  clamp  is  placed  to  earth  (Uppenbom).  Parts  of  a  machine 
which  are  most  subject  to  wear  are  the  bearings  of  the  shaft,  the  commutator, 
and  the  rotating  portions  (armature  or  field  magnets).  The  bearings  ought 
to  be  wide,  properly  fastened,  easily  to  be  reached,  and  supplied  with  lubricators. 
The  commutator  is  corroded,  worn,  and  damaged,  by  generation  of  sparks  and 
leakage  of  lubricants.  The  generation  of  sparks  occurs,  of  course,  with  currents 
which  have  a  high  potential  (or  tension)  more  than  with  currents  of  low  potential. 
Other  things  being  equal,  the  means  of  diminishing  the  generation  of  sparks 
have  been  considered  in  the  description  of  the  several  machines.  The  auxiliary 
brushes  by  Edison,  alternating  coiling  of  the  armature  wires  by  Weston,  etc., 
are  for  this  purpose.  When  the  oil  coming  from  the  lubricator  reaches  the 
copper  segments  of  the  commutator,  the  electric  sparks  effect  decomposition. 
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the  products  from  which  help  to  destroy  the  commutator.  Again,  the  oil  itself 
may  become  mixed  with  dust,  particles  of  metal,  etc.,  which  will  injure  the 
insulation  between  the  sectors.  Care  ought  to  be  taken,  then,  that  the  oil  from 
the  lubricator  cannot  get  to  the  commutator.  The  commutator  being  that  part 
of  the  machine  soonest  worn  out,  those  machines  deserve  preference  in  which  it 
is  easy  to  replace  an  impaired  instrument.  Better  still  are  those  machines  that 
need  no  complicated  commutator,  like  the  machines  by  Ferraris. 

The  rotating  coils  may  become  useless  by  having  their  insulation  spoiled 
through  heating  or  other  causes,  or  their  wires  may  be  broken.  It  is  always  a 
recommendation  for  a  machine  when  it  is  so  constructed  as  to  allow  of  an  easy 
and  quick  replacement  of  the  injured  parts — as,  for  instance,  in  the  machines  by 
Schuckert.  In  machines  where  the  coils  are  separated  from  each  other,  exchange 
is  easiest  brought  about — as,  for  instance,  in  the  new  machines  by  Siemens.  If 
these  points  are  not  considered  in  the  construction  of  a  machine,  it  becomes 
necessary  to  have  an  extra  or  a  reserve  armature  with  the  machine,  whilst  in  the 
machines  mentioned  duplicates  are  required  only  for  such  parts  as  are  likely  to 
suffer.  Schuckert's  arrangement  of  the  armature  (placed  upon  the  ground  frame 
open  at  one  end)  has,  besides,  this  advantage,  that  the  loosening  of  a  few  screws 
is  sufficient  to  allow  the  removal  of  the  armature,  and  to  replace  the  injured 
part  by  a  new  one. 

The  advantages  and  disadvantages  of  currents  of  high  and  low  potentials  are 
intimately  connected  with  the  different  purposes  the  electricity  has  to  serve,  and 
will  therefore  be  considered  later  on. 

Theory  of  Large  Dynamos. — Finally  we  have  to  consider  whether 
for  very  powerful  currents  it  would  be  better  to  construct  generators  of  enor- 
mous dimensions,  or  to  combine  several  machines  to  furnish  the  desired  current 
At  present  we  cannot  very  well  answer  this  question.  Professor  Perry  and  Mr. 
J.  E.  H.  Gordon*  think  machines  of  large  dimensions  ought  to  be  constructed, 

•  The  following  is  the  summaiy  of  Mr.  Gordon's  arguments  in  favour  of  large  machines  :— - 

•*  It  is  found  experimentally,  and  can  be  proved  mathematically,  that  if  a  coil  of  wire  forms  part 
of  a  circuit,  and  an  alternating  E.  M.  F.  sends  a  ciurent  through  it,  the  current  will  be  much  less 
than  it  would  have  been  had  the  same  resistance  been  interposed  in  the  form  of  a  straight  wire. 

•'  Further,  the  proportional  diminution  becomes  greater  as  the  current  is  increased  by  the  reduc- 
tion of  the  resistance;  and  finally,  for  a  given  b.  M.  F..  a  given  rate  of  alternation,  and  a  coU 
of  given  shape,  a  limit  is  reached  beyond  which  even  reducing  the  resistance  to  zero  does  not  incxvase 
thectnrenL 

"  This  diminution,  however,  does  not,  to  the  best  of  my  belief,  waste  energy  or  diminish  the 
efficiency  of  the  machine ;  it  only  diminishes  its  output.  Thus  self-induction  increases  the  sixe 
of  a  machine  required  to  feed  a  certain  number  of  lamps,  but  it  does  not  perceptibly  increase  the 
horse  power  required  todrive  the  machine  with  that  number  of  lamps  on  it. 

"  The  eftecc  of  self-induction  increases  as  the  current  increases,  and  therefore  short-circuiting 
a  coil  of  an  alternating  machine  does  not  indefinitely  increase  the  current  in  that  coil,  and  seldom 
increases  it  enough  to  injure  the  insulation. 

"  The  true  secret  of  successful  regulation  is  to  have  very  large  dynamos,  because  then,  as  i»*e 
have  said  before,  the  maximum  number  of  lamps  that  can  be  turned  out  at  one  time  is  a  very  small 
percentage  of  the  whole,  and  when  there  are  a  great  number  of  lamps  on  one  machine,  the  cost  per 
lamp  of  regulating,  either  by  band  or  by  an  elaborate  mechanical  contrivance,  is  very  trifling.** 
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whilst  others,  and  especially  German  electricians,  think  the  size  of  machines 
ought  not  to  be  pushed  too  far,  and  would  rather  have  several  machines  coupled 
together  in  form  of  batteries. 

The  connection  of  several  machines  in  one  circuit  requires  that  certain  con- 
ditions shall  be  taken  into  consideration.  Dynamo-electric  machines  are  like 
other  electrical  generators  with  two  poles,  and  may  be  joined  either  in  series 
or  parallel. 

With  all  electric  currents  that  do  work  polarisation  takes  place ;  the 
maximum  efficiency  will  therefore  correspond  with  a  certain  proportion 
between  the  e.  m.  f.  of  the  machine  and  the  counter  e.  m.  f.  of  the  polarisa- 
tion. Experiments  by  Ferrini  confirm  the  theory  which  we  have  already 
developed,  and  show  that  the  maximum  efficiency  takes  place  when  the 
.    E.  M.  F.  of  polarisation         i 

proportion  is  =  2 :  i ;  that  is,  e.  m.  f.  of  machine =  2'  °''  ^^^"  '^^  ^  "•  ^- 

of  the  machine  =  2  x  the  back  e.  m.  f.  of  polarisation.  Numerous  experi- 
ments made  by  the  Austrian  engineer,  M.  Burstyn,  with  Gramme  machines  of 
different  types,  also  confirm  this  theory. 

Combinations  of  Machines. — These  experiments  showed  that  the 
Gramme  machines  are  constructed  so  as  to  answer  the  demands  of  economy, 
and  that  if  connected  with  each  other  they  may  be  joined  for  quantity, 
but  not  for  tension.  The  mode  of  coupling  the  machines  is  a  matter  of  great 
importance.  Gramme,  according  to  Burstyn,  was  the  first  to  show  how  this 
could  be  done  with  advantage.  In  Fig.  319  two  machines  i  and  11  are  put 
in  divided  circuit,  i,  and  ig  are  the  armatures,  c^  and  Cg  the  collectors,  with 
their  brushes  b^  and  Bg,  from  which  wires  lead  to  the  binding  screws  p^  Nj  and 
Pg  Ng.  Ej  and  Eg  are  the  wire  coils  of  the  electro-magnets,  and  l  represents 
a  lamp  inserted  in  the  circuit  of  both  machines.  At  a  the  currents  of  both 
machines  meet,  and  pass  through  the  conductor  a  c  \.o  the  lamp,  which  they 
leave  again  at  i.  The  current  is  again  divided  at  ^,  one  portion  flowing  back  to 
one  machine,  the  other  portion  back  to  the  other  machine.  The  direction 
of  current  will  be  as  follows  : 


:5Sp;>''^''^p"''<Sb: 


B,    - 


Bg   Eg   Pg  Ng   Eg    — 

through  the  lamp,  therefore,  a  current  flows,  which  is  the  sum  of  two  currents. 
If  the  E.  M.  f.  in  both  machines  be  equal,  no  matter  how  large  the  resistance 
in  the  lamp  may  become,  the  currents  of  both  machines  will  always  flow  through 
the  lamp  circuit  in  the  same  way.  When  contact  is  entirely  broken  at  l,  the 
E.  M.  F.  produced  by  the  two  generators  being  exactly  equal",  the  circuit  of  the 
machine  will  remain  current-less  even  when  the  armatures  are  kept  in  motion. 
If,  however,  the  e.  m.  f.s  of  the  two  machines  are  not  equal  to  each  other,  and 
the  resistance  in  the  lamp  has  been  increased  beyond  a  certain  hmit,  a  portion 
of  the  current  of  the  stronger  machine  will  flow  at  a  into  the  weaker  machine, 
and  will  flow  through  its  coils  in  an  opp>osite  direction  to  the  direction  of  the 
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current  generated  by  it ;  this  will  happen,  for  instanccj  when  the  lamp  goes  out 
If  now  the  two  machines  are  not  stopped,  the  machine  that  has  the  smaller 
E.  M.  F.  will  have  a  current  flowing  in  an  opposite  direction  to  that  which  it 
generates,  equal  to  the  difference  of  the  e.  m.  f.s  by  the  resistance  in  the  total 
circuit. 

In  consequence  of  this  differential  current,  the  electro-magnets  of  the 
weaker  machine  become  re-polarised,  and  the  current  induced  in  that  machine 
will  be  reversed,  />.  it  will  have  the  same  direction  as  the  current  in  the 
other  machine.  A  current  now  will  flow  through  the  conductors .  which  corre- 
sponds to  the  sum  of  the  E.  m.  f.s  of  both  machines,  and  the  machines  are 
now  in  series.  If  the  machines  are  not  stopped  now,  they  will  become  heated,  as 
they  are  short-circuited,  and  the  strength  of  the  current  will  have  been  increased 
enormously.     The  lamp  circuit  becomes  a  branch  circuit,  which  receives  only 


Fig.  319. — Combinations  of  Machines. 

that  portion  of  the  total  current  which  is  obtained  according  to  the  law  that  it  is 
divided  in  inverse  proportion  to  the  resistances  in  the  two  circuits.  To  obtain 
the  normal  lighting  effect  the  weaker  machine  would  have  to  be  reversed,  in 
the  sense  of  the  altered  polarity. 

As  two  machines,  producing  exactly  equal  e.  m.  f.s,  are  difficult  if  not  impos- 
sible to  construct,  disturbances  of  greater  or  less  intensity  will  take  place  whenever 
two  machines  are  joined  for  quantity  in  the  same  circuit.  Gramme,  however,  has 
overcome  this  difficulty  in  a  simple  manner.  All  the  coils  of  the  electros  of  the 
machines  which  are  to  be  joined  for  quantity  are  connected  with  a  brush  in  electric 
communication  by  a  short  wire  with  a  pole  screw,  whilst  a  second  brush  is  con- 
nected by  means  of  a  short  wire  with  a  second  pole  screw.  If  two  such  machines 
are  to  be  coupled  in  one  circuit,  the  brushes  which  are  in  connection  with 
the  coils  of  the  electros  are  joined,  as  shown  in  Fig.  319,  by  the  Une  x  y.  If 
now  the  current  in  machine  i  become  so  powerful  as  to  flow  over  into  machine 
II,  the  current  will  be  divided  into  Bj  and  Bj  in  the  inverse  proportion  to 
the  resistances  in  the  divided  circuits  %  Eg  and  x  y  \  but  the  resistance  of 
the  coils  of  the  magnets  being  far  greater  than  that  of  x  y^  the  first  branch 
will  have  only  a  very  weak  current  flowing  through  it ;  and  even  under  the  most 
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unfavourable  conditions  this  weak  current  would  never  be  able  to  reverse  the 
polarity  of  the  magnets.  The  opposing  e.  m.  f.s  meet  each  other  in  the  wire 
xy^  which  is  therefore  currentless  when  the  e.  m.  f.s  of  the  two  machines  are 
equal  to  each  other. 

An  analogous  case  in  hydraulics  may  serve  to  make  this  action  plainer. 
Imagine  the  electrical  differences  of  potential  represented  by  the  pressure  upon 
liquids  and  the  circuit  formed  by  corresponding  pipes,  as  shown  in  Fig.  320. 
As  long  as  the  pressures  in  i  and  11  are  equal,  hquid  will  flow  from  both  vessels 
through  L,  with  a  velocity  depending  on  the  resistance  in  the  tubes.  No  matter 
how  great  the  resistance  in  l  may  become,  fluid  will  never  flow  from  i  to  11, 
or  vice  versd^  through  the  tubes  e^  and  Ej,  provided,  of  course,  the  resistances  in 
E^  and  Eg  are  not  very  different  from  each  other  When  no  fluid  passes  through 
pipe  L,  all  motion  in  the  whole  system  ceases 
of  course. 

If  now  the  pressure  in  11  be  greater  than 
in  I,  and  l  offers  only  slight  resistance,  liquid 
will  flow  to  L  from  both  vessels,  of  course 
with  differing  velocity ;  suppose  now  the  re 
sistance  in  l  to  become  so  great  as  to  allow 
no  time  for  the  balancing  of  the  two  different 
pressures,  fluid  from  11  must  flow  to  i 
through  Ej.  This  will  take  place  especially 
when  L  allows  no  fluid  to  pass  at  all,  i.e, 
when  contact  in  the  circuit  of  the  lamp 
\s  broken.  Equilibrium  will  be  restored  by 
means  of  Eg  and  Ej,  and  fluid  will  flow  through 

Ej  in  a  direction  opposite  to  the  pressure  in  i  with  a  velocity  corresponding 
to  the  difference  of  pressure  in  the  two  vessels.  Repolarisation  of  machine  i 
would  be  analogous  to  alteration  of  the  negative  pressure  in  vessel  i,  so  as 
to  make  it  equal  to  the  pressure  in  11.  In  this  case,  when  l  is  closed,  fluid 
from  I  to  II  would  flow  through  Eg  and  e^.  If,  however,  the  two  vessels  are  further 
connected  by  means  of  the  wide  tube  xy^  equilibrium  will  be  restored  through 
this  way,  and  consequently  no  fluid  will  flow  through  Eg  and  e^  to  reach  either 
the  one  or  the  other  vessel. 

For  want  of  attention  to  these  details,  very  unpleasant  results  occurred  at  the 
Edison  central  station  in  New  York,  which  Edison  himself  describes  in  the 
following  manner :  "  When  two  dynamos  for  the  first  time  were  to  supply 
current  for  about  2,000  lamps,  it  was  found  impossible  to  obtain  a  uniform 
speed ;  whenever  one  machine  made  fewer  revolutions  than  the  other,  the  total 
current  went  into  the  more  slowly  rotating  machine,  and  became  thus  a  kind 
of  electromotor ;  at  the  first  trial  this  phenomenon  was  very  starthng,  and  might 
have  easily  led  to  sad  consequences.  When  the  second  generator  was  set  going, 
first  one  machine  and  then  the  other  machine  gave  sparks  resembling  lightning, 
and  one  machine  drove  the  other  by  turns.    One  of  the  engineers  present  cut  off 


Fig.  320. 
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the  steam  from  the  motor,  and  got  the  machine  rotated  with  the  same  speed  as 
before.  Pale  as  death,  he  rushed  up  to  me  and  asked  what  was  to  be  done. 
In  the  next  minute,  about  eight  pounds  of  copper  were  melted  by  the  current, 
and  partly  volatilised.  If  all  the  six  projected  machines  had  been  used,  I  don't 
know  what  might  have  happened.  However,  I  soon  found  out  that  the  unequal 
speed  with  which  the  machines  rotated  was  the  cause,  and  I  therefore  con- 
nected the  regulators  of  all  the  machines  with  each  other,  so  as  to  make  the 
same  number  of  revolutions  per  second.  This  alteration,  however,  required  at 
least  one  month,  and  as  many  of  our  customers  no  longer  burnt  gas,  we  had 
to  do  the  best  we  could  with  a  most  serious  difficulty.  The  arrangements  made 
answered  very  well,  and  all  these  difficulties  are  now  overcome." 

REGULATION   AND    DISTRIBUTION    OF   THE   CURRENT. 

General  Explanation. — Before  the  current  produced  by  the  generator  can 
be  used  to  do  the  required  work,  it  is  necessary  to  see  to  its  r^ulation  and 
distribution.  The  due  regulation  of  the  current  is  of  as  much  importance  as 
the  adoption  of  suitable  generators  and  receivers,  ue,  the  apparatus  which 
produces,  receives,  and  consumes  the  current,  such  as  lamps,  motors,  or  decom- 
position cells. 

To  work  with  unregulated  currents  is  far  from  economical,  and  often  causes 
considerable  loss,  as  may  be  shown  by  the  following  example :  Suppose  the 
currents  of  a  machine  to  have  a  strength  corresponding  to  the  number  of  lamps 
which  they  are  supposed  to  feed.  Now  suppose  that  all  of  a  sudden,  either  by 
chance  or  purpose,  a  number  of  lamps  are  put  out,  at  once  the  resistance  in  the 
circuit  is  considerably  diminished.  The  current  being  inversely  proportional  to 
the  resistance,  it  follows  that  the  decrease  of  resistance  causes  increase  of 
current,  which  will  not  only  alter  the  remaining  lamps,  but  might  injure  the 
insulation  of  the  machine,  or  melt  off  portions  of  metal.  To  prevent  cases  like 
this  occurring,  the  generator  may  be  constructed  so  as  to  allow  to  pass  only 
currents  of  such  strength  as  are  wanted,  or  regulators  constructed  for  the  purpose 
may  be  used.  Finally,  the  receivers,  />.  the  lamps,  may  be  so  arranged  as 
to  allow  only  the  required  current  to  pass.  The  fluctuations  of  current  are 
especially  unpleasant  in  machines  where  the  dynamo-electric  principle  is 
thoroughly  adopted,  i,e,  where  the  coils  of  armatures  and  coils  of  magnets 
together  form  only  one  circuit.  Every  increase  of  resistance  in  the  circuit  here 
will  cause  diminution  of  current  as  a  matter  of  course ;  in  the  dynamo-electric 
machine,  when  the  current  is  weakened  the  electro-magnets  are  also  weakened. 
Let  us  suppose,  for  the  sake  of  illustration,  that  the  current  has  to  feed  an  arc 
lamp,  and  suddenly  a  piece  of  one  of  the  carbons  springs  off,  thereby  increasing 
the  resistance.  The  current  will  decrease,  and  the  machine  will  furnish  a  weaker 
current  just  at  that  particular  moment  when  a  stronger  current  is  required  to 
maintain  the  lamp  burning.  Although  the  lamp  might  not  go  out,  a  change  in  the 
intensity  of  the  light  will  certainly  be  produced.     As  we  have  already  seen,  it  was 
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for  this  reason  that  Wheatstone  placed  the  electro-magnets  in  shunt,  so  that  the 
circuit  of  the  magnets  should  be  separated  from  that  of  the  armature  and  receiver. 
Brush  makes  the  outer  circuit  independent  of* the  intensity  of  the  magnetic  field 
by  providing  the  electro-magnets  with  coils  of  much  thinner  wire  in  addition  to  the 
ordinary  coils,  the  ends  of  which  are  connected  with  the  collecting  brushes. 
Marcel  Deprez  obtains  current  regulation  along  with  the  distribution,  and  aims 
at  securing  (i)  that  each  portion  of  the  apparatus  shall  receive  the  necessary 
current,  and  shall  act  independently  of  the  others;  (2)  that  the  necessary 
regulation  shall  be  executed  by  the  machine  itself;  (3)  that  this  regulation  shall 
be  of  such  a  kind  that  the  machine  produces  only  such  current  as  is  required 
for  the  apparatus  inserted  in  the  circuit 

It  follows  that  as  the  total  amount  of  electrical  energy  is  the  product  of 
E.  M.  F.  multiplied  by  the  quantity  {see  page  221)  a  variation  in  the  total 
energy  might  be  brought  about  either  by  altering  the  e.  m.  f.,  or  by  altering 
the  quantity  of  the  current,  or  by  altering  both.  Deprez  takes  only  the  first 
two  cases  into  consideration,  and  shows  that  to  vary  the  electro-motive  force 
with  constant  current  strength  requires  the  parts  of  the  apparatus  to  be  joined 
in  series.  To  vary  the  current  strength  with  constant  e.  m.  f.  requires  the  parts 
of  the  apparatus  to  be  arranged  in  a  divided  circuit 

By  again  referring  to  the  analogous  Case  of  a  flow  of  water,  the  reasons  for  this 
difference  of  arrangement  may  be  made  clearer.  Let  us  suppose  that  the  energy  of 
a  waterfall  is  to  be  utilised  by  means  of  several  hydraulic  motors,  which  may  be 
arranged  either  one  above  the  other,  or  side  by  side.  In  the  first  case  each  motor 
would  obtain  the  same  quantity  of  water,  but  only  a  portion  of  the  height  through 
which  the  water  ialls  would  be  utilised  by  each  one.  If  more  motors  were  to  be 
driven  in  the  same  way  by  the  same  stream,  the  head  of  the  water  would  have 
to  be  raised  so  as  to  fall  through  a  greater  distance,  in  order  to  admit  of  a  greater 
number  with  the  same  difference  of  level  for  consecutive  motors.  This  would 
correspond  to  a  joining  in  series.  In  the  second  case  the  motors  stand  side  by 
side,  and  the  force  with  which  the  water  comes  down  is  the  same  in  all  the 
motors.  Each  uses  the  force  due  to  the  whole  height,  but  receives  only  a 
firaction  of  the  total  If  now  the  number  of  motors  is  to  be  increased  in  this  case 
it  is  evident  that  the  quantity  of  water  in  the  water-fall  has  also  to  be  increased. 
This  arrangement  represents  joining  parallel. 

This  method  of  regulating  the  current  has  been  applied  in  practice  by  Deprez 
in  the  following  manner:  The  electro-magnets  of  the  machine  furnishing  the 
current  have  two  separate  circuits,  the  coils  of  which  run  parallel  to  each  other ; 
so  that  the  currents  of  both  systems  of  coils  flow  in  the  same  direction  and 
consequently  aid  each  other.  Through  one  of  the  circuits  flows  a  constant 
current,  which  is  furnished  by  a  separate  source  of  electricity,  as  shown  in  Fig. 
321.  Into  the  second  circuit  of  the  electro-magnets  flows  the  total  current 
produced  by  the  principal  machine  and  utilised  in  the  outer  circuit  when 
the  parts  of  the  apparatus  to  be  supplied  with  the  current  are  put  in  shunt. 
Only  a  branch  current  reaches  the  apparatus  w^hen  it  is  put  in  series.     Let  us 
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first  consider  the  joining  in  parallel  arrangement.  There  are  always  two 
E.  M.  F.s  active  in  the  principal  machine :  the  one  produced  by  the  indepen- 
dent generator,  which  is  invariable,  and  which  is  proportional  to  the  internal 
resistance  (also  invariable)  of  the  lighting  machine  j  the  other,  which  is  variable, 
and  is  produced  by  the  lighting  machine  itself.  When  a  certain  number  of 
parts  joined  parallel  are  active  in  the  circuit,  the  resistance  and  current  in  the 
total  circuit  will  depend  on  the  number  of  these  parts.     If  now  one  of  the 


Fig.  321. — Deprez's  Method  of  Regulation. 

parts  be  taken  out,  the  current  loses  one  of  the  parallel  passages ;  hence  it 
finds  a  greater  resistance.  But  since  the  current  is  inversely  proportional  to  the 
resistance,  it  follows  that  the  current  must  decrease.  The  reverse  takes  place 
when  the  number  of  parts  employed  is  increased.  For  every  fresh  part  inserted 
the  current  finds  one  more  passage,  that  is,  meets  less  resistance,  and  is  there- 
fore increased.  By  means  of  the  above  arrangement  a  self-regulating  system  to 
some  extent  is  obtained. 

When  the  parts  of  the  system  that  use  up  the  current  are  joined  in  series 
a  constant  current  will  flow  through  the  circuit  of  the  electro-magnet  furnished 
by  the  generator ;  and  through  the  second  circuit,  which  is  parallel  to  that  of 
the  principal  machine  and  apparatus,  flows  a  branch  current,  the  strength  of 
which  is  inversely  proportional  to  the  resistance  of  this  branch  circuit.  If  now 
one  or  more  parts  be  added,  the  resistance  in  the  outer  circuit  will  be  increased, 
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because  the  current  has  to  pass  through  a  greater  number  of  parts  one  after 
the  other,  and  has  therefore  to  overcome  a  greater  resistance.  But  increase  of 
resistance  in  the  outer  circuit  across  which  there  is  a  shunt,  causes  also  increase 
of  current  in  the  shunt  the  resistance  of  which  remains  unchanged.  Therefore 
the  electro-magnets,  which  in  this  case  are  in  the  shunt,  will  become  more  power- 
ful, and  the  current  in  the  outer  circuit  will  thereby  be  increased.  The  strength 
of  the  current  diminishes  in  the  outer  circuit  in  a  similar  manner  when  the 
number  of  parts  is  diminished.     Hence  by  shunting  the  electro-magnets  the 


Fig.  322. — Schuckert's  Compound  Machine. 


current  of  the  principal  machine  is  regulated  without  needing  any  further  appa- 
ratus for  the  purpose. 

Compound  Machines. — When  the  resistance  in  the  external  circuit  has 
reached  a  certain  limit  or  the  circuit  is  broken,  the  currents  induced  in  the 
armature  by  the  residual  magnetism  of  the  electro-magnets  cannot  reach  the 
coils  of  the  magnets,  the  increase  of  the  current  cannot  take  place,  and 
the  magnets  receive  no  augmentation  of  their  power.  If,  however,  the  electro- 
magnets are  in  shunt,  their  power  will  be  increased  when  the  resistance  increases 
in  the  external  circuit.  The  shunt  machine,  therefore,  is  capable  of  working 
with  varying  resistances  in  the  external  circuit,  and  may  be  used  for  glow  lamps 
provided  the  power  of  the  electro-magnet  is  regulated  according  to  the  number 
of  lamps.  Edison,  as  we  shall  see  later  on,  obtains  this  adjustment  by  inserting 
varying  resistances  in  the  circuit  of  the  electro-magnets.     The  shunt  machine, 
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however,  works  advantageously  only  with  a  certain  resistance.  As  the  lamps 
are  put  out  in  succession,  the  resistance  in  the  external  circuit  will  become 
larger  and  larger,  and  the  currents  in  the  shunt  circuit  and  electro-magnet 
coils  increase  more  and  more.  The  remaining  lamps,  therefore,  will  bum 
brighter  and  brighter,  and  might  finally  be  destroyed.  The  two  methods 
of  joining  them  show,  so  to  speak,  an  opposite  behaviour.  With  dynamo- 
electric  machines  a  small  number  of  lamps  can  hardly  be  made  to  bum 
at  all,  while  bv    using  shunt  machines   with  the  same  number  of  lamps,  the 


Fig.  323.— Siemens  and  Halske's  Compound  Machine  producing  constant  E.  M.  F. 

lamps  run  the  risk  of  being  destroyed  on  account  of  the  heat  produced. 
Engineers,  therefore,  have  adopted  a  middle  course  between  the  two.  Machines 
have  been  constmcted  by  R.  C.  Crompton,  Siemens  and  Halske,  and  S. 
Schuckert,  upon  this  compound  principle.  Fig.  322  represents  a  compound 
machine  by  Schuckert,  intended  for  about  400  Edison  lamps.  Figs.  323 
and  324  represent  a  compound  machine  by  Siemens  and  Halske.  These 
machines  differ  from  those  already  described  only  in  the  coiling  of  their  electro- 
magnets. This  is  also  the  reason  why  compound  machines  have  not  been 
considered  with  the  other  machines,  but  under  this  heading  of  current  regulation. 
In  Figs.  323  and  324  the  double  coiling  of  the  electro-magnets  is  extended  in 
such  a  manner  that  each  wire  takes  up  half  of  every  magnet-arm.  In  practice 
the  arms  might  be  arranged  in  pairs  having  thin  and  thick  wire  alternately,  or 
the  different  wires  might  be  coiled  one  over  the  other. 
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The  mode  of  joining  up  the  generator  and  circuit  may  easily  be  understood 
from  Fig.  324.  The  coils  consisting  of  strong  wire  are  in  parallel  arrangement, 
the  coils  consisting  of  thin  wire  are  joined  in  series.     The  simple  arrows 

indicate  the  direction  of  current  in  

the  thick,  and  the  plumed  arrows 
indicate  the  direction  of  current  in 
the  thin  wires,  p  and  p^  are  the 
pole-clamps  of  the  machine,  to  which 
the  outer  circuit  is  joined  ;  b  b^  are 
conducting  brushes  which  slide  upon 
the  commutator.  The  machine  can 
supply  from  100  to  200  Siemens  glow 
lamps,  each  of  i6-candle  power.  This 
compound  machine,  which  may  be 
regarded  as  consisting  of  a  dynamo- 
electro  machine  with  a  shunted  auxi- 
liary machine,  is  capable  of  regu- 
lating the  current  without  any  further 
apparatus,  and  works  uniformly  with 
varying  resistance  in  the  outer  circuit, 
provided  that  the  number  of  revolu- . 
tions  per  minute  is  constant.  Com- 
pound machines,  therefore,  are  well 
adapted  for  the  distribution  of  elec- 
tric energy  from  a  centre. 

Maxim's  Regulator. — Special 
apparatus  for  the  regulation  of  the 
current  have  become  of  less  impor- 
tance since  the  construction  of  cooc- 
pound  machines.  Two  regulatois 
were  exhibited  during  the  Paris 
Exhibition,  one  by  Maxim,  the 
other  by  Lane-Fox.  Maxim  regulates 
the  curreiit  of  the  lighting  machine 
by  varying  the  current  of  the  auxiliary 
machine,  by  adjusting  the  contact 

brushes  of  its  commutator.  Each  brush  has  two  positions ;  one  corresponds  to  the 
maximum  strength  of  current,  the  other  to  the  minimum  strength  of  current ;  when 
in  the  latter  position  the  brushes  stand  in  the  so-called  neutral  line;  by  moving 
the  brushes  from  or  towards  the  line,  the  current  of  the  dynamo-electric  machine 
will  be  altered.  Fig.  325  represents  the  practical  application  of  this  principle. 
An  electro-magnet  e^  of  great  resistance  is  fixed  on  the  inducing  machine,  and 
is  inserted  in  the  outer  circuit.  This  magnet  attracts  the  armature  a  with 
a  force  proportional  to  the  strength  of  the  current     The  spur  /  which  is 


Fig.  324.  — Diagram  of  Sieineos'  Machine. 
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connected  with  a  moves  between  two  wheels  r  and  r  without  touching  them, 
as  long  as  the  current  which  passes  through  the  coils  of  the  magnet  has  its 
normal  strength.  When  the  current  becomes  weakened  by  more  lamps  being 
lighted,   etc,   the  armature  a  then    rises    because   the   magnet  has  not  the 


Fig.  325. — Maxim's  Regulatoi. 

necessary  force  to  hold  it  down.  The  armature  /  is  also  pushed  upwards, 
catching  with  its  upper  tooth  the  teeth  of  the  wheel  r,  And  moving  the  latter 
forward  by  one  tooth  for  every  backward  and  forward  motion. 

This  motion  is  transmitted  to  the  brushes  ^  ^  by  properly  adjusted  wheels, 
which  causes  the  latter  to  leave  their  first  position  and  to  assume  the  position 
most  favourable  for  the  strength  of  the  current  Motion  in  the  opposite 
direction  takes  place  when  the  current  has  become  too  powerful  in  consequence 
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of  the  extinguishing  of  several  lamps.  The  second  electro-magnet  Eg  serves 
as  a  safety  valve.  The  armature  can  only  be  attracted  by  this  magnet  when 
the  current  becomes  very  powerful ;  in  this  case  the  prolongation  of  the  armature 
meets  a  platinum  contact,  which  causes  the  electro-magnet  coils  to  be  taken 
out  of  the  circuit,  and  thus  damage  to  the  apparatus  (that  is,  to  lamps,  etc.) 
is  prevented.  The  interruption  of  current,  however,  lasts  only  a  very  short 
time,  because  through  the  interruption  the  electro-magnet  Eg  loses  its  force 
immediately  and  lets  the  armature  go.      By  this  means  the  normal  condition 


Fig.  326.— Krizik's  Regulator. 

of  the  machine  is  again  restored  As  the  electro-magnet  Eg  has  only  occasion- 
ally to  effect  the  regulation,  and  the  electro-magnets  of  the  principal  machine 
do  not  entirely  lose  their  power,  the  lamps  will  not  go  out,  but  their  brightness 
will  diminish.  The  electro-magnet  Eg  gives,  so  to  speak,  time  to  the  electro- 
magnet Ej  to  bring  into  action  its  regulating  apparatus.  The  same  principle, 
viz.  the  adjustment  by  means  of  the  contact  brushes  of  the  commutator, 
was  followed  in  another  apparatus  constructed  by  Maxim,  varying  in  some 
matters  of  detail  from  the  one  just  described.  Maxim  has  also  constructed  a 
regulator  having  for  its  essential  parts  a  long  movable  rheostat  with  sixty  resist- 
ance cylinders,  in  form  and  arrangement  similar  to  the  ring  of  a  Gramme's 
machine.  This  regulator  is  inserted  in  the  circuit  of  the  inducing  electro- 
magnets. As  the  ring  is  moved  in  either  one  direction  or  the  other  by 
means  of  an  electro-magnet,  at  the  same  time  a  larger  or  smaller  number  of 
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resistance  cylinders  are  brought  into  the  circuit,  causing  a  decrease  or  increase 
of  current. 

Fig.  326  represents  two  regulators  constructed  by  Krizik.  A  solenoid  s 
influences  the  iron  cone  e  enclosed  in  a  brass  tube,  according  as  a  strong  or 
weak  current  flows  through  it,  the  attraction  of  the  iron  core  being  uniform  in 
all  its  jx^sitions  as  regards  the  coil  in  consequence  of  its  conical  shape.  The  at- 
traction of  the  solenoid  is  balanced  by  the  weight  g  which  hangs  from  the  pulley  r. 
The  iron  core  moves  either  up  or  down  the  inclined  plane  of  the  frame, 


^lachine  with  Regulator. 


according  as  the  weight  g  or  the  attracting  force  of  the  solenoid  prevails, 
and  at  the  same  time  the  contact  roller  r  moves  over  a  number  of  contact  strips 
which  are  connected  with  carbon  rods  k.  In  this  manner,  when  the  current 
is  increased,  the  iron  core  is  drawn  deeper  and  deeper  into  the  solenoid, 
and  more  and  more  carbon  rods  are  inserted  in  the  circuit.  If,  however,  the 
current  becomes  too  weak,  the  counter-weight  G  pulls  up  the  iron  core,  and  at 
the  same  time  takes  out  resistance  rods,  thus  allowing  the  current  to  increase  to 
the  desired  strength. 

The  Anglo-American  Electric  Light  Company  use  a  rheostat  consisting  of 
carbon  discs,  for  the  regulation  of  currerU  in  ^ their  machines,  and  a  similar 
plan  is  employed  in  what  is  called  the  British  regulator,  shown  in  Fig.  327. 
A  few  minor  points  being  excepted,  it  is  like  a  four-pole  Schuckert  machine. 
The  manner  of  working  of  the  British  regulator  may  be  better  understood  by 
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studying  Fig.  328  (from  "  La  Lumibre  dectrique").  Connected  with  the  pole- 
clamps  ik  are,  on  the  one  side,  the  lamps  or  other  apparatus  in  the  outer 
circuit  /  ^,  and  on  the  other  side  the  electro-magnets  E,  the  carbon  disc,  and 
rheostat  r.  At  i  and  ii  a  branch  circuit  joins  the  circuit,  which  contains 
the  electro-magnet  d^  the  iron  core  of  which  is  carried  by  the  lever  c.  The 
right  arm  of  the  lever  rests  between  the  contact  pins  a  and  b,  and  the 
forces  of  attraction  are  opposed  by  a  weight  G  and  the  spring  r.     When  the 


Fig.  328.  —Diagram  of  Regulator. 

lever  touches  the  pin  a  the  electro-magnet  e  will  be  inserted  in  the  branch 
circuit,  and  when  it  touches  the  pin  b  the  branch  current  will  flow  through 
the  coils  /  The  armature  g  will  therefore  be  attracted  by  either  e  on  the  left, 
or  /  on  the  right.  Keyed  upon  the  shaft  w  above  the  armature  are  the 
wheels  zz^  which  are  maintained  in  motion.  (Compare  Fig.  327.)  Between  these 
wheels  is  another  wheel  h,  the  teeth  of  which  will  catch  the  teeth  of  either  z  or  z\ 
according  as  the  armature  g  moves  to  the  right  or  left.  The  armature  g  is 
lengthened  beyond  its  fulcrum,  and  the  projection  causes  the  connection  of  the 
wheel  H  with  either  z  or  z\  The  wheel  h  pushes  a  plate  either  up  or  down, 
causing  increase  or  decrease  of  contact  between  the  several  carbon  discs  k 
of  the  rheostat ;  and  thus  increasing  or  decreasing  the  current.  When  the 
current   in  the  outer  circuit    surpasses    the    required  strength,    the  force  of 
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attraction  of  the  magnet  d  will  become  greater  than  the  force  of  the  spring  r 
and  the  weight  g.  The  right  side  of  the  lever  c  therefore  must  move  down, 
and  coming  in  contact  with  b  will  cause  the  insertion  of  the  electro-magnet  / 
When  the  armature  /  moves  to  the  right  its  projection  beyond  the  fulcrum 
moves  to  the  left,  and  couples  z  and  h.  This  causes  the  plate  p  to  move  down 
and  widen  the  contact  between  the  carbon  plates  k  k,  Le,  increases  the  resistance 

of  the  rheostat.  The  latter  being  in  the  same 
circuit  with  the  electro-magnets  e  e,  this  in- 
crease of  resistance  causes  the  current  flow- 
ing through  the  coils  of  the  electro-magnets 
to  diminish,  and  thus  diminishes  the  current 
of  the  machine.  When,  on  the  contrary,  the 
current  has  become  too  weak,  the  lever  c  will 
be  lifted  by  the  spring  r  and  the  counter- 
weight G,  contact  will  be  made  at  a,  making 
the  electro-magnet  e  active,  and  causing  h  to 
move  in  the  opposite  direction.  The  plate 
p  is  lifted,  presses  the  carbon  plates  against 
each  other,  and  diminishes  the  resistance  of 
the  rheostat,  which  consequently  causes  an 
increase  of  current.  We  need  hardly  men- 
tion that  with  the  required  strength  of  current 
the  lever  c  rests  between  a  and  ^,  and  the 
armature  g  between  e  and  /  and  therefore 
the  wheel  h  remains  at  rest. 

Siemens'  Regulator. — Fig.  329  repre- 
sents a  regulator  devised  by  Sir  William 
Siemens,  based  on  Joule's  law,  and  acting 
by  means  of  the  expansion  and  contraction 
of  a  ribbon  of  metal  through  which  a  current 
passes.  A  very  thin  metal  strip  a  has  one 
end  fastened  to  the  screw  b,  which  regulates 
its  tension.  This  runs  over  the  pulley  R,  and  has  its  other  end  attached  to  a  lever, 
which  carries  the  contact  arm  l,  the  position  of  this  arm  depending  on  the  length 
of  the  strip  a.  Above  this  contact  arm  a  series  of  arms  m  is  arranged,  which  have 
at  their  free  ends  the  contact  bars  p.  The  distance  of  the  latter  from  each  other 
is  regulated  by  the  movable  weights  w.  The  other  ends  of  the  contact  arms 
are  in  connection  with  the  resistance  coils  r,  made  of  German  silver.  The  spring 
s,  which  has  also  a  contact  bar,  is  connected  with  the  pole-clamp  t.  When  a 
current  passes  through  the  strip  a  it  will  become  heated  in  proportion  to  the 
square  of  the  strength  of  the  current,  causing  the  strip  to  expand,  and  also 
causing  the  lowering  of  the  lever  l  and  levers  m  successively.  The  contact  of 
their  bars  will  be  broken  (as  shown  in  the  figure),  and  the  resistances  R  will  be 
gradually  inserted.     When  the  current  diminishes,  the  strip  a  cools,  contracts. 


Fig.  329. — ^William  Siemens' 
Regulator. 
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and  lifts  the  lever  l  so  as  to  cause  the  bar  p  to  make  contact  and  take  out  the 
corresponding  resistances  r.  When  all  the  bars  are  in  contact  the  current  will 
flow  directly  from  the  clamp  t  to  the  lever  l.  To  prevent  radiation  from  the 
strip  A  it  is  surrounded  by  a  glass  case,  and  the  whole  apparatus  is  placed  in  a 
room  at  a  moderate  temperature. 

Edison's  Method  of  Regulating  Current. — Edison  distributes  elec- 
tricity from  his  central  stations  by  using  the  shunt  system.  In  order  to  regulate 
the  total  amount  of  generated  electrical  energy  according  to  the  requirements 
by  this  arrangement,  the  e.  m.  f.  is  kept  constant  by  varying  the  strength  of 
current      Edison  brings  this  about  by  varying  the  intensity  of  the  magnetic 
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Fig.  330. — Diagram  of  Edison^s  Method. 

field  in  which  the  armature  rotates.  For  this  purpose  the  coils  of  the  electro- 
magnets and  a  series  of  resistance  coils  are  put  parallel  to  the  circuit  in 
which  the  lamps  are  placed.  By  the  insertion  of  resistance  coils  in  this 
circuit  the  strength  of  the  current  in  the  coils  of  the  inducing  electro- 
magnets will  be  diminished,  in  this  way  altering  the  intensity  of  the 
magnetic  field.  The  insertion  and  taking  out  of  resistances  is  brought 
about  automatically.  The  apparatus  represented  in  Fig.  330  consists  of 
two  groups,  one  of  which  is  to  measure  the  strength  of  current  in  the  circuit, 
the  other  to  regulate  the  current  according  to  these  measurements.  From 
the  machine  a  the  current  flows  through  the  conductors  a  a  lo  the  several 
lamps  r.  The  parallel  circuits  cc  lead  to  a  commutator/  of  four  contacts.  This 
is  connected  with  ^ ;  ^  is  a  resistance  box,  and  /  is  a  constant  resistance  of 
50,000  ohms.  The  circuits  ^^  of  the  standard  battery  d,  of  no  volts,  lead  to 
the  commutator  j\  «  is  a  Thomson's  mirror  galvanometer,  k  being  the  lamp 
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of  the  galvanometer,  and  m  the  scale.     The  current  regulator  b  is  connected 
by  means  of  the  conductor,  b  b  with  the  coils  of  the  inducing  magnet  of  the 


machine  A.     k\  f  z.  contact-breaker  is  inserted  into  the  circuit,     e  is  a  contact 
lever  moving  in  a  circle  and  connected  with  c.     By  touching  one  of  the  contacts 
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also  arranged  in  a  circle,  the  circuit  ^  ^  is  closed,  causing  the  current  to  pass 
through  a  larger  or  smaller  number  of  resistances.  For  the  regulation  of  the 
current  two  distinct  operations  are  necessary ;  the  measuring  of  the  current  in 
the  working  circuit  by  means  of  the  apparatus  c  d,  and  the  insertion  of  a  smaller 
or  a  larger  resistance  in  the  circuit  of  the  inducing  magnets,  by  adjusting  the  lever 
e  according  to  the  measurements  obtained.  Fig.  330  will  make  this  clear.  To 
measure  the  current,  the  arm  of/  is  moved  to  the  right.  A  branch  current  will 
now  flow  from  a  a,  through  cc^  through/^,  through  the  constant  resistance  h  and 
variable  resistance  /,  to  the  galvanometer  n.  The  constant  resistance  h  of 
50,000  ohms  is  inserted  so  that  the  galvanometer  does  not  get  the  full  strength 
of  current,  but  a  small  fraction  of  it  only.  The  varying  resistance  /  further 
diminishes  the  strength  of  the  current  when  it  is  found  to  be  still  too  large  for 
measurement  by  the  galvanometer.  The  current  passing  through  the  gal- 
vanometer causes  a  deflection  of  the  needle  proportional  to  its  strength, 
which  is  read  off  from  the  scale  m.  The  scale  is  so  arranged  that  one 
volt  causes  a  deflection  of  three  divisions.  It  is  necessary  occasionally  to 
test  the  accuracy  of  the  scale  and  to  find  out  whether  the  current  has  the 
nominal  strength  it  is,  compared  with  the  current  of  the  standard  battery  d, 
which  is  inserted  for  this  purpose  in  the  galvanometer  circuit  by  moving  / 
towards  the  left  The  current  of  the  battery  when  brought  into  the  circuit  flows 
through  j  g  h  i  to  the  galvanometer.  If  now  the  deflection  of  the  needle  is 
the  same  as  in  the  first  reading,  the  current  has  its  normal  strength ;  if  the 
deflection  is  not  the  same,  it  must  be  made  the  same  by  inserting  resistances  by 
means  of  the  apparatus  b.  The  contacts  arranged  in  a  circle  are  the  termina- 
tions of  a  series  of  resistances  represented  in  Fig.  331,  under  the  table  at  r, 
consisting  of  parallel  boards  held  together  by  four  rods,  upon  which  bright 
copper  wires  are  coiled.  This  arrangement  of  the  resistance  is  chosen  in  order 
to  avoid  heating  the  wires.  By  moving  the  arm  m  c  (^  in  Fig.  330)  a  larger  or 
smaller  resistance  is  inserted.  The  current  might  be  regulated  by  inserting  the 
resistance  in  the  outer  circuit,  but  in  this  case  there  would  be  loss  of  energy. 
Edison  therefore  inserts  the  resistance  in  the  circuit  of  the  inducing  magnets,  and 
by  doing  so  weakens  the  inducing  effects,  and  consequently  the  inducing  current 
which  has  to  do  work  in  the  outer  circuit  This  causes  no  loss  of  energy,  for 
the  chief  work  of  the  motor  consists  in  overcoming  the  forces  of  attraction 
between  magnet  and  armature,  that  is  to  say,  in  moving  the  armature.  When 
the  force  of  the  magnet  is  weakened  the  motor  has  less  work  to  do.  To 
prevent  the  speed  of  the  motor  increasing  whenever  the  resistance  diminishes, 
the  motor  has  a  regulator  which  causes  the  velocity  of  the  motor  to  remain 
constant  by  admitting  steam  into  the  cylinder. 

To  regulate  the  current  in  the  way  described,  an  attendant  has  to  watch  the 
galvanometer,  and  arrange  the  resistance  as  required.  Following  the  plan  used  by 
Maxim,  Lane-Fox,  and  others,  Edison  constructed  an  apparatus  for  the  regulation 
of  current,  shown  in  Fig.  332,  which  inserts  the  required  resistance  automatically. 
This  regulator  consists  of  a  kind  of  relay  c,  and  the  electro-magnets  a  and  b, 
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the  pole-pieces  of  which  are  attached  to  the  ends  of  the  beam  of  a  balance. 
The  lever  of  the  electro-magnet  c  moves  between  the  two  contact-breakers  j 
and  K,  and  is  able  to  bring  the  electro-magnet  a  or  b  into  the  circuit,  in  conse- 
quence of  its  touching  either  of  the  contact-breakers.  The  beam  of  the  balance, 
which  bears  the  pole-pieces  of  these  magnets,  is  provided  with  a  tongue  e, 
the  spring  of  which  is  able  to  slide  over  a  series  of  contact  strips,  which  are 
successively  connected  with  increasing  resistances. 


Fig.*  332. — Edison's  Automatic  Regulator. 

Supposing  the  working  current  ta  be  of  normal  strength,  the  position  of  the 
lever  of  the  magnet  c  is  midway  between  the  two  contact  pieces,  and  the  magnets 
A  and  B  remain  without  currents.  If,  however,  the  current  is  less  or  greater 
than  the  normal  strength,  the  lever  is  repelled  by  the  electro-magnet  c  and  closes 
the  contact-breaker  k,  or  is  attracted  more  powerfully  by  the  magnet  c  and 
closes  the  contact-breaker  j.  In  both  cases  one  of  the  magnets  a  or  b,  together 
with  its  coils  of  wire,  is  brought  into  the  circuit,  and  the  beam  of  the  balance 
is  thus  turned  in  one  or  the  other  direction.  The  spring  R  will  continue 
to  introduce  greater  resistances  into  the  drcuit  of  the  electro-magnets  of  the 
machine,  or  to  remove  greater  resistances,  until  the  normal  strength  has  been 
attained. 

In  order  to  bring  before  the  attendant  the  motion  of  the  spring  r  quite  clearly, 


Digitized  by 


Google 


Construction  and  Working  Conditions  of  Machines,         367 

the  two  lamps  G  and  h  have  been  fixed  to  the  apparatus ;  the  colour  of  the 
glass  of  one  of  these  lamps  is  blue,  that  of  the  other  red.  The  lever  of  the 
magnet  c  has  the  effect  of  bringing  the  red  or  the  blue  lamp  into  the  circuit 

The  Lane-Fox  Regulator. — The  regulator  which  Lane-Fox  exhibited  in 
the  Exhibition  at  Paris  is  similar  to  that  of  Edison,  which  we  have  just  de- 
scribed. A  relay  brings  one  of  the  electro-magnets,  which  are  provided  with  a 
common  pole-piece,  into  the  circuit,  and  thus  effects  a  motion  of  the  pole- 
piece  in  one  or  the  other  direction.  Thus  also  two  tooth-wheels,  resting  on 
a  horizontal  axis,  and  enclosing  another  tooth-wheel  fixed  upon  a  vertical 
axis,  are  moved  to  the  one  side  or  the  other,  and  thereby  one  of  them  is 
brought  in  contact  with  the  wheel  fixed  on  the  vertical  axis.  The  last- 
named  wheel  receives  impulses  from  the  vibrating  pole- piece  of  a  magnet, 
which  constantly  turn  it  in  one  direction.  The  rotation  is  transmitted  to  the 
horizontal  axis  of  the  pair  of  tooth-wheels,  causing  them  to  turn  in  one  or 
the  other  direction,  and  causing  a  lever  upon  the  same  axis  to  slide  over  a  series 
of  contact-breakers,  which  form  the  ends  of  the  resistances. 

The  Regulator  used  by  Schwerd  and  Scharnweber  consists  of 
two  solenoids,  into  which  a  pole-piece  of  the  form  of  a  horse-shoe  is  inserted ; 
the  latter  is  suspended  frota  a  piece  of  tape  which  passes  over  a  pulley,  and 
has  a  weight  attached  to  its  other  end.  The  pole-piece  therefore  moves  into 
the  solenoids  or  moves  out  of  them,  according  as  the  strength  of  the  current 
exceeds  the  strength  required,  or  falls  below  the  strength  required.  A  cylinder 
resting  on  the  same  axis  as  the  pulley  takes  part  in  its  rotation.  Above  the 
cylinder  there  is  a  succession  of  contact  springs,  as  the  ends  of  a  series  of 
resistances,  which  rest  upon  a  piece  of  the  form  of  a  helix  upon  the  cylinder, 
and  thus  the  different  contact  springs  are  lifted  up  in  succession.  Thus 
resistance  is  introduced  or  removed,  according  as  the  cylinder  is  turned  in 
one  or  the  other  direction — />.,  according  as  the  pole-piece  moves  into  the 
solenoids  or  moves  out  of  them ;  in  other  words,  according  as  the  working 
current  has  become  too  strong  or  too  weak. 

Gravier's  Regulator. — ^The  regulator  which  A.  Gravier  uses  is  shown 
in  Fig.  333.  The  negative  pole-clamp  of  the  machine  u  is  connected  with  earth. 
From  the  positive  pole  wires  r  lead  to  the  different  places  of  consumption. 
The  parts  of  the  apparatus  are  connected  on  the  one  side  with  the  circuit,  on 
the  other  side  with  the  earth.  The  negative  pole-clamp  of  the  machine  is 
fiirther  connected  with  the  electro-magnet  a  b  of  the  regulator  by  means  of  a 
thin  wire.  From  v^  the  remotest  point,  leads  a  thin  wire,  the  so-called  return 
wire,  which  is  connected  with  the  coils  of  the  electro-magnet  a  b.  A  current 
will  therefore  flow  through  the  electro-magnet  a  b,  the  strength  of  which  will 
correspond  to  the  consumption  in  the  distributing  wires,  work  of  the  machine  u 
being  uniform.  The  electro-magnet  a  b  indicates,  therefore,  by  the  strength 
of  its  current,  the  strength  of  current  required  in  the  outer  circuit.  The 
shoe  A  terminates  in  an  edge  upon  which  the  iron  beam  b  b'  can  turn ;  b  V 
forms,   so  to  say,  the  continuation  of  the  pole  a,  so  that  at  b'  and   b  two 
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opposite  poles  stand  opposite  each  other.  The  forces  of  attraction  of  these 
two  poles  are  balanced  by  the  weight  p  so  long  as  the  current  in  the  outer 
circuit  has  the  desired  strength.  When  the  current  decreases,  the  weight  p 
moves  downwards,  which  causes  contact  of  the  two  springs  /'  and  d.  Increase 
the  current  beyond  the  desired  strength,  and  the  force  of  the  magnet  a  b  will 


Fig.  3J3. — Gravier's  Regulator. 

prevail,  and  will  draw  down  b  b\  causing  contact  of  the  spring  c  t.  In  both 
cases  a  local  current  is  closed,  which  flows  through  the  contact  springs//  into 
the  coils  B  J.  B  s  will  move  in  one  or  the  other  direction  according  to 
whether  the  current  enters  through  ^  /  or  through  (f  /',  which  is  determined 
by  the  strength  of  current  in  the  distributing  wires.  The  motion  of  B  j  indicates 
their  strength  of  current,  and  may  be  used  for  the  regulation  of  it  For 
this  purpose  the  coil  has  at  one  end  an  endless  screw,  which  sets  a  wheel 
with  teeth  in  motion ;  this  wheel  either  varies  the  speed  of  the  motor  or  the 
resistance  in  the  circuit  of  the  electro-magnet 
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Regulation  by  Secondary  Generators. — The  apparatus  we  have  now 
to  describe  differs  from  the  preceding  apparatus  for  the  regulation  and  distribu- 
tion of  current,  in  being  part  of  the  out^r  circuit  instead  of  being  attached  to  the 


Fig.  334. — Gaulard's  Secondary  Current  Generator. 


generator.  By  its  means,  currents  having  a  certain  strength  are  altered  at  the 
place  of  consumption  according  to  requirements.  To  this  class  of  apparatus 
belong  the  secondary  generators  of  Gaulard  and  Gibbs,  which  receive  the 
current  near  the  place  at  which  it  is  to  be  used,  and,  after  converting  and 
re-converting  it,  give  it  up  for  use  as  required. 

To  convert  primary  into  secondary  currents,  as  with  every  other  conversion 
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of  energy,  must  always  be  accompanied  by  loss.  The  secondary  generators 
of  L.  Gaulard,  represented  in  Fig.  334,  consist  of  sixteen  vertical  pillars,  fastened 
between  two  wooden  boards  by  means  of  two  iron  bolts.  Each  of  these  pillars 
is  a  coil  of  cable  made  in  the  following  manner  : 

A  copper  wire,  4  millimetres  in  diameter,  is  insulated  and  surrounded  by 
forty-eight  wires  0*5  millimetre  in  diameter,  arranged  parallel  to  the  axis  of  the 
thick  wire.  The  forty-eight  fine  wires  are  separated  into  six  groups,  each  con- 
sisting of  eight  wires.  The  thick  wire  has  a  small  resistance,  and  is  used  for 
conducting  the  primary  current.  The  different  groups  of  fine  wire  conduct 
the  secondary  current.  A  series  of  commutators  above  unite  the  several  primary 
and  secondary  coils  in  groups  as  they  may  be  required. 

Haitzema  Enuma  inserts  induction  coils  in  the  primary  circuit,  and  either 
uses  the  induced  currents  in  feeding  lamps,  etc.,  or  for  the  further  generation  of 
induced  currents,  in  which  case  tertiary  currents  are  utilised.  Induced  currents 
of  still  higher  order  might  be  obtained  from  the  tertiary  currents  ;  it  is,  however, 
difficult  to  understand  how  this  method  can  be  practically  economical,  as  every 
such  reconversion  of  the  currents  must  be  accompanied  with  loss. 

The  plan  of  using  induced  currents  for  lighting  or  securing  the  distribution 
of  the  current  is  not  new,  and  several  electricians  have  made  use  of  it :  Charles 
Bright  in  1852,  Jablochkoff  in  1877,  Fuller  in  1879,  ^^^  Haitzema  in  1882. 

Regulation  by  Secondary  Batteries. — Another  form  of  regulator  is 
found  in  the  Secondary  Batteries  referred  to  in  page  160,  and  more  fully  de- 
scribed in  a  subsequent  chapter  (see  page  427).  As  the  current  lasts  until  the 
oxidised  lead  is  again  reduced  to  the  metallic  state,  the  more  complete  the  con- 
version of  the  lead  electrode  into  dioxide,  the  greater  will  be  the  quantity  of  the 
charge  returned. 

Secondary  batteries,  when  sufficiently  improved,  will  make  capital  regulators. 
They  can  be  inserted  in  the  circuit,  and  will  absorb  electric  energy  at  one  time, 
and  yield  it  up  again  to  feed  the  lamp,  independently  of  the  generator,  at  another 
time.  Although  the  using  of  secondary  elements  involves  the  introduction  of  a 
transformation  between  the  source  of  electricity  and  its  place  of  consumption, 
and  therefore  a  loss  of  energy,  yet  they  have  the  advantage  over  induction  coils, 
that  they  not  only  convert  energy,  but  also  store  it,  so  that  it  can  be  used  again 
when  required. 

CONDUCTION    OF    CURRENT   AND   REGISTRATION. 

Conductors. — ^We  have  already  pointed  out  that  every  conductor  conveying 
electricity  is  required  to  offer  no  more  resistance  than  is  necessary  to  be  jvell 
insulated,  and  to  be  placed  so  that  it  will  be  protected  from  injury. 

We  must  next  consider  the  most  convenient  sizes  and  other  qualities  of  con- 
ductors which  have  to  convey  the  powerful  currents  used  for  lighting,  and  for  the 
transmission  of  power,  etc.  etc. 

The  material  generally  chosen  for  conductors  is  copper.     If  the  conduction 
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of  silver  be  taken  as  loo,  then,  according  to  Matthiesen,  that  of  copper  will  be 
77*43,  that  of  zinc  27*39,  that  of  iron  14*449  that  of  platinum  10*53,  that  of 
German  silver  7*67,  that  of  mercury  1*63,  and  that  of  carbon  0*0386.  The 
thickness  of  the  conducting  wire  must  be  regulated  by  its  length  and  the  strength 
of  the  current  it  is  to  carry,  and  the  purposes  it  is  to  serve. 
Zacharias  gives  for  simple  lights  the  following  sizes  : 

600      metres  total  length. 

7      millimetres  cross  section. 
38*49    kilogrammes  weight  of  wire. 
0*258  ohms  resistance. 

The  following  table  is  for  lamps  in  series,  or  several  series  joined  parallel : 


100 

200 

300 

400 

3 

4 

5 

6 

7 -06 

12*56 

19*63 

28*27 

0*24 

0*26 

0-255 

0-232 

For  <me  Machine  of 


I 
Difference  of  Po-  Strength  of  Current 
tential  in  Tolts.  in  amperes. 


55 
105 
160 
265, 
420 
630  to  730 


By  a  Resistance  in 
ohms. 


0-6 
0-6 

1*2 

2'0 

25 
4-0 


Number  of  Lamps  to  be  fed. 


Edison's  Lamps 
of  8-candle  power. 


ID 
22 
33 

132  to  154 


Joined  parallel  in    For  Arc  Lteht 
Groups.  per  z,9oo  N. 


2 

3 

I 

12  to' 14 


2  to  3 
4  to  5 
6  to  8 

8  to  12 


For  glow  lamps  of  sixteen  standard  candles  which  are  to  be  joined  parallel, 
or  glow  lamps  of  eight  standard  candles  joined  up  two  and  two  in  series,  the 
following  dimensions  are  given  : 

Length  of  conductor  in  metres  100  200  300  400  500  600  700  800  900  1,000 
Cross  section  in  millimetres     0*785  1*57  2*36  3*14  3*93  4*72  5*5  6*28  7*07  7*85 
Diameter  in  millimetres       ...         11*4    1*7    20    2*3    2*5    2*7  2*8    3*0     3*2 

For  compound  machines  the  resistance  in  the  circuit  is  but  small. 

The  limit  of  resistance  for  a  Schuckert  compound  machine  is  as  follows : 


Model  

Resistance  in  ohms . . 


IL^  ILI  IL2  IL3  IL4  IL5   il6 
070  0*30  o*2o  o*io  0*07  0*05  0*018 


The  above  figures  can  only  be  considered  approximately  correct  For  the 
calculation  of  the  resistance  in  a  circuit  tables  may  be  consulted,  but  it  is  far 
better  to  determine  the  resistance  experimentally  in  each  particular  case. 

A-  V.  Waltenhofen  found,  for  instance,  the  following  resistances  in  ohms  for 
different  copper  wires  of  i  millimetre  length  by  i  square  millimetre  in  cross 
section : 

Wire      I  a        ib        ii         hi        iv        v        vi 

Resistance        ...         ...  0*025   0*036   0*034  0*024  0*103  0*041  0*026 
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The  large  resistance  of  wire  iv  is  explained  by  the  fact  that,  although  sold 
for  copper  wire,  it  was  found  to  consist  of  an  alloy  of  copper  containing  a  large 
quantity  of  zinc     Apart  from  this  species  of  adulteration,  however,  the  re- 


Fig.  335. — Insulators. 


t— 27r 


sistance  of  the  other  samples  exceeds  the  resistance  of  copper  by  at  least  41 
per  cent.  Such  specimens,  therefore,  should  not  be  used  for  dynamo-electric 
machines,  or  for  cables,  as  for  these  purposes  a  material  is  required  that  possesses 

at  least  90  per  cent,  of  the  conductivity 
of  pure  copper.  Wires  in  the  open  air 
need,  as  a  rule,  no  insulating  cover. 
Bright  wires,  or  wire  ropes  of  soft 
copper,  are  used,  as  hard  and  very 
thick  wires  are  difficult  to  manipulate. 
A  good  form  of  insulator  is  repre- 
sented in  Fig.  335.  Insulators  of  this 
kind  are  supported  by  a  piece  of 
wrought  iron  having  the  shape  illus- 
trated in  Fig.  336.  Underground  wires 
are  often  to  be  preferred  to  overhead 
wires.  Siemens  and  Halske  have  manu- 
factured recently  leaden  tube  cables, 
which  consist  of  a  copper  wire  of  3*4  millimetres  diameter,  covered  alternately 
by  lead  and  insulating  substances  capable  of  resisting  mechanical  and  atmo- 
spheric influences,  and  these  cables  are  also  very  cheap. 

H.  GeofTroy  has  suggested  the  insulation  of   copper  wires   by  means  of 


Fig-  336.— Insulator. 
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asbestos,  held  together  by  lead  sheeting.  Asbestos  is  said  not  only  to  insulate, 
but  also  to  conduct  heat  so  badly  that  even  when  the  wires  are  fused  the  lead 
sheeting  remains  uninjured  As  yet,  however,  no  practical  use  has  been  made 
of  the  suggestion.  The  conductors  used  by  Edison  consist  of  copper  rods, 
whose  cross  sections  are  segments  of  circles  (Fig.  337).  These  copper  rods  are 
placed  in  wrought-iron  tubes,  filled  with  insulating  matter,  and  having  on  the 
outside  tarred  ribbons  wrapped  round  them  to  prevent  the  oxidation  of  the  iron. 
To  hold  the  copper  rods  in  position,  perforated  paste-boards  are  arranged  at 


ill 


^~>S>  337* —Edison's  Tubes. 


Fig.  338.— Edison's  Union  or  Joint 


intervals.  These  conducting  tubes  are  manufactured  in  lengths  of  6  metres,  and 
are  connected  with  each  other  as  shown  in  Fig.  338.  The  copper  bars  protrude 
about  5  centimetres  from  every  tube,  and  are  connected  by  means  of  a  V-shaped 
piece,  so  as  to  allow  of  the  expansion  and  contraction  of  the  metal ;  the  whole  is 
covered  up  by  a  cast-iron  box,  which  is  filled  with  insulating  matter.  The 
sires  of  the  cross  sections  of  the  copper  rods  Q  and  diameter  of  tubes  d  are  as 
follows : 

Number         i      i^      2      2|    2f     3       4      5       67 

Q  square  millimetres...  830  598  443  340  244  133     92     54     33     16 
D  millimetres 82     76     70    65     58    57     48    33     33     28 

The  cross  section  of  the  conductor  diminishes  with  the  distance  from  the 
generator.     The  mode  of  connecting  a  branch  conductor  with  the  main  con 
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ductor  is  shown  in  Fig.  339.  The  copper  bars  of  the  main  conductor  are 
brought  into  an  iron  box,  cut,  and  then  connected  with  the  branch  conductor  by 
means  of  a  U-shaped  piece.  For  branch  conductors  lying  at  right  angles  to 
the  main  conductor,  the  U-shaped  piece  takes  the  form  of  a  rectangle.  In  a 
similar  manner  the  wires  leading  from  a  room  are  connected  (Fig.  340),  but  in 


Fig-  339— The  T-Joint. 


Fig.  34a — Branch  Conductors. 

this  case  the  box  is  not  filled  with  insulating  substance,  but  is  closed  hermetically 
by  means  of  a  lid.  The  bent  conducting  wires  within  the  box  lead  to  clamps, 
and  a  piece  of  leaden  wire  is  introduced  between  the  lower  clamp  and  a  third 
clamp  from  which  the  wire  of  the  room  leads.  The  leaden  wire  is  a  safety 
arrangement  to  prevent  dangerously  strong  currents  from  entering  the  room. 
Whenever  the  current  becomes  too  strong,  the  leaden  wire  becomes  heated  and 
melts,  and  thus  breaks  the  connection. 

The  wires  used  inside  a  building  ought  to  have  good  fire-proof  insulators. 
Various  forms  of  clamps  and  binding  screws  for  these  wires  are  represented  in 
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^^f^'  34i>  taken  from  Uppenbom's  "  Calendar  for  Electricians."  As  a  rule  the 
clamps  most  frequently  used  are  those  lettered  a,  which  have  spaces  cut  out  to 
let  the  wires  through.  These  are  fastened  to  the  walls  by  means  of  wooden 
screws.  When,  however,  the  wires  are  to  be  carried  by  damp  walls,  double 
clamps  like  that  in  B  must  be  used.  When  the  supports  may  be  very  wet,  the 
porcelain  insulators  d  are  needed. 


Fig.  341. — Clamps  for  Conductors  used  in  Lighting. 

The  modes  of  connecting  branch  wires  are  shown  in  c,  c',  and  e.  Branches 
for  less  than  five  lamps  are  simply  soldered  together,  covered  with  gutta-percha, 
and  fastened  with  the  wooden  clamps  e.  When  the  wires  have  to  pass  through 
walls  each  wire  has  to  be  placed  in  a  glass  tube  f^,  or  both  wires  together  are 
surrounded  by  gutta-percha  covers  well  insulated  from  each  other. 

•  The  increasing  use  of  electricity  has  led  to  the  framing  of  rules  for  the  protec- 
tion of  human  life,  and  for  guarding  against  fire.  The  following  rules,  according 
to  Uppenbom,  are  to  be  observed  in  Philadelphia : 

1.  All  the  wires  conveying  electricity  within  a  building  must  be  well  insu- 
lated throughout  their  whole  length. 

2.  At  intervals  such  insulations  as  are  liable  to  become  damaged  by  the 
cutting  through  of  the  supports,  etc.,  ought  be  inspected. 
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3.  The  wires  are  to  consist  of  as  few  pieces  as  possible,  and  when  joining 
cannot  be  avoided  the  junction  must  be  well  insulated  and  secured  so  as  to 
prevent  the  separation  of  the  parts,  which  might  give  rise  to  the  formation 
of  sparks. 

4.  Conduction  by  the  earth  is  not  safe ;  both  back  and  forward  conduction 
has  to  be  performed  by  means  of  wires.  The  conducting  wires  must  not 
be  laid  in  the  immediate  neighbourhood  of  metallic  or  other  conductors, 
such  as  water  or  gas  pipes,  etc.  If  the  latter  have  to  be  crossed,  careful  and 
sufficient  insulation  must  be  provided. 

5.  The  possibility  of  having  the  current  short-ch*cuited  is  avoided  by  having 
all  the  wires  coming  from  the  machine  or  parts  of  it  kept  well  separated.  All 
the  wires  are  to  be  well  fastened,  and  are  only  allowed  to  hang  down  when 
this  is  absolutely  necessary  for  the  suspension  of  lamps.  Neither  damp  walls 
nor  the  floor  should  be  used  for  fastening  the  wires. 

6.  The  dimensions  of  the  wires  are  to  be  such  that  the  strongest  current 
might  be  conveyed  through  them  without  heating  them  unduly. 

7.  Danger  of  losing  life  by  the  chance  discharge  of  the  current  is  to  be 
avoided  by  arranging  the  wires  so  as  to  be  out  of  reach,  or  taking  care  to  have 
them  well  protected. 

8.  For  large  systems,  such  as  those  used  at  theatres,  railway  stations,  etc., 
plans  easily  understood,  and  giving  minute  details,  ought  to  be  drawn  and  to  be 
made  accessible. 

9.  Competent  persons  only  ought  to  be  entrusted  with  Jthe  electrical 
engineering. 

Methods  of  Measuring  the  Electricity  consumed. — As  the  producer 
and  the  consumer  of  electricity  are  generally  different  people,  it  is  necessary  to 
have  some  method  of  measuring  the  electricity  consumed  in  order  to  have  it 
valued,  as  with  gas.  Such  means  of  measuring  and  registering  it  have  been 
constructed.  Wilson  measures  the  quantity  of  electricity  by  its  effects.  We  know 
that  the  electric  current  decomposes  metallic  salts,  separating  out  the  metal  at 
the  negative  pole  and  the  acid  at  the  positive  pole.  This  separation  of  the 
products  is  directly  proportional  to  the  strength  of  the  current,  other  things 
being  equal.  According  to  Ohm's  law,  the  current  increases  in  a  closed  circuit 
with  the  electromotive  force,  and  it  decreases  as  the  resistance  increases. 
Edison,  by  using  a  shunt  system,  secures  that  the  resistance  in  the  circuit  will 
be  the  larger,  the  fewer  lamps  are  inserted  in  the  circuit.  In  Edison's  system, 
therefore,  we  have  a  resistance  inversely  proportional  to  current,  and  also 
inversely  proportional  to  the  number  of  lamps  inserted.  But  the  amount  of 
the  separated  products  of  decomposition  in  a  voltameter  is  proportional  to  the 
current;  it  follows,  therefore,  that  the  amount  of  these  products  of  decomposition 
must  be  proportional  to  the  number  of  lamps  burning.  It  must,  therefore,  be  a 
measure  of  the  amount  of  electricity  consumed  by  the  lamps.  On  this  principle 
Edison  has  constructed  several  kinds  of  apparatus,  one  of  which  is  represented 
in  Fig.  342.     Two  voltameters  z  z^  are  placed  in  an  iron  case,  and  each  of 
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them  has  two  zinc  plates./  and  /j,  insulated  by  means  of  gutta-percha,  and 
immersed  in  a  solution  of  zinc  sulphate.  The  current  decomposes  the  solution, 
separating  zinc  at  the  negative  electrode  and  sulphuric  acid  at  the  positive 
electrode.  The  sulphuric  acid  separated  out  at  the  latter  dissolves  the  zinc  of  the 
plate.  Hence,  while  the  current  flows  the  positive  plate  becomes  continually 
lighter,  and  the  negative  heavier.     The  effect  of  the  electric  current  then  is 


Fig.  342. — Edison's  Current  Meter. 

a  transference  of  the  positive  to  the  negative  plate.  If  the  voltameter  were 
to  be  inserted  directly  into  the  circuit,  one  of  the  zinc  plates  would  be  very 
soon  dissolved ;  to  prevent  this  Edison  inserts  resistances  Wa  and  a/3,  consisting 
of  German  silver  shunts,  so  that  only  a  branch  current  enters  the  voltaftneter. 
The  resistance  w^  is  double  the  resistance  ze/g,  therefore  the  separated  quantity 
of  zinc  in  one  of  the  voltameters  is  four  times  as  large  as  in  the  other.  The  one 
is  intended  for  the  monthly  measurements,  the  other  serves  as  check  to  the 
former.  To  render  the  process  of  decoiriposition  independent  of  temperature, 
two  resistance  wires  w  and  Wi  are  inserted  ;  so  that  when  the  temperature  rises 
the  resistance  in  the  wire  will  be  increased,  but  that  in  the  liquid  diminished. 
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By  giving  a  suitable  resistance  to  the  wire,  the  changes  of  resistance  in  the  wire 
and  liquid  may  be  made  to  balance  each  other. 

The  spring/  consists  of  two  different  metals,  and  serves  the  purpose  of 
causing  the  contact  pins  c  and  c^  to  touch  whenever  the  temperature  has  been 
lowered  beyond  a  certain  limit,  and  by  this  means  to  insert  the  lamp  /  into  the 
circuit.  As  soon  as  the  desired  temperature  in  the  fluids  of  the  voltameter  is 
again  obtained,  the  springs  bend  upwards,  and  contact  with  the  lamp  is  broken. 

The  apparatus  just  described  is  made  in  two  sizes,  one  for  twenty-five  and 
the  other  for  fifty  lamps.     For  central  stations  Edison  uses  the  larger  apparatus, 


Fig.  343.— Edison's  Larger  Register. 

shown  in  Fig.  343,  which  registers  automatically.  From  the  two  ends  of  a 
balance  beam  coils  of  sheet  copper  are  suspended  so  as  to  form  electrodes. 
They  both  dip  into  glass  vessels  containing  copper  sulphate.  Each  cell  contains 
an  electrolytic  solution,  a  stationary  electrode,  and  two  other  electrodes  which 
are  movable  up  and  down  by  the  oscillations  of  the  balance  arm  to  which  they 
are  attached.  Whichever  arm  of  the  balance  is  uppermost  carries  the  kathode, 
which  receives  a  deposit  of  metal,  while  the  other  is  the  anode  of  its  cell,  and 
loses  metal.  The  apparatus  is  inserted  into  the  circuit,  so  that  one  of  the  coils 
forms  the  negative  electrode ;  the  current  will  deposit  the  copper  at  this  electrode, 
and  as  soon  as  a  certain  weight  is  accumulated,  the  arm  of  the  balance  will  sink. 
By  means  of  a  simple  contrivance  the  current  is  now  made  to  flow  in  the  opposite 
direction,  and  the  separation  of  the  copper  to  take  place  at  the  second  spiral.  The 
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acid  will  dissolve  the  copper  at  the  first  electrode  and  make  it  lighter.  In  this 
manner  the  balance  beam  will  oscillate  with  a  velocity  depending  on  the  quantity 
of  electricity  which  passes.  The  oscillation  is  transmitted  to  an  apparatus  similar 
to  the  indicator  of  a  gas-meter,  which  registers  the  amount  of  electricity  con- 
sumed. 

The  apparatus  shown  in  Fig.  344  is  constructed  by  Edison  on  the  principle 
that  the  velocity  of  a  motor  having  a  given  load  will  be  proportional  to  the 
strength  of  the  current.  If,  therefore,  the  motor  be  so  arranged  as  to  rotate* 
very  slowly  when  a  current  passes  through  it,  the  increase  of  velocity  will  be 
proportional  to  the  increase  of  the 
strength  of  the  current.  The  motor  might 
be  inserted  by  means  of  its  armature 
coils  or  the  coils  of  its  inducing  mag- 
nets into  the  main  or  a  branch  circuit. 
To  furnish  the  load  for  the  motor, 
paddles  may  be  used  moving  in  a  thick 
fluid.  The  armature  a  of  the  electro- 
magnet M  has  on  its  prolonged  axis  a 
the  paddles  f,  which  move  in  a  box  k 
filled  with  glycerine.  The  motion  is 
transmitted  to  the  shaft  w  and  also  to 
the  pointer  z. 

The  decomposition  and  re-uniting 
of  the  elements  of  water  by  the  electric 

current  has  also  been  used  by  Edison  for  constructing  registering  and  measuring 
apparatus. 

Ferranti  and  Thomson  also  make  use  of  electrolysis  for  measuring  and 
registering  the  current;  they  do  not,  however,  employ  the  primary  current 
for  the  decomposition,  but  an  induced  one.  When  this  apparatus  is  used, 
great  care  has  to  be  taken  to  prevent  the  oxy-hydrogen  gases  from  exploding. 

Charles  A.  Carus-Wilson  has  constructed  a  registering  apparatus  on  the 
principle  of  electric  endosmosis.  The  apparatus  consists  of  a  voltameter,  in 
which  the  two  electrodes  are  separated  from  each  other  by  means  of  a  porous 
partition.  The  electric  current  causes  the  fluid  from  the  anode  cell  to  enter 
the  kathode  cell  Both  these  cells  are  connected  with  a  glass  globe  by  means 
of  a  glass  tube.  Hence  the  fluid  will  then  flow  through  a  closed  circuit  from 
the  anode  to  the  kathode  cell,  and  through  the  globe  back  to  the  anode  cell. 
This  motion  is  transmitted  to  a  register  by  means  of  a  wheel  fastened  to 
the  globe.  The  velocity  of  the  index  of  the  motor  depends  on  the  velocity 
with  which  the  fluid  moves,  the  latter  being  determined  by  the  strength  of 
the  current;  hence,  the  apparatus  may  be  used  for  measuring  the  strength 
of  the  current. 

Siemens  and  Halske's  Energy  Meters. — The  apparatus  constructed 
by  Siemens  and  Halske  measures  the  product  of  the  difference  of  potential  or 


Fig.  344. — Edison's  Paddle-wheel  Register. 
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E.  M.  F.,  and  the  strength  of  the  current  (Fig.  345).  By  means  of  clockwork 
the  disc  a  is  made  to  move  with  a  uniform  velocity,  and  is  pressed  against 
another  disc  c ;  the  axis  of  c  is  fixed  to  the  iron  core  e  of  the  solenoid  /  The 
velocity  of  the  disc  c  is  greatest  when  it  is  pulled  nearest  the  circumference  of 
«,  and  least  when  nearest  the  centre  of  j,  and  consequently  is  determined  by 
the  strength  of  the  solenoid  /.     The  disc  b  is  connected  with  the  axis  of  r,  so 


Fig.  345.— Siemens  and  Halske's  Meter. 

as  to  rotate  with  the  same  velocity  as  c.  The  disc  b  transmits  its  motion  to 
the  disc  ^,  the  axis  of  which  is  fastened  to  the  iron  core  of  the  solenoid  /. 

The  position  of  the  disc  h  upon  the  disc  ^,  and  consequently  the  rate  of 
rotation,  must  be  determined  by  the  force  of  the  solenoid  /. 

But  the  velocity  of  the  disc  c  is  determined  by  the  force  of  the  solenoid  /, 
and  is  transmitted  to  hy  and  therefore  it  follows  that  the  resulting  velocity  of  h  is 
determined  by  the  product  of  the  forces  of  the  solenoids  /  and  /.  The  coils  of 
the  solenoid  /  are  inserted  in  the  main  circuit,  and  those  of  /,  consisting  of 
thin  wires,  are  inserted  in  a  branch  circuit  which  is  connected  with  the  main 
circuit.  The  force,  therefore,  which  the  solenoid  /  exercises  upon  its  iron  core 
is  proportional  to  the  strength  of  current  in  the  main  circuit ;  the  force  of  the 
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solenoid  /  is  a  measure  of  the  difference  of  potential  between  the  points  with 
which  the  terminals  of  this  solenoid  are  connected.  The  product  of  the  forces 
of  the  solenoid  will  therefore  be,  difference  of  potential  x  strength  of  current, 
and  the  velocity  of  disc  h  may  be  taken  as  a  measure  for  this  product  The 
motion  of  ^  is  transmitted  to  a  registering  apparatus  w,  which  may  be  graduated 
as  requn-ed. 


Fig.  346»— Maxim's  Electiomeler 


Messrs.  Siemens  and  Halske  also  construct  energy  meters  in  which  the  product 
of  difference  of  potential  by  strength  of  current  is  measured  by  means  of  two 
coils,  one  of  which  is  fixed  and  the  other  movable,  being  suspended  by  a  silk 
fibre  and  a  spiral  spring,  as  in  their  torsion  galvanometer.  The  instrument 
represents  an  electrondynamo  meter,  the  fixed  coil  of  which  is  inserted  between 
the  points,  the  electrical  energy  between  which  is  to  be  measured.  The 
movable  coil  of  the  meter  is  put  in  the  main  circuit.  The  current  in  the 
movable  coil  will  be  proportional  to  the  current  of  the  main  circuit,  and  the 
current  in  the  fixed  coil  will  be  proportional  to  the  difference  of  potential 
between  the  two  points.  It  follows  that  the  torsion  moment  of  the  former 
must  be  proportional  to  the  electric  energy  (product  of  strength  of  current 
by  difference  of  potential). 
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Maxim's  Electrometer.  —  Fig.  346  represents  an  electrometer  con- 
structed by  Maxim.  The  solenoid  b  is  inserted  in  the  main  circuit  l  l.  nn 
is  a  branch  circuit  in  which  the  electro-magnet  t  is  inserted.  The  latter  keeps 
the  pendulum  q  q  in  constant  motion  in  the  following  manner,  when  a  current 
passes  through  the  coils  of  the  electro-magnet :  the  armature  Q  of  the  electro- 
magnet T  is  attracted;  the  pendulum,  therefore,  will  move  towards  the  left, 
taking  with  it  the  spring  r,  which  breaks  contact  with  s ;  the  circuit  is  thus 
broken  and  t  is  then  without  current.  The  pendulum  Q  falls  back  again,  making 
contact  between  r  and  s,  and  causing  a  current  again  to  pass  through  the 
electro-magnet  The  motion  of  the  pendulum  is  transmitted  to  the  wheel  m  by 
means  of  ^,  o,  and  a  toothed  wheel  p  fastened  upon  the  axis  of  o,  not  shown  in 
the  figure.  The  shaft  d  m  of  the  wheel  m  carries  the  cone  l",  which,  when 
moving,  touches  the  cone  l',  causing  it  to  move  also.  The  axis  of  l'  has  a 
movable  weight  e^,  and  is  connected  by  means  of  a  joint  e^  with  the  shaft  f  of 
the  registering  apparatus.  One  end  of  the  axis  e  is  connected  with  the  core  c  of 
the  solenoid  b,  by  means  of  the  rod  d.  This  motion  of  the  iron  core  causes  a 
lowering  and  raising  of  the  axis  e  at  ^  which  again  causes  the  cone  l'  to 
touch  the  cone  l"  with  more  or  less  surface,  and  in  this  way  the  ratio  of  the 
times  of  rotation  of  the  two  is  altered  as  the  attracting  force  of  the  solenoid 
B  alters.  The  registering  apparatus,  therefore,  will  go  faster  or  slower  in  pro- 
portion to  the  strength  of  the  current.  The  apparatus  is  similar  in  principle 
to  the  dynamometer  constructed  by  Charles  A.  Carus-Wilson,  but  differs  in  the 
details.    Similar  apparatus  has  been  constructed  by  Brush,  Swan,  etc.  etc 

GALVANIC  BATTERIES. 

Galvanic  Batteries. — Cazin  says,  in  his  well-known  work  on  "  Electric 
or  Galvanic  Batteries,"  a  hydro-electric  pile  or  battery  is  an  apparatus  consisting 
of  liquid  and  solid  portions,  which  produces  electricity  and  gives  rise  to  chemical 
combinations.  In  dividing  the  elements  into  classes  we  shall  follow  this  author, 
not  because  we  consider  his  classification  to  be  the  best  from  a  scientific  point 
of  view,  but  because  the  different  classes  can  be  easily  grouped  by  means  of 
the  characteristic  diflferences  which  form  the  basis  of  his  classification.  We  may 
divide  all  batteries  into  two  large  classes  :  the  first  comprises  all  those  batteries 
in  which  one  fluid  only  is  used;  the  second  class  comprises  all  two-fluid 
batteries.  Each  of  these  groups  is  further  subdivided  into  two  classes,  of  which 
the  one  includes  all  elements  in  which  polarisation  occurs ;  the  other  includes  all 
those  in  which  polarisation  is  entirely  avoided  or  considerably  reduced.  There- 
fore we  distinguish  between  : 

(i)  Elements  with  one  fluid  and  polarisation. 

(2)  With  one  fluid,  but  without  polarisation. 

(3)  ^^ith  two  fluids,  the  composition  of  which  is  not  changed  by  chemical 
action. 

(4)  With  two  fluids  that  are  altered  by  the  chemical  action. 
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ELEMENTS  OF   ONE    FLUID    IN   WHICH    POLARISATION    OCCURS. 

Volta's  CeU. — To  this  group  belongs  the  voltaic  element  It  consists  of 
zinc  and  copper  plates  arranged  alternately,  and  immersed  in  salt  water  or 
acidulated  water.  Sulphuric  acid  diluted  with  sixteen  times  its  volume  of  water 
is  generally  used  The  chemical  process  is  as  follows :  Zinc,  in  presence  of 
sulphuric  acid,  decomposes  water  into  its  elements,  namely,  hydrogen  and  oxygen. 
The  zinc  combines  with  the  oxygen  to  form  zinc  oxide,  which  unites  with  the 
sulphuric  acid  to  form  zinc  sulphate,  whilst  hydrogen  gas  escapes  at  the  surface 
of  the  copper  plate.  Negative  electricity  is  produced  at  the  zinc  plate  and  posi- 
tive electricity  at  the  copper  plate,  or  in  other  words,  there  is  a  difference  of 
potential  between  the  two  plates,  this  potential  of  the  copper  being  higher  than 
that  of  the  zinc. 

We  have  already  pointed  out  (Part  I.,  page  no)  that  polarisation  takes  place 
in  the  voltaic  element,  i.e.  an  e.  m.  f.  is  produced  which  is  opposed  to  the 
E.  M.  F.  of  the  element,  as  the  liquid,  which  consisted  originally  of  diluted 
sulphuric  acid,  becomes  mixed  with  zinc  sulphate,  or  is  entirely  displaced  by  it, 
and  the  copper  becomes  coated  with  hydrogen  gas.  Therefore  this  element 
does  not  give  a  constant  current,  and  is  consequently  of  little  use  for  practical 
purposes. 

The  principal  modifications  of  the  voltaic  pile  in  use  have  been  already 
mentioned,  with  the  exception  of  one  used  in  medicine,  viz.  Pulvermacher's  chain, 
represented  in  Fig.  347.  Each  element  of  this  battery  consists  of  a  piece  of 
wood,  about  which  a  copper  wire 
and  a  zinc  wire  are  wound,  but 
insulated  from  each  other.  The 
four  wire  ends  of  each  part  are 
bent  so  as  to  form  loops,  by 
means  of  which  the  copper  wire 
of  the  one  pair  is  connected 
with  the  zinc  wire  of  the  next, 
and  so  on.  Vinegar  is  used  as 
the  fluid,  the  girdle  being  im- 
mersed in  it ;  the  wood  retains 
the  vinegar,  and  the  battery 
remains     charged    even    when 

taken  out  of  the  liquid.    If  magnesium  be  substituted  for   zinc,  the   current 
is  considerably  increased,  and  water  may  be  used  instead  of  vinegar. 

The  desire  to  improve  the  voltaic  pile  led  to  many  alterations,  the  most 
important  of  which  we  ^ill  now  consider.  By  using  amalgamated  zinc  instead 
of  commerciaj  zinc  only,  great  improvement  was  made.  Sturgeon,  in  1830, 
seems  to  have  been  the  first  to  make  practical  use  of  it,  although  it  was 
known  to  Kemp  in  1828  that  amalgamated  zinc  would  not  decompose  acidulated 
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Fig.  347. — Pulvermacher's  Chain. 
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water.  It  is  well  known  to  chemists  that  pure  zinc  does  not  decompose  aadu- 
lated  water  when  immersed  in  it,  but  its  production  would  be  too  expensive  to 
enable  us  to  use  it  for  galvanic  batteries.  The  zinc  generally  used  is  mixed  with 
other  metals,  and  the  presence  of  these  impurities  causes  the  formation  of  a 
large  number  of  separate  elements  on  its  surface.  Whenever  such  a  plate  of 
commercial  zinc  \&  immersed  in  acidulated  water,  a  decomposition  of  the  water 
and  solution  of  zinc  will  take  place,  even  when  the  element  is  not  closed,  which 
means  a  loss  of  zinc  during  a  period  when  the  battery  does  not  work. 
Amalgamated  zinc  behaves  hTce  chemically  pure  zinc 

In  order  to  prevent  polarisation,  or  diminish  it  as  much  as  possible,  other 
fluids  were  proposed  instead  of  dilute  sulphuric  add.  Polarisation,  for  instance, 
is  considerably  diminished  by  adding  a  few  drops  of  nitric  acid.  The  hydrogen 
reduces  the  acid  to  ammonia  by  combining  with  its  nitrogen,  and  compounds 
of  ammonia  are  formed  which  have  little  or  no  effect  on  the  resistance  and  the 
E.  M.  p.  of  the  battery.  By  using  copper  sulphate  to  avoid  polarisation,  the 
copper  is  deposited  upon  the  zinc  plate,  and  thus  diminishes  its  surface ;  and 
zinc  is  dissolved  when  the  element  is  not  closed,  the  effect  being  due  to  the 
formation  of  minute  elements  of  the  copper  particles  with  the  zinc. 

By  using  chromic  acid,  the  e.  m.  f.  is  increased  and  polarisation  diminished, 
the  O  of  the  acid  combining  with  the  H  of  the  water  set  free  Polarisation 
is  not,  however,  entirely  avoided  by  this  means ;  and,  besides,  the  acid  is  too 
expensive.  Fechner  (1831)  prepared  the  positive  plate  by  coating  that  side 
of  the  copper  plate  facing  the  zinc  plate  with  either  cupric  chloride  or  copper 
sulphate.  By  using  a  plate  thus  prepared,  the  coating  is  dissolved  by  degrees 
and  the  rough  surface  of  the  copper  plate  is  exposed.  The  irregularities  of  the 
surface  of  the  plate  prevent  the  hydrogen  bubbles  from  adhering  to  the  surface, 
and  thus  diminish  polarisation.  Bagration  (1844)  used  for  his  elements 
similarly  prepared  copper  plates  and  flower-pots  filled  with  earth,  which  was 
saturated  with  a  solution  of  sal-ammoniac.  His  battery  gave  a  constant  but 
very  feeble  current. 

The  next  step  in  the  improvement  of  the  voltaic  element  was  to  find  a 
substitute  for  the  expensive  copper.  Carbon  was  chosen,  although  by  using 
it  the  resistance  in  the  element  is  increased ;  polarisation  is,  however,  diminished, 
because  hydrogen  and  zinc  salts  are  not  so  easily  separated  at  the  carbon  plate. 
Helm  (Miihlhausen)  obtained  satisfactory  results  with  an  element  consisting  of 
carbon  cylinders  and  zinc  cylinders  in  a  solution  of  alum,  with  sodium  chloride 
added  to  the  liquid  to  improve  the  conductivity.  Sixteen  such  elements  were 
employed  to  supply  twenty  electric  clocks  with  a  current,  to  obtain  uniformity 
in  the  system,  two  elements  being  refilled  every  week.  Frequent  attempts  have 
been  made  to  replace  the  copper  by  iron,  because  by  so  doing  not  only  would 
the  cost  be  reduced,  but  also  the  polarisation.  A  modification  of  the  Smee 
element  is  shown  in  Fig.  348,  constructed  by  Tyer.  Pieces  of  zinc  are  placed 
at  the  bottom  of  the  glass  vessel,  and  mercury  is  poured  upon  them  so  as  to 
produce  contact.     A  platinised  silver  plate,  resting  with  its  lead  frame  upon  the 
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edges  of  the  glass,  is  arranged  as  shown  in  the  figure.  A  mixture  of  su  phuric 
acid  and  water  in  proportion  of  one  to  twenty  is  used.  The  elements  are 
joined  by  means  of  leaden  balls 
which  dip  into  the  mercury,  and  are 
connected  by  means  of  copper  wires 
to  the  binding  screws  of  the  plati- 
nised silver  plates.  Baron  Ebner 
used,  instead  of  a  platinised  silver 
plate,  a  platinised  lead  plate,  which 
lowered  the  cost,  but  lowered  also 
the  E.  M.  F.  To  avoid  having  the 
plates  coated  with  hydrogen,  Maistre 
constructed  an  element  in  which 
the  electrode  is  kept  constantly  in 
motion,  either  by  the  hand  or  by 
clock-work.  When  the  plates  be- 
come coated  with  hydrogen  they  are  lifted  out  of  the  liquid,  and  the  hydrogen 
is  thus  allowed  to  escape.  According  to  Maistre's  statement,  the  current  becomes 
fairly  constant,  and  its  intensity  is  greater  than  that  of  a  Daniell's  element 


Fig.  348. — Tyer's  Form  of  the  Smee  Element. 


ELEMENTS    OF    ONE    FLUID    WITHOUT    POLARISATION. 

De  la  Rue's  Battery. — If  we  allow  the  generation  of  hydrogen  in 
elements  of  one  fluid,  it  is  impossible  to  avoid  polarisation,  although  it  may  be 
reduced  by  using  the  different  means  to  detach  the  gas  from  the  electrode. 
Better  results,  however,  are  obtained  when  care  is  taken  that  the  hydrogen  at  the 
moment  of  its  liberation  is  made  to  combine  chemically  with  some  other  sub- 
stance. The  more  perfect  this  combination,  the  more  completely  will  polarisation 
be  avoided.  vBoth  solids  and  fluids  are  used  to  combine  with  the  hydrogen. 
The  solids  used  to  prevent  polarisation  are  certain  salts  of  lead  and  mercury. 
Becquerel  constructed  (1846)  a  battery,  using  lead  sulphate;  and  De  la  Rue 
was  the  first  to  propose  lead  peroxide  for  avoiding  polarisation.  Warren  de 
la  Rue  and  Miiller  (1868)  used  an  element  suggested  by  Mari6  Davy  (i860), 
as  a  practical  and  convenient  form  for  causing  depolarisation  by  means  of  silver 
chloride.  In  the  original  form  the  element  consisted  of  an  unamalgamated 
zinc 'rod,  and  a  silver  wire  surrounded  by  silver  chloride,  which  were  both 
immersed  in  a  solution  of  ordinary  salt.  The  silver  chloride  became  reduced 
to  silver,  the  chlorine  uniting  with  the  zinc  at  the  same  time  to  form  ainc 
chloride.  The  reduced  silver  is  a  spongy  mass,  which  allows  the  liquid  to 
penetrate  to  the  interior  of  the  silver  chloride  cylinder.  Owing  to  this,  the 
element  remains  active  until  the  whole  of  the  silver  chloride  is  reduced. 
The  element  has  been  modified  as  follows  :  The  form  of  the  outer  vessel 
is  cylindrical,  and  it  is  filled  with  ammonia  solution,  into  which  an  unamal- 
gamated zinc  rod  and  a  cylinder  of  chloride  of  silver  dip.     The  latter  is 
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covered  with  parchment.  The  silver  strip  fused  into  the  chloride  of  silver 
cylinder  pierces  the  parchment  several  times,  to  keep  it  in  position  on  the  one 
hand,  and  to  facilitate  the  starting  of  the  element  on  the*  other.  The  vessel 
is  closed  by  a  plug  of  paraffin.  The  current  which  the  new  element  fur- 
nishes is  very  feeble  at  first,  owing  to  the  small  surface  of  the  silver 
electrode  \  but  after  the  element  has  been  in  use  for  a  short  time,  the  reduced 
silver  of  the  silver  chloride  forms  a  larger  surface,  and  the  current  soon  attains 
its  normal  strength.  The  results  which  Warren  de  la  Rue  obtained  are  as 
follows :  his  battery  generated  in  the  voltameter 

On  the  29th  June,     1875,  P^^  minute,  i  cubic  metre  of  gas. 
„        4tlijuly»        »  ..  1*4 

„      27th  Oct.,        „  „  1-4 

„       15th  March,  1876,  „  r4S 

8th  April,      „  „  1-41  „ 

Warren  de  la  Rue  constructed   batteries  containing   as  many  as  11,000 
elements,  arranged  in  sets  of  ten  cells  contained  in  vulcanite  supports,  as  shown 


Fig.  349. — Warren  de  la  Rue's  Battery. 


Fig.  350.— TheGaiffe  Element. 


in  Fig.  349.  The  e.  m.  f.  of  a  chloride  of  silver  element  of  the  old  form, 
with  ordinary  salt,  is  0*97 ;  and  the  e.  m.  f.  of  the  modified  form  *with 
ammonia  salt,  1*03  of  that  of  a  DanielFs  cell;  and  the  resistance  =  4*2  ohms. 

Pincus  constructed  a  silver  chloride  battery  for  medical  purposes,  indepen- 
dent of  Warren  cje  la  Rue.  Gaiffe  made  the  vessel  of  his  battery,  also  intended 
for  medical  purposes,  of  ebonite ;  a  lid  is  screwed  to  the  top  of  the  vessel  so 
as  to  make  it  air-tight.  The  two  electrodes  are  fastened  to  the  lid,  as  shown 
in  Fig.  350,  and  consist  of  a  zinc  rod  and  a  molten  silver  chloride  cylinder. 
The  latter,  forming  the  negative  electrode,  is  placed  in  a  copper  vessel  covered 
with  linen.     The  electrodes  are  kept  in  position  by  the  india-rubber  rings  i  K« 
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and  the  pieces  of  caoutchouc  r/,  which  are  placed  between  them.  The  element 
must  not  be  upset,  because  by  wetting  the  lid  it  becomes  short-circuited. 
Gaiffe  prevented  this  by  putting  several  layers  of  filter  paper,  wetted  with  a 
solution  of  zinc  chloride,  between  the  electrodes  instead  of  the  liquid. 

Of  the  solid  bodies  which  have  been  used  for  the  prevention  of  polarisation, 
manganese  dioxide  has  been  most  extensively  used.  De  la  Rue  recommended 
its  use,  but  the  suggestion  has  led  as  yet  to  no  satisfactory  results. 

Leclanch6's  Cell. — Leclanchd  improved  upon  the  manganese  peroxide 
element,  and  Fig.  351  represents  one  of  the  forms  which  he  gave  it.  The 
four-sided  form  is  preferred  to  the  round,  because  in 
this  manner,  when  a  number  are  placed  together  to 
form  a  battery,  the  space  is  more  completely  utilised. 
The  glass  vessel  has  a  porous  cell  of  cylindrical  shape, 
the  diameter  of  which  is  such  as  almost  to  fill  the 
space  in  the  glass  vessel.  The  zinc  rod  is  placed  as 
shown  in  the  figure.  This  arrangement  is  to  prevent 
the  evaporation  of  the  fluid  as  much  as  possible.  The 
porous  cell  has  a  carbon  block  surrounded  by  a  mix- 
ture of  small  pieces  of  carbon  and  manganese  di- 
oxide, the  top  being  covered  by  means  of  pitch, 
leaving  one  small  hole  so  as  to  allow  air  to  pass 
through.  The  glass  vessel  is  half  filled  with  a  strong 
solution  of  ammonia  chloride  (sal-ammoniac).  A 
leaden  cap  carrying  a  binding  screw  is  attached  to  the 
top  of  each  block  of  carbon  in  order  to  obtain  a  good 
contact.  A  zinc  rod  is  better  than  a  zinc  cylinder, 
because  the  carbon  electrode  has,  in  regard  to  the 
size  of  its  surface,  considerable  ascendency;   which 

has  much  to  do  with  the  prevention  of  polarisation.  The  zinc  rod  ought  neither 
to  be  cast  nor  wrought,  but  drawn  out ;  the  reason  for  this  lies  in  the  different 
properties  of  the  three  kinds.  Through  casting,  zinc  becomes  crystalline,  brittle, 
and  not  homogeneous  in  structure.  Owing  to  the  porous  condition,  the  zinc 
surface  would  unnecessarily  be  increased,  which  would  hasten  the  solution 
of  the  zinc ;  besides  cast  zinc  is  never  pure,  but  contains  small  quantities  of 
many  other  metals,  such  as  lead,  etc.  It  has  been  mentioned  that  these 
metals  would  form  minute  elements  with  the  zinc  as  soon  as  it  is  dipped 
into  a  fluid,  and  thus  considerably  aid  the  useless  solution  of  the  zinc.  Wrought 
zinc  would  have  nearly  the  same  properties,  although  zinc,  when  wrought, 
has  to  be  purer  to  stand  the  process ;  however,  the  best  material  is  zinc  which 
has  been  drawn  out.  Leclanch^  uses  amalgamated  zinc  rods,  so  as  to  obtain 
a  uniform  wearing-out  of  the  electrode.  If  the  wear  be  not  uniform,  rough 
places  would  be  produced  which  would  facilitate  the  formation  of  crystals,  and 
would  not  only  increase  the  resistance  of  the  elements,  but  also  diminish 
the  surface  of  the  electrode.     The  negative  electrode,  too,  requires  attention 
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with  regard  to  certain  conditions.  It  has  been  mentioned  that  for  filling 
the  porous  pot  every  manganese  ore  cannot  be  used,  but  only  that  modification 
known  under  the  name  of  pyrolusite  (peroxide  of  manganese),  which  alone 
possesses  the  conductivity  required.  Both  the  carbon  and  pyrolusite  ought  to  be 
rough-grained,  but  to  powder  them  would  increase  the  resistance.  The 
experiments  by  Beetz  showed  that  powdered  carbon  under  any  conditions 
gave  unsatisfactory  results.  Polarisation  is  avoided  best  by  using  big  grains 
of  carbon  and  powdered  pyrolusite,  because  then  the  hydrogen  meets  the  pyro- 
lusite at  every  point  polarised,  which  is  not  always  the  case  when  large  grains 
are  used.  Greater  e.  m.  f.  is,  however,  obtained  by  using  grained  pyrolusite. 
The  solution  of  ammonia  chloride  is  concentrated,  because  by  its  use  the  resistance 
is  diminished,  and  a  concentrated  solution  is  better  able  to  take  up  the  salts 
produced  during  the  use  of  the  element,  and  to  prevent  the  separation  of  the 
salts  at  the  electrodes,  and  consequent  weakening  of  the  current.  The  change 
that  takes  place  is  as  follows:  The  zinc,  sal-ammoniac,  and  pyrolusite  are 
changed  into  zinc  chloride,  water,  and  ammonia,  and  an  oxide  of  manganese 
richer  in  oxygen.  Zn,  2NH4CI,  2Mn02  are  changed  into  ZnCl2,  H2O  +  2NH8, 
MngOg.  Three  different  sizes  of  this  form  of  the  element  are  constructed, 
regarding  which  Cazin  has  arranged  the  following  table : 


Porous  Pot. 


Diameter. 


Height. 


Separation  of  Copper 
ia  the  Voltameter. 


Resbtaaoe. 


1st  size. 
2nd   „ 
3rd    »> 


6  centimetres. 

6 

8 


II  centimetres. 
15 


40  gr. 
60  to    70  „ 

TOO  to  12';    ,, 


9  lo  10 
5  to  6 
about  4 


ohms. 


The  Leclanch^  element  consumes  very  little  zinc,  as  zinc  is  only  dissolved  when 
the  element  is  in  use.  The  behaviour  of  the  element  when  exposed  to  cold  is 
important.  According  to  experiments  made  by  Lartigue,  the  resistance  of  the 
element  is  not  very  much  altered,  even  when  the  temperature  is  considerably 
lowered,  whilst  the  resistance  in  a  Daniell's  element  is  from  8*35  at  -}-  10*?  to 
12-58  at  o^ ;  at  —  4*^  the  resistance  rises  to  14,  at  -  6S  the  fluid  becomes  thick, 
and  at  —  20?  the  resistance  rises  to  200  units.* 

By  using  a  diaphragm  the  resistance  in  the  element  is  considerably 
increased,  and  is  further  increased  when  the  grains  of  the  carbon  and 
pyrolusite  mixture  are  not  pressed  close  together,  because  the  fluid  conducts 
worse  than  the  mixture.  Leclanch^  tried  to  avoid  this  by  altering  the  carbon 
electrode.  In  order  to  obtain  a  compact  mass,  gum  is  added  to  the  mixture, 
which  is  heated  to  100?  C.  under  a  pressure  of  300  atmospheres.  Solid  cyUnders 
are  produced  in  this  manner,  consisting  of  40  parts  pyrolusite,  52  parts  carbon, 
5  parts  gum,  and  3  parts  potassium  bisulphate.  The  latter  facilitates  the 
solution  of  the  zinc  salts  that  enter  the  pores.     To  the  upper  part  of  the  cylinder 

•  W.  Ph.  Hauck,  "  Elektrotechnische  BibUothek,"  hr. 
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a  zinc  knob  is  fastened.  The  zinc  electrode  consists  of  a  zinc  rod  held  in  position 
and  separated  from  the  carbon  by  means  of  a  piece  of  wood  and  caoutchouc 
rings,  as  shown  in  Fig.  352.  By  this  modification,  however,  no  better  results 
were  obtained,  the  inner  resistance  being  increased  considerably.  Leclanch^, 
therefore,  constructed  blocks  of  the  above  mixture,  which  were  fastened  to  a 
carbon  plate  by  means  of  caoutchouc  rings,  shown  in  Fig.  353.  The  alteration 
of  the  resistance  may  be  compensated  for  by  using  several  plates. 

Tyer's  Element. — ^The  pyrolusite  element  by  Tyer,  shown  in  Fig.  354, 
consists  of  a  porcelain  vessel,  which  is  divided  by  a  perforated  plate  of  the  same 
material  in  two  unequal  portions.     The  smaller  is  taken  up  by  the  carbon  plate 


Fig.  352. 


Fig-  353. 


Fig.  354.--the  Tyer  Element. 


and  pyrolusite  mixture ;  the  larger  has  the  zinc  plate  and  ammonia  salts.  This 
element  is,  however,  quickly  polarised.  The  permanent  element  by  Marcus 
belongs  to  this  group  of  elements.  The  Leclanch^  element  has  been  further 
modified  by  Clark  and  Muirhead,  Binder,  Gaifie,  Lister,  and  others. 

Modifications  by  Lalande  and  Chaperon. — ^The  Leclanch^  element 
will  not  answer  at  .all  when  a  constant  current  is  required,  but  it  does 
very  well  indeed  where  a  current  is  required  for  a  short  time  only,  as, 
for  instance,  in  sending  signals,  ringing  bells,  etc.,  especially  as  the  element 
may  be  used  for  several  months.  At  the  International  Electrical  Exhibition, 
Vienna,  1883,  an  element  in  which  depolarisation  was  brought  about  by  means 
of  copper  oxide  attracted  the  attention  of  electricians.  The  inventors  of  it  are 
De  Lalande  and  Chaperon  (the  description  and  drawings  are  taken  from  La 
Lumitre  AlectriquCy  VoL  IX).  The  cylindrically-shaped  glass  vessel  v  (Fig.  355) 
has  a  box  a  made  of  sheet  iron,  which  contains  the  copper  oxide  b.  To  the  box 
an  insulated  copper  wire  c  is  fastened.    The  zinc  electrode  d  has  the  form  of  a 
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spiral,  and  is  fastened  to  the  screw  f.  The  straight  end  of  the  zinc  which  does 
not  reach  the  liquid  has  an  india-rubber  coating  g.  The  inducing  fluid  consists 
of  potassium  oxide  dissolved  in  water,  loo  parts  of  the  fluid  containing  30  to  40 
parts  by  weight  of  potassium  oxide.  To  avoid  the  handling  of  potash  the  required 
quantity  of  potassium  oxide  is  placed  in  the  copper  oxide  box,  and  covered 


Fig.  355. — The  Chaperon  Element. 


Fig.  356.— The  Lalande  Element. 


Fig.  357-— Lalande's  Trough  Element. 

up  by  means  of  a  lid ;  when  the  element  is  to  be  used,  water  is  added  first, 
and  then  the  necessary  amount  of  copper  oxide.  In  Fig.  356  the  glass  vessel 
V  is  tightly  closed  by  means  of  a  copper  lid  and  india-rubber  band  k.  To  the  lid 
are  screwed  two  sheet-iron  plates  a  Aj,  to  which  the  copper  oxide  blocks  b  b^  are 
fastened  by  means  of  india-rubber  rings,  c  represents  the  positive  pole.  A  tube 
surrounded  by  an  india-rubber  coating  g  is  situated  in  the  centre  of  the  vessel, 
and  in  this  tube  the  zinc  rod  is  placed,  h  is  a  tube  having  an  india-rubber 
valve,  which  only  opens  when  the  pressure  of  the  gases  generated  in  the  element 
becomes  too  great. 

Since  vessels  consisting  of  copper  and  iron  are  not  acted  upon  by  the  fluid, 
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large  surfaces  may  be  given  to  such  elements.  The  vessel  a  (Fig.  357^  consists 
of  sheet  iron,  forming  the  positive  pole  of  the  battery  ;  it  is  40  centimetres  long, 
20  centimetres  broad,  and  10  centimetres  high.  The  bottom  of  it  is  covered 
with  a  layer  of  oxidised  copper.  At  the  four  comers  porcelain  insulators  L^are 
placed  to  carry  the  horizontal  zinc  plate  d  d^,  the  side  Dj  being  bent  at  right 
angles.  The  iron  vessel  is  three-parts  filled  with  potash  solution.  The  screw  c 
is  fastened  to  the  iron  vessel,  the  screw  m  to  the  bent  zinc  plate.  To  prevent 
evaporation  and  the  combination  of  carbon  dioxide  from  the  air  with  the 
potash,  a  lid  is  placed  upon  the  vessel,  or  a  thin  layer  of  petroleum  is  poured 
over  the  surface  of  the  fluid.  According  to  experiments  made  by  E.  Hos- 
pitalier,  and  published  in  L* Alcctricicn^  1883,  the  Lalande  element  is  superioi 
to  the  Daniell  element  in  using  less  zinc,  and  superior  to 
the  Leclanchd  element  in  being  more  constant.  For  every 
gramme  of  zinc  nearly  three  grammes  of  potassium  oxide 
and  I '25  grammes  of  oxidised  copper  are  used.  The  resis- 
tance of  this  element  during  use  diminishes,  because  the 
oxidised  copper  is  replaced  by  the  better-conducting  metallic 
copper.  The  element  has,  however,  only  a  moderate  e.  m.  f., 
namely,  0*98  volts.  A  slight  modification  of  the  Lalande 
element  is  the  plate  element,*  which  has  the  advantage  over 
the  Lalande  element,  that  when  not  in  use  the  metallic  copper 
becomes  re-oxidised.  When  the  element  is  not  closed  by  an 
outer  circuit  the  carbon  and  copper  in  the  liquid  represent  a 
closed  element,  which  gives  off  hydrogen  at  the  carbon,  and 
oxygen  at  the  copper ;  the  former  escapes,  the  latter  oxidises 
the  copper.  Whenever  the  outer  circuit  is  broken,  the  gene- 
ration of  gas  commences,  and  at  the  same  time  the  copper 
loses  its  bright  colour. 

Chromic  acid,  which  parts  easily  with  a  large  proportion  of 
its  oxygen,  is  another  of  the  fluids  which,  more  or  less,  prevent 
polarisation.  Warrington  first  used  chromic  acid  with  electrodes  of  platinum 
and  zinc,  forming  a  kind  of  Grovels  cell  in  which  the  nitric  acid  was  replaced 
by  chromic  acid.  For  carbon-zinc  elements,  Bunsen,  Laeson,  and  Poggendorff 
have  also  used  chromic  acid,  or  mbctures  which  produce  it.  For  this  purpose 
potassium  bichromate,  sulphuric  acid,  and  water  are  used,  when  potassium 
sulphate  is  formed  and  chromic  acid  set  free.  The  sulphuric  acid  not  only 
binds  the  potassium  and  sets  free  the  chromic  acid,  but  aJso  dissolves  the  zinc, 
therefore  if  too  much  sulphuric  acid  be  added,  zinc  sulphate  will  also  be  present 
in  the  element 

The    Bichromate    Bottle    Element. — Grenet's    bichromate    element 
(Fig.  358)  has  bichromate  of  potash  added  to  sulphuric  acid.    The  cell  is  usually 

•  From  the  vulcanised  lid  of  the  vessel  an  insulated  copper  wire  is  fastened  to  the  bottom  of  a 
caibon  cylinder  (closed  at  the  bottom).  The  inside  of  the  carbon  cylinder  is  filled  with  oxidised 
copper. 


Fig.  35S-  —  The 
Grenet  or  Flask 
Element 
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of  a  flask  or  bottle  shape.  The  zinc  plate  z  is  in  the  middle,  and  a  pair  of 
carbon  plates  k  k,  one  on  each  side  of  the  zinc,  are  joined  at  the  top  and  con- 
stitute the  positive  pole.  The  zinc  plate  z  is  attached  to  a  rod  a,  by  which  it 
can  be  lifted  out  of  the  solution  when  the  element  is  not  in  use.  This  is 
necessary,  as  the  solution  acts  on  the  zinc  even  when  the  circuit  is  broken. 


Fig.  359*— A  Bunsea  Chromate  Battery. 


Bunsen's  Chromate  Battery.  —  Bunsen's  battery,  belonging  to  this 
class,  is  shown  in  Figs.  359  and  360.  The  details  of  the  connections  of  the 
plates  are  shown  in  Fig.  360.  The  catches  on  the  two  sides  rest  on  the  rect- 
angular frame,  so  that  when  the  frame  is  lowered  by  the  winch  handle,  the  zinc 
drops  into  one  cylindrical  cell,  and  the  carbons  into  the  next  The  £.  m.  f.  is  at 
first  quite  equal  to  2^3  Daniells,  but  is  not  constant 
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Fig.  3oo.~Connectioas  of  Bunsen  Battery. 


Hauck's  Chromate  Battery. — Fig.  361  shows  Hauck's  battery.    The 
connection  of  the  plates  with  the  lid  m  m  is  seen  in  the  right-hand  figure.     The 


Jig.  361.— The  Hauck  Element. 

clamps  K  k'  k"  are  to  connect  the  carbon  of  one  cell  with  the  zinc  of  the  next. 
I'be  zinc  plates  z  may  be  raised  through  the  lid,  and  the  whole  lid  with  its 
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carbon  plates  k  k,  as  well  as  the  zinc,  can  be  lifted  out  by  means  of  the  screw 
and  hand-wheel  seen  at  the  top  of  the  figure. 

Trouv6*s  Cell. — Trouv^'s  elements,   shown  in  Figs.  362  and  363,  give 
a  very  powerful  current  for  a  short  lime      The  lower  diagram  shows  how  the 

plates  are  connected  with  each  other. 
There  are  fourteen  plates  connected 
as  follows :  Three  carbon  plates  are 
joined  to  each  other  by  means  of  the 
metal  rod  a,  thus  forming  one  carbon 
plate  of  large  surface ;  the  zinc  plates 
joined  to  the  metal  rod  c  represent 
also  one  large  zinc  plate.  To  the 
metal  rod  b  four  zinc  plates  and  four 
carbon  plates  are  fastened,  represent- 
ing respectively  a  large  carbon  and  a 
large  zinc  plate.  The  zinc  and  car- 
bon plates  of  B  form  one  element, 
and  the  plates  of  c  and  a  another 
element.  The  two  elements  are  thus 
joined  in  series.  The  poles  of  this 
two-celled  battery  are  at  a  and  a 
The  zinc  and  carbon  plates  are  placed 
vertically  (Fig.  362),  and  to  prevent 
them  from  touching  each  other,  the 
carbon  plates  have  india-rubber  caps 
at  both  ends.  The  plates  are  kept 
together  by  a  frame,  which  is  lifted 
by  means  of  the  handle  a.  t  is  a 
leaden  pipe,  by  means  of  which  air 
can  be  forced  through  the  apparatus. 
These  elements  give  a  very  powerful 
current  at  first,  but  the  strength  very 
soon  decreases. 

Trouv^  also  constructed  elements 
for  medical  purposes,  etc.,  with  her- 
metically sealed  lids,  as  represented  in 
Fig.  364.  This  cell  consists  of  an  ebo- 
nite box,  closed  at  both  ends.  The  amalgamated  zinc  rod  is  connected  with  a 
knob  outside  (the  negative  knob),  while  the  carbon  cylinder  is  connected 
with  the  positive  knob.  The  box  is  only  half-filled  with  the  acid  liquid, 
and  contact  is  made  by  shaking  the  box.  As  sulphuric  acid  is  not  convenient 
for  domestic  purposes,  it  is  avoided  as  much  as  possible,  being  in  this  case 
replaced  by  a  mixture  of  one-third  of  potassium  bichromate  and  two^thirds  of 
potassium  bisulphate. 


Fig.  362.— The  Trouv^  Elemenu 


^— *— "^  ""V^_^^ 


Fig.  363.-- Plan. 
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Zinc-Carbon  Elements  with  Salt  Solutions. — Not  only  are  com- 
binations of  solids  and  liquids  used  for  diminishing  polarisation,  but  gases  also, 
as  for  instance  the  oxygen  of  the  air,  may  effect  the  same  purpose.  Fig.  365  repre- 
sents an  element  frequently  used  in  Switzerland,  f  is  a  carbon  cylinder  four- 
teen centimetres  high  and  nine  centimetres  in  outer  diameter,  acting  as  the  negative 
electrode,  g  is  an  amalgamated  zinc  strip,  acting  as  the  positive  electrode. 
These  elements  are  therefore  described  as  zinc-carbon  elements  with  salt  solution. 


Fig.  364.— Closed  Trouv6 
Element. 


fig-  365.— Zinc  Salt  Water 
Carbon  Element. 


Fig.  366.— The  Maiche 
Element. 


The  Maiche  Element. — Fig.  366  represents  the  zinc-carbon  element 
with  a  salt  of  ammonia,  by  L.  Maiche.  It  is  contained  in  a  cylindrical  glass  vessel 
having  an  ebonite  lid;  a  porous  vessel  having  holes  in  the  side  is  fastened 
to  the  lid.  In  the  porous  cell  is  placed  platinised  carbon,  forming  the  negative 
electrode.  A  platinum  wire  leads  from  it  to  a  binding  screw  on  the  lid. 
Through  the  centre  of  the  lid  an  ebonite  tube  passes,  having  at  its  end  a  porce- 
lain basin  containing  mercury  and  pieces  of  zinc,  which  form  the  positive 
electrode.  A  second  platinum  wire  connects  the  basin  containing  the  mercuiy, 
through  the  ebonite  tube,  with  the  remaining  binding  screw.  The  vessel  holds 
about  I '5  litres  of  the  liquid,  which  consists  either  of  250  grammes  of  ammonia 
salt,  or  140  to  150  grammes  of  sodium  bisulphate,  mixed  with  about  5  to  10 
per  cent  of  sulphuric  acid.  The  e.  m.  f.  of  the  element  is  equal  to  1-25  volts, 
and  the  resistance  is  half  an  ohm.  In  comparison  with  other  elements  this 
is  a  cheap  arrangement,  because  depolarisation  here  is  caused  by  the  air,  or 
rather  by  the  oxygen  contained  in  the  air.     To  allow  the  oxygen  to  reach  the 
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carbon  more  easily,  the  porous  vessel  dips  into  the  fluid  to  a  depth  of  about 
two  centimetres.  The  current  soon  falls  off  in  consequence  of  the  increased 
generation  of  hydrogen,  which  consumes  the  oxygen  stored  in  the  carbon. 
By  taking  the  zinc  electrode  away  from  the  carbon  electrode,  the  deposition 
of  crystals  on  the  carbon  is  prevented. 

Two-Fluid  Cells. — ^Volta  was  the  first  who  observed  that  a  combination 
of  two  liquids  and  a  metal  produced  a  galvanic  current  Becquerel  examined 
more  minutely  the  behaviour  of  the  different  liquids.  To  obtain  a  constant 
current,  not  only  is  it  necessary  to  adopt  some  means  of  depolarising  the 
electrodes,  but  it  is  necessary  also  to  devise  a  means  of  keeping  the  resistance 
constant.  Now  the  resistance  varies  with  the  chemical  changes  of  the  liquid, 
and  also  with  the  degree  of  concentration  of  the  chemically  unaltered  fluid.  On 
account  of  these  differences  Cazin  divides  the  elements  with  two  liquids  into  two 
groups : 

1.  Those  fluids  which  have  their  composition  unaltered  by  the  chemical  action. 

2.  Those  which  undergo  chemical  change,  and  consequently  offer  a  varying 

resistance  to  the  current 


ELEMENTS  OF  TWO  LIQUIDS  WHICH  ARE  NOT  ALTERED  BY  THE 
CHEMICAL  ACTION. 

Daniell's  Element. — On  page  in  we  gave  a  description  of  a  DanielFs 
element  in  its  original  shape,  and  shall,  therefore,  find  it  necessary  to  consider 
here  only  those  modifications  of  the  Daniell's  cell  which  are  likely  to  be  of 
practical  interest  In  the  form  represented  in  Fig.  89,  a  porous  earthenware 
vessel  is  subbtituted  for  the  membrane  from  the  jugular  vein  of  an  ox.  If 
we  examine  the  porous  vessel  of  an  element  that  has  been  in  use  for  some  time, 
we  find  that  figures  representing  the  foliage  and  branches  of  trees,  or  little 
crystals,  cover  its  surfaca  These  are  crystals  of  copper.  The  copper  separated 
out  in  this  manner  sometimes  goes  through  the  porous  cell,  and  is  then  in 
direct  contact  with  the  zinc,  forming  minute  elements,  which,  producing  only 
local  action,  decompose  copper  sulphate,  but  do  no  useful  worL  The 
deposition  of  copper  on  the  surface  of  the  diaphragm  is  sometimes  caused 
by  the  zinc  residue  which  coats  the  cell.  This  sediment  consists  of  iron, 
lead,  copper,  carbon,  etc.,  which  dissolve  but  slowly  in  the  dilute  sulphuric 
acid,  if  indeed  they  dissolve  at  alL 

To  prevent  this  the  porous  pot  is  sometimes  replaced  by  parchment  If  the 
element  is  arranged  so  that  the  zinc  together  with  the  sulphuric  acid  are  inside 
the  porous  pot,  the  separation  of  copper  may  be  prevented  by  having  the  zinc 
placed  in  the  middle  of  the  pot,  and  the  bottom  of  the  diaphragm  coated 
with  wax.  The  zinc  residue  now  remains  at  the  bottom,  and  the  solution 
of  copper  bisulphate  cannot  pass  through  it  Kramer  prevents  the  separation 
oi  copper    in    the  diaphragm  by  having  the  copper  electrode   divided  into 
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two  cylinders.  One  of  these  k  (Fig.  367)  is  placed  in  the  diaphragm  b, 
which  is  filled  with  a  solution  of  copper  sulphate,  and  is  together  with  it  placed 
within  a  second  diaphragm  containing  dilute  sul- 
phuric acid. 

The  zinc  cylinder  is  placed  outside  the 
second  diaphragm.  This  second  diaphragm 
and  zinc  cylinder  are  omitted  in  the  figure. 

Provided  the  element  has  sufficient  copper 
sulphate,  it  may  be  used  for  months  without 
requiring  attention. 

The  Trough  Battery. — ^Two  modifica- 
tions of  the  Daniell  element  are  used  in  the 
English  telegraph  service;  one  is  the  Fuller 
trough  element,  the  other  the  Muirhead  battery. 
The  trough  element,  shown  in  Fig.  368,  consists 
of  a  rectangular  box  divided  into  cells  by  slate 
partitions.  Each  of  these  cells  is  again  divided 
into  two  parts  by  means  of  a  porous  porcelain 

plate.  One  of  these  divisions  has  a  solution  of  copper  sulphate,  and  a  copper  plate, 
and  the  other  portion  has  either  water  or  a  very  dilute  solution  of  zinc  sulphate 
and  a  zinc  plate.  A  zinc  plate  and  a  copper  plate  are  joined  by  means  of  a  copper 
strip,  which  is  bent  so  as  to  allow  every  two  plates  to  hang  from  the  slate 
partitions.     The  zinc  plate  of  the  last  cell  and  the  copper  plate  of  the  first  cell 


Fig.  367. — The  Kramer  Element. 


Fig.  368.— The  Trough  Battery 


form  the  pole&     By  placing  crystals  of  copper  sulphate  in  the  respective  cells 
so  as  to  have  a  sufficientiy  concentrated  solution,  the  battery  maybe  a  whole 

"^TlZrjtT  '"'''^'"     I'"  ^"^^  ^^  "^"^"y  ^"-^^^^d  -th  cast 
zmc  plates   which,  for  reasons  we  have  considered,  are  not  recommended.     It 

IS  also  difficult    to   obtain   air-tight    divisions    by  the   combination  of  slate 
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As  the  Daniell  element  remains  constant  for  a  considerable  period,  and 
causes  no  unpleasant  fumes,  it  has  been  used  for  lighting  purposes,  and  to 
remove  the  resistance  caused  by  the  diaphragm  several  devices  have  been 
adopted.  Carrd  replaced  the  earthenware  cell  by  parchment,  and  for  the  pro- 
duction of  the  electric  light  joined  in  series  sixty  elements,  which  furnished  a 
tolerably  constant  and  powerful  current 

Siemens  and  Halske  made  their  DanielUs  element  of  the  form  shown  in 
F^«  369.  At  the  bottom  of  the  cylindrical  vessel  a,  a  copper  spiral  or  plate 
is  placed,  and  from  the  centre  of  this  plate  a  copper  wire  leads  upwards 
and  forms  the  positive  electrode.  Over  the  plate  comes  a  porous  clay  vessel, 
indicated  by  the  dotted  lines  in  the  figure,  and  having  a  glass  tube  fastened 
to  it    The  space  over  the  clay  vessel  is  filled  up  to  ^  by  a  prepared  paste, 


^^^^=^ 


Fig.  369.  —Siemens  and  Halske's  Element.         if\g,  370. — Trouv6*8  Blotting-pad  Element 

consisting  of  a  mixture  of  paper  paste  and  sulphuric  acid.  The  space  within 
the  clay  vessel  and  glass  tube  is  taken  up  by  crystals  of  copper  sulphate.  A  piece 
of  linen  is  placed  over  the  paper  mass,  and  upon  this  the  zinc  ring  z  «  is 
laid.  From  the  zinc  a  brass  rod  with  screw  passes  upwards.  The  element 
is  charged  by  pouring  acidulated  water  into  the  tube  k,  and  the  outer  vessel 
A.  The  diaphragm,  thickened  by  means  of  the  paper  mass,  presents  a 
high  resistance,  but  this  does  not  matter  very  much  for  telegraphic  purposes, 
as  the  outer  circuit  also  has  a  high  resistance.  The  current  remains  constant 
when  the  fluid  surroundiug  the  zinc  is  removed  every  fortnight  and  replaced. 
The  piece  of  linen  must  also  be  cleaned  at  similar  intervals.  When  the  element 
has  been  in  use  for  some  time,  copper  is  found  to  have  separated  out  at  the 
diaphragm  and  in  the  paper  mass,  nor  does  this  element  entirely  prevent  the 
copper  sulphate  from  reaching  the  zinc. 

Trouv6's  Blotting-pad  Element. — ^Trouv6  tried  to  prevent  the  con- 
sumption of  zinc  in  elements  when  not  in  use  by  an  arrangement  shown  in 
Fig.  370.    This  form  of  the  Trouv^  element  consists  of  a  zinc  and  a  copper 
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plate,  between  which  a  great  many  blotting-paper  discs  are  placed  The  one  half 
of  the  blotting-paper  nearest  the  copper  plate  is  soaked  in  a  solution  of  copper 
sulphate,  and  then  allowed  to  dry.  A  copper  wire  having  a  gutta-percha  coating 
is  soldered  to  the  copper  plate,  going  through  the  centre  of  the  blotting-paper 
and  zinc,  and  being  fastened  to  the  lid  of  the  vessel  as  shown  in  the  figure. 
The  second  wire  represents  the  zinc  pole  of  the  element  When  the  element 
is  to  be  used,  water  is  poured  upon  the  paper  discs  until  drops  are  seen  to 
appear  at  the  edges,  when  they  are  pressed  together.  The  element  is  then 
placed  in  the  glass  vessel  and  is  ready  for  use.  The  copper  sulphate  is 
gradually  consumed,  whilst  zinc  sulphate  is  produced.  When  the  whole  of  the 
copper  sulphate  is  used  up,  which  will  not  happen  for  some  months,  the  element 
has  to  be  recharged  Useless  consumption  may  be  avoided  by  exposing  the 
element  to  a  draught  of  air  after  use. 

This  form  of  battery  is  especially  recommended  for  military  and  medical 
purposes. 

Minotto's  Element. — The  disadvantages  of  diaphragms  in  elements  have 
caused  many  attempts  to  be  made  to  avoid  them  altogether.  Minotto,  for 
instance,  substituted  sand  for  the  porous  cell.  Minotto's  element  consists  of 
an  earthenware  vessel,  one  half  of  which  is  filled  with  crystals  of  copper 
sulphate,  A  copper  wire  covered  with  gutta-percha  is  soldered  to  a  copper 
plate,  which  is  embedded  in  the  crystals  of  copper  sulphate  and  forms  the 
positive  pole.  Over  the  crystals  a  layer  of  sand  is  placed ;  non-absorbent  sand, 
such  as  quartz,  being  used.  Upon  this  layer  of  sand  the  zinc  plate  is  laid. 
The  wire  attached  to  the  zinc  plate  ought  to  be  coiled  so  as  to  allow  the 
zinc  plate  to  be  lowered  as  the  crystals  are  consumed.  Water  is  usually  poured 
on  the  top  of  the  zinc.  When  the  element  has  been  in  use  for  some  time 
the  zinc  plate  ought  to  be  cleaned  occasionally.  The  resistance  of  this 
element  is  greater  than  that  of  a  Daniell  cell,  but  might  be  diminished 
by  having  the  copper  plate  higher,  or  even  by  placing  it  on  the  top  of  the 
crystals. 

The  electromotive  force  of  the  Minotto  element  is  nearly  that  of  a  Daniell 
element,  and  remains  constant  for  months.  Compared  with  the  latter  element, 
it  uses  less  zinc  and  copper  sulphate,  and  requires  very  little  attention,  the 
occasional  cleaning  of  the  zinc  plate  and  replacing  of  the  evaporated  water 
excepted  P.  Secchi,  on  examining  a  Minotto  element  that  had  been  in  use 
for  a  considerable  length  of  time,  found  that  the  solid  matter  formed  from 
the  copper  and  zinc  sulphate  crystals  had  the  copper  intermingled  in  exactly 
the  same  manner  as  copper  crystallises  out  in  natural  ores.  It  may  be  assumed, 
therefore,  that  the  crystallisation  of  the  copper  in  a  metallic  vein  in  the  earth 
is  due  to  a  slow  chemical  process,  similar  to  that  observed  in  the  Minotto 
element 

Barley  (1855)  took  out  a  patent  for  aji  element  in  which  the  diaphragm 
was  entirely  avoided,  and  the  fluids  separated  by  their  own  specific  weights, 
but  this  element  has  been  little  used  for  practical  purposes. 
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Meidinger's  Element. — Meidinger's  element,  which  is  extensively  used 
in  Germany,  is  represented  in  Figs.  371  and  372.  The  outer  vessel  a  is  drawn 
in  at  c,  as  shown  in  the  figure.  The  zinc  cylinder  z  rests  with  its  lower  edge 
upon  ^,  and  has  the  wire  c  connected  with  it.  A  second  smaller  vessel  is  placed 
inside  a  ;  and  sheet  copper  or  sheet  lead,  forming  the  second  electrode,  is  placed 
inside  the  second  vessel,  the  connecting  wire  gf  being  well  insulated.  The  tube 
hy  which  is  open  at  the  end,  contains  crystals  of  copper  sulphate. 

To  charge  the  element  the  outer  vessel  a  is  filled  with  water  or  a  solution  of 
bitter  salts,   to  diminish  resistance.    The  crystals  dissolve  and  a  solution  of 


Fig-  371 


Meidinger*8  Element 


Fig.  37a. 


copper  sulphate  surrounds  the  copper  or  lead  electrode.  Copper  sulphate, 
having  a  greater  specific  gravity,  falls  to  the  bottom  of  the  vessel,  whilst  the 
lighter  salt  solution  remains  in  the  upper  part  of  the  vessel  surrounding  the 
zinc  cylinder.  When  the  element  is  employed  for  telegraphic  purposes,  the 
crystals  of  copper  sulphate  are  soon  consumed,  and  must  be  replaced.  The 
battery,  therefore,  requires  special  attention,  and  on  this  account  Meidinger 
arranged  his  element  as  shown  in  Fig.  372.  In  the  balloon  element  the  tube 
holding  the  crystals  is  replaced  by  a  glass  globe,  which  serves  as  a  cover  to 
the  vessel.  The  e.  m.  f.  of  this  element  is  about  the  same  as  that  of  a 
Daniell  cell,  but  the  resistance  in  a  Meidinger  element  is  considerably  lessened 
by  leaving  out  the  diaphragm. 

Kriiger  again  modified  the  Meidinger  element,  and  obtained  a  cheaper 
form  with  a  smaller  resistance.  A  further  modification  of  Meidinger's  element 
is  the   Kohlfurst  element,  represented  in  Fig.  373.     The  vessel  a  is  covered 


Digitized  by 


Google 


Galvanic  BATTERtES. 


401 


at  the  top  by  an  iron  lid  d.  To  the  lower  side  of  the  lid  the  zinc  z  is  fastened, 
and  to  the  upper  side  the  binding  screw  x,  A  leaden  plate,  placed  nearly  at 
the  bottom,  serves  as  the  second  electrode,  and  is  connected  with  the  insulated 
copper  wire  /.  The  portion  ^^  is  covered  with  crystals  of  copper  sulphate, 
at  the  top  of  which  a  perforated  earthenware  plate  is  laid  The  liquid  is  poured 
down  the  funnel  l,  and  consists  of  either  a  solution  of  zinc  sulphate  or  bitter 
salts.  The  following  tables  are  taken  from  a  report  published  by  the  managers 
of  the  Buschtetwarder  railways,  and  show  the  saving  by  employing  the  Kohlfiirst 
element  instead  of  the  open  Meidinger  or  Kriiger  elements  : 


1 

n  use. 

Th« 

expenses  of  the  Batteries  come  to : 

Year. 

Total 

Per  Electro-magnet. 

Per  Galvanic  Element. 

Elements. 

fl. 

kr. 

fl. 

kr. 

fl. 

kr. 

1873 

2604 

744 

6702 

88 

•9 

oo*9  . 

2 

806 

1874 

2582 

1114 

7246 

95 

6 

50 

2 

1875 

2556 

"35 

^lil 

61 

5 

21 

2 

604 

1876 

2723 

1237 

41 

5 

2 

309 

1877 

2871 

1249 

3957 

36 

3 

17 

I 

37-8 

1878 

2726 

1235 

2892 

2 

34 

I 

060 

1879 

2630 

1 168 

2382 

65 

2 

004 

— 

85-0 

1880 

2637 

1 165 

2164 

42 

I 

857 

" 

f  »g-  373-— The  Kohlfurst  Element 


Fig-  374.— The  Callaud  Element. 


The    Callaud    Element.— The  Meidinger  element  was  reduced  to  its 

simplest  form  by  Callaud  in  1861.  whose  arrangement  is  represented  in  Fig.  374. 

At  the  bottom  of  the  vessel  is  placed  a  cylinder  or  spiral  of  sheet  copper,  and 

from  it  an  insulated  copper  wire  leads  out  of  the  vessel     The  zinc  cylindei 

u 
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is  suspended,  as  shown  in  the  figure.  It  is  filled  with  a  solution  of  copper 
sulphate  to  about  three  centimetres  from  the  zinc  cylinder.  Water,  or  a 
solution  of  zinc  sulphate,  is  poured  on  to  the  top  of  the  copper  sulphate 
solution. 

The  Callaud  element  is  frequently  used  in  France  and  the  United  States. 
Its  dimensions  are  as  follows  :  The  glass  is  20*  centimetres  high,  and  has  a 
diameter  of  about  13  centimetres.  The  copper  sheet  is  3  centimetres  high, 
and  has  a  surface  of  one  square  decimetre.  The  zinc  sheet  is  7  centimetres 
wide,  and  has  a  radius  of  5  centimetres.  Every  three  months  the  zinc  is  cleaned, 
and  at  the  same  time  200  to  300  grammes  of  copper  sulphate  are  added.     To 


Fig-  375.— Modified  Callaud. 


Fig-  376.— The  Lock  wood  Element 


prevent  the  increase  of  resistance,  a  portion  of  the  solution  of  zinc  sulphate  is 
removed,  and  is  replaced  by  water. 

It  has  been  found  convenient  to  pour  the  zinc  sulphate  solution  into  the 
vessel  first,  until  it  nearly  reaches  the  zinc  cylinder,  and  then  by  means  of  a 
syphon  to  allow  the  copper  sulphate  to  replace  the  solution  of  zinc  sulphate. 

From  observations  made  by  different  persons  during  several  years,  it  has 
been  calculated  that  an  element  costs  on  an  average  32  kreutzers  (or  6Jd.) 
per  annum. 

The  following  results  were  obtained  by  Cailleret  regarding  its  resistance : 

Jan.    26,  1876.     Resistance,  32*5  units. 


»    29, 

25 

9> 

Feb.    4. 
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A  modification  of  the  Callaud  element  is  shown  in  Fig.  375.  Fig.  376 
represents  the  form  which  Lockwood  gave  it.  The  zinc  electrode  is  suspended 
from  the  vessel  in  the  manner  shown  in  the  figure.  The  vessel  is  28  centimetres 
high  by  14  wide.  One  half  of  it  is  filled  with  crystals  of  copper  sulphate.  The 
copper  electrode  consists  of  two  spirals,  of  which  the  one  lies  at  the  bottom  of 
the  vessel,  the  other  at  the  top  of  the  crystals.  The  wire  which  comes  out  of 
the  glass  to  form  the  positive  pole  is  a  continuation  of  the  two  spirals.  The 
liquid  used  is  a  solution  of  zinc  sulphate.  Evaporation  is  diminished  by  a  layer 
of  oil. 

Reynier's  Daniell. — ^The  form  which  Reynier  has  given  to  the  Daniell 
element  is  shown  in  Fig.  377.  Sheet  copper,  which  has  the  shape  represented 
in  Fig.  378,  is  placed  in  the  vessel.      Next  comes  a  cell  of  parchment  containing 


Fig-  377. —The  Cell.  Fig.  378.— The  Copper. 

The  Reynier  Element. 

sheet  zinc,  bent  as  in  the  figure.  Solution  of  copper  sulphate  is  ix)ured 
into  the  glass  vessel,  and  sodium  hydrate  into  the  parchment  cell.  By  substi- 
tuting sodium  hydrate  for  sulphuric  acid,  diffusion  of  the  copper  sulphate 
crystals  is  prevented,  and  also  the  e.  m.  f.  is  increased  from  i  '3  to  i  '5  volts. 
The  dissolving  of  zinc  when  the  battery  is  not  in  use  is  also  prevented  by  means 
of  the  arrangement     A  further  modification  is  described  on  page  409, 

ELEMENTS  WITH   TWO   FLUIDS  WHICH    UNDERGO   CHEMICAL 

CHANGE. 

Grove's  Element. — Grove  was  the  first  to  construct  an  element  with  two 
fluids,  in  which  nitric  acid  formed  the  depolarising  substance  (1839).  The  form 
usually  given  to  the  Grove  element  has  been  described  on  page  1 1 2.  The  expen- 
sive platinum  metal  has  been  replaced  by  plates  of  porcelain,  coated  with  a  layer 
of  platinum  (burnt  into  it) ;  such  elements,  however,  have  a  considerable  resis- 
tance, owing  to  the  thin  layer  of  platinum ;  moreover,  it  is  difficult  to  attach  the 
pole  wire. 
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Bunsen's  Element. — The  Bunsen  element,  in  which  carbon  is  substituted 
for  platinum,  has  also  been  described  in  Part  I.  (page  112).  Fig.  379  represents 
the  form  which  is  given  to  the  element  when  it  is  intended  to  be  joined  up  with 
other  elements  to  form  a  battery.  While  care  ought  to  be  taken  that  all  the 
metal  parts  are  bright,  emery  paper  ought  not  to  be  used,  as  particles  of  it  may 
adhere  and  diminish  contact.  The  best  plan  is  to  file  the  different  parts  that  are 
used  in  forming  contacts.  Careful  amalgamation  of  the  zincs  is  also  important, 
but  the  methods  of  effecting  the  amalgamation  will  be  considered  later.  The 
great  objection  to  the  Bunsen  element  is  the  generation  of  noxious  fumes  by  it. 

In  spile  of  this,  however,  it  is  very 
>+  frequently  used  on  account  of  its 

constancy,  its  high  e.  m.  f.  (about 
1*9  volts),  and  small  resistance. 
The  Bunsen  element  is  less  constant 
than  the  Daniell  element,  owing  to 
the  chemical  changes  the  fluids 
undergo.  To  diminish  the  resist- 
ance and  volume  of  the  acids  re- 
quired, and  also  to  save  space,  the 
Bunsen  as  well  as  the  Grove  ele- 
ment has  been  constructed  of  plates 
arranged  in  rectangular  vessels.  As 
the  zinc  and  carbon  plates  may  be 
laid  very  close  to  each  other,  the 
resistance  may  be  diminished  to 
about  o'o6o  ohm.  Rousse  substi- 
tuted a  lead  cylinder  for  the  zinc 
cylinder,  and  Maiche  an  iron  cylinder,  which  he  placed  in  water  acidulated  with 
nitric  acid  (i  part  in  100).  This  arrangement  causes  greater  constancy  and 
diminishes  the  evolution  of  gas,  but  reduces  the  e.  m.  f.  to  o-8  of  a  Bunsen 
element.     Several  inventors  have  successfully  replaced  the  platinum  by  iron. 

Schonbein  made  use  of  cast-iron  pots  and  a  liquid  consisting  of  two  parts  of 
concentrated  nitric  acid  and  one  part  of  sulphuric  acid,  with  an  earthenware  pot 
containing  diluted  sulphuric  acid,  the  zinc  being  placed  in  the  latter  liquid.  As 
sulphuric  acid  takes  away  the  elements  of  water  from  nitric  acid,  it  prevents  the 
latter  from  becoming  too  diluted,  which  is  important  on  account  of  the  action  of 
dilute  acid  on  the  iron.  By  using  concentrated  nitric  acid,  iron  becomes  what  is 
called  "passive."  In  this  condition  alone  can  it  be  utilised  in  a  galvanic 
element ;  when  the  acid  is  diluted  beyond  a  certain  limit,  the  iron  is  acted  upon 
During  the  Exhibition  at  Paris  an  element  constructed  by  Howell,  represented  in 
Fig.  380,  was  exhibited.  In  the  cylindrically-shaped  earthenware  vessel  a  the 
cell  B  is  placed,  containing  the  diaphragm  c  and  the  zinc  rod  z.  The  carbon 
block  K  consists  of  a  mixture  of  pyrolusite,*  carbon,  and  manganese  sulphate. 
*  Pyrolusite  is  a  native  peroxide  of  manganese 


379. — A  Bunsen  Element. 
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This  mixture  is  well  pressed  and  covered  with  a  layer  of  bituminous  carbon  to 
allow  the  generated  gases  to  escape.  For  the  same  reason  the  cover  has  several 
holes.  The  earthenware  cell  contains  a  solution  of  ammonium  sulphate  (2*5 
per  cent.)  and  a  little  mercury,  so  that  the  zinc  shall  always  be  well  amalgamated. 
The  fluid  in  the  outer  vessel  consists  of  diluted  sulphuric  acid.  The  resistance 
of  the  element  is  said  to  be  from  5  to  6  ohms,  and  its  e.  m.  f.  2  J  volts. 

Buffs  Element. — To  produce  a  cheap  and  odourless  element,  Buff 
constructed  an  iron  chloride  element,  in  which  the  zinc  is  placed  in  an  earthen- 
ware cell  containing  diluted  sulphuric  acid,  whilst  the  carbon  is  immersed  in 
ferric  chloride  having  the  consistency  of  treacle. 

The  element  gives  better  results  when  hydrochloric  acid  is  added  to  the  ferric 
chloride,  and  ordinary  salt  used  instead  of  the  diluted  sulphuric  acid.    Depolarisa- 


Fig.  380.— The  Howell  Element. 


Fig.  381.— The  Scrivanow  Element. 


tion  in  this  element  is  not  very  complete,  and  the  current  is  weakened  by  the 
production  of  non-conducting  deposits  at  the  electrodes. 

Scrivanow's  Dry  Element. — In  the  Scrivanow  element  fluids  are  avoided 
altogether.  The  dry  element  consists  of  a  carbon  and  zinc  plate,  and  a  depo- 
larising substance,  which  is  a  kind  of  amalgam  compounded  of  ammonium 
mercuric  compound  (10  parts),  sodium  chloride  (3  parts),  and  silver  chloride 
(0*25  part),  made  into  a  paste  by  means  of  a  diluted  solution  of  zinc  chlo- 
ride. This  paste  is  laid  on  the  carbon  plate  and  covered  with  paraffin  to  the 
thickness  of  two  millimetres.  On  this  are  placed  several  layers  of  Swedish 
filtering  paper  which  have  been  soaked  in  a  solution  consisting  of  zinc  chloride 
and  sodium  chloride.  The  edges  of  the  paper  discs  are  coated  with  paraffin,  by 
means  of  which  they  are  fastened  to  the  carbon.  This  element  may  be 
anranged  in  the  form  of  a  key,  as  used  for  electric  house  bells ;  such  a  key  is 
shown  in  Pig.  381.  c  is  the  carbon,  z  the  zinc,  p  the  layer  of  filtering  paper; 
and  between  p  and  c  the  dep)olarising  substance  is  placed.  By  pressing  t,  the 
zinc  is  pressed  against  the  layer  of  paper  soaked  in  the  solution,  and  the  element 
is  closed. 
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The  Mari^  Davy  Element.— Mari^  Davy  replaced  the  sulphuric  acid 
in  the  Bunsen  element  by  proto-sulphate  of  mercury.  Thirty-eight  of  these 
elements  supplied  a  telegraph  line  day  and  night  with  currents  equal  in  strength  to 
that  of  60  Daniell  elements.  A  record  of  the  durability  of  these  batteries  shows 
that  the  Marie  Davy  elements  could  be  used  for  five  months  and  twenty-three 
days,  whilst  the  Daniell  element  lasted  only  two  months  and  twenty-three  days. 
A  point  in  favour  of  the  mercury  elements  is  that  little  mercury  need  be  wasted, 
as  it  can  be  easily  reconverted  into  the  proto-sulphate.  On  the  other  hand,  the 
high  price,  and  the  fact  that  the  mercury  salts  are  very  poisonous,  are  against  its  use. 
Sulphur  may  be  classed  with  the  depolarising  agents,  sulphuretted  hydrogen 
of  course  being  generated  in  the  element.  Savary  allows  the  zinc  to  dip  into  a 
solution  of  ordinary  salt,  and  adds  to  the  salt  water,  which  surrounds  the  carbon 
in  the  diaphragm,  powdered  sulphur ;  he  also  strengthens  the  carbon  by  a  few 
turns  of  copper  wire.  The  element  is  said  to  be  very  constant,  and  in  its  action 
to  resemble  a  Daniell  element. 

The  Fuller  Element.  -  The  Fuller  element,  which  has  been  used  by  the 
English  Telegraph  Department  since  187 1,  and  of  which  there  are  about  20,000 
elements  in  use,  is  a  chromic  acid  elemeht,  represented 
in  Fig.  382.  z  is  the  zinc  electrode,  which  is  in  the 
shape  of  a  rod  flattened  at  the  end  or  attached  to  a 
pyramidal  foot.  This  rod  is  placed  in  a  porous  vessel, 
and  in  order  to  have  it  well  amalgamated,  about  30 
grammes  (or  from  i  to  2  ounces)  of  mercury  are  placed 
in  the  earthenware  pot.  The  upper  part  of  the  rod  is 
covered  with  wax.  The  carbon  plate  a  is  outside  the 
diaphragm,  and  is  15  centimetres  long  by  5  centimetres 
wide.  The  porous  pot  containing  the  zinc  rod  is  placed 
in  a  glass  vessel,  which  is  filled  to  within  two  inches  of 
the  top  with  a  solution  of  90  grammes  (3  ounces)  of 
bichromate  of  potash  in  one  part  of  sulphuric  acid  and 
nine  parts  of  water.  Water  only  is  poured  on  the 
mercury  in  the  inner  cell.  This  element  produces  twice 
the  electromotive  force  of  a  Daniell  element,  with  a 
smaller  resistance  under  equal  conditions.  The  addition  of  the  mercury  is  the 
essential  feature  of  the  battery,  and  to  it  the  disappearance  of  the  main  objec- 
tions against  the  old  bichromate  form  is  chiefly  due.  The  zinc  plate  is,  in 
this  way,  kept  permanently  amalgamated  so  long  as  it  lasts ;  and  not  only  is 
the  internal  resistance  of  the  battery  largely  diminished,  but  its  constancy  is  to 
a  great  extent  insured.  The  action  (after  the  battery  is  charged,  and  the 
elements  connected)  commences  almost  immediately,  and  reaches  a  maximum 
in  the  course  of  a  few  hours.  On  an  ordinary  working  circuit,  no  extra  crystals 
will  be  required  for  a  period  of  six  months,  after  the  battery  is  once  set  up ; 
nor,  indeed,  so  long  as  the  solution  remains  of  an  orange  colour.  Only 
when  it  begins  to  assume  a  blue  tint  need  crystals  be  added  to  it. 


Fig.  382.— Fuller's  Paient 

Mercury  Bichromate 

Element. 
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The  electro-motive  force  of  the  combination  is  equal  to  about  two  volts ; 
the  internal  resistance,  by  varying  the  thickness  of  the  porous  vessel  and  the 
strength  of  the  solution,  may  be  made  to  vary  from  half  an  ohm  up  to  four  ohms, 
according  to  the  work  which  the  battery  is  called  upon  to  perform. 

In  point  of  cost,  this  battery  compares  very  favourably  uiith  others  which  are 
at  present  employed  in  England.  Taking,  for  instance,  the  Daniell,  and  assuming 
that  both  are  employed  on  a  hard-worked 
wire  (say,  joined  up  in  one  of  the  railway 
block-signal  circuits),  the  statistics  of  the 
cost  of  each  have  been  found  to  be  as 
follows :  — 

Daniell  Battery. 

Prime  cost  ofa  ten-cell  trough  fit  ted  c.iinp]ete;£'i     2     4 
Sulphate  of  copper  for  six  months  ...     I     i     8 

Complete  renewal  at  the  end  of  six  months    o  14  10 

Fuller's  Mercury  Bichromate  Battery. 

Prime  cost  of  a  three-cell  battery  (equivalent 

to  a  ten-cell  Daniell) £0  15    O 

Bichromate  of  potash  and  sulphuric  acid  for 

six  months       037 

New  zincs  and  mei  cury  at  the  end  of  six 

months 028 

Generally  speaking,  this  mercury*  bichro- 
mate battery  will  be  found  far  more  econo- 
mical, and,  with  few  exceptions,  as  reliable 
as  the  Daniell.  It  is  well  adapted  for 
medical  and  experimental  purposes,  such  as 
the  working  of  induction  coils,  firing  of  fuses, 
heating  of  platinum  wire,  feeding  incandes- 
cent lamps,  and  the  like,  combining,  as  it 
does,  at  a  much  smaller  cost,  the  high  e.  m.  f. 
of  the  Grove  with  the  convenience  in  handling 
of  the  DanielL 

Batteries  for  Lighting. — To  avoid  the 
danger  of  fire  attendant  on  the  use  of  steam 

machinery,  the  Comptoir  (TEscomte  in  Paris  was  supplied  with  a  current  for  lighting 
the  place  by  a  battery.  The  battery  employed  was  Grenet  and  Jarriant's  {see 
Fig-  3^3)*  The  following  account  of  this  battery  is  taken  from  La  Lumihe 
Alectrique :  "  Each  element  consists  of  an  ebonite  cubical  vessel,  having  a  tube  i 
fastened  to  the  bottom,  so  that  the  acid  can  be  made  to  flow  off  whenever  it 
has  reached  a  certain  height  in  the  element.  Four  carbon  plates  k  are  arranged 
parallel  to  the  sides  of  the  vessel  to  form  the  positive  electrode,  and  are  connected 
by  means  of  the  lead  armature  l.  The  negative  electrode  consists  of  several 
zinc  cylinders,  which  are  placed  with  their  lower  ends  in  a  box  containing  mer- 


Fig.  383.— The  Grenet-Jarriaht  Battery. 
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cury.  An  india-rubber  ring  presses  their  upper  ends  against  the  metal  rod  s. 
The  mercury  causes  good  contact  amongst  the  zincs,  and  at  the  same  time 
secures  their  thorough  amalgamation.  Acid  is  supplied  by  means  of  the  tube  e  ; 
air  is  forced  through  the  horizontal  tube  d  and  its  vertical  branches  m.  A  second 
system  of  tubes  is  intended  to  allow  the  rinsing  out  of  the  battery  after  use.  The 
battery  has  no  diaphragm,  and  the  zinc  and  carbon  dip  in  the  same  acid.  As  the 
acid  would  dissolve  the  zinc  when  the  battery  is  not  in  use,  a  contrivance  is 
provided  to  lift  the  zincs  out  of  the  fluids.  Each  battery  consists  of  forty-eight 
elements  arranged  in  two  rows  and  joined  up  for  tension.    (See  Fig.  384.)    All  the 
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Fig.  384.— The  Grenct-Jarriani  Battery. 


zinc  rods  s  are  fastened  to  the  horizontal  frame  v,  and  may  by  means  of  it  be 
lifted  out  or  lowered.  In  order  that  the  elements  may  be  joined  in  series,  the 
metal  rod  q  is  connected  with  the  top  end  of  the  rod  s.  q  dips  into  the 
tube  p  containing  mercury,  which  is  fastened  to  the  lead  armature  l  of  the 
carbons'.  With  this  arrangement  the  carbon  of  one  element  remains  connected 
with  the  zinc  of  the  next.  The  acid  flows  through  b  and  o  into  the  basins  d, 
which  are  so  arranged  that  when  they  contain  a  certain  quantity  of  acid,  say  one 
litre,  they  are  made  to  discharge  it  into  the  tubes  e,  which  have  funnels  at  the 
tops.  The  exhausted  acid  is  conducted  away  by  two  tubes  i.  Great  care  must 
be  taken  to  have  the  supply  and  discharge  of  the  acid  well  regulated,  as  well 
as  the  flow  of  air  through  the  apparatus.  Each  battery  has  an  e.  m,  f.  of 
82  volts  by  24  amperes.  Grenet  and  Jarriant,  instead  of  potassium,  use  sodium 
bichromate  in  the  proportion  of  one  part  bichromate  to  three  parts  sulphuric  acid 
and  ten  parts  water.  When  fresh  acid  is  used,  each  battery  requires  20  litres  per 
hour,  and  of  acid  used  once  30  litres  per  hour,  and  used  twice  40  litres,  and  used 
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FJg-  385.— The  Thomson  Pile. 


three  times  60  to  80  litres.  Sixty  batteries,  each  of  forty-eight  elements,  are  used 
in  the  Comptoir  (TEscomte,  each  battery  supplying  with  current  one  arc  lamp,  or 
eight  to  ten  incandescent  lamps."  From  an  economical  point  of  view,  this  system 
of  lighting  is  not  to  be  re- 
commended, as  the  battery 
consumes  zinc  and  chromic 
acid  substances,  which  are 
comparatively  expensive. 
Grenet  and  Jarriant  expect 
to  be  able  to  reduce  the 
expenses  by  having  the  com- 
pound of  chromiun  regene- 
rated. The  process  will  be 
as  follows :  The  fluid  used, 
consisting  chiefly  of  sodium 
sulphates,  chromium,  and 
zinc,  is  treated  with  calcium 
carbonate,  so  as  to  neutralise 
any  sulphuric  acid  present 
byforming  calcium  sulphate. 
Zinc  and  chromium  are  pre- 
cipitated as  zinc  carbonate 
and  chromic  oxide.  The 
liquid,  which  consists  of 
sodium  sulphate,  is  with- 
drawn from  the  precipitate 
and  allowed  to  crystallise. 
To  the  precipitate  sulphuric 
acid  is  added  to  convert 
the  zinc  carbonate  into  zinc 
sulphate,  which  is  separated 
from  the  fluid,  and  also 
allowed  to  crystallise.  The 
remaining  precipitate,  con- 
sisting of  chromoxide  (prot- 
oxide of  chromium),  and 
calcium  sulphate,  is  fused  with  sodium  nitrate,  and  when  the  fused  mass  is 
well  washed  the  residue  is  sodium  chromate. 

The  Daniell  element,  on  account  of  its  constancy,  would  be  of  great  value 
for  lighting  purposes  if  its  resistance  were  less ;  to  increase  the  strength  of  the 
current  by  diminishing  the  resistance  was  the  object  aimed  at  in  the  construction 
of  the  Thomson  pile  and  the  new  Reynier  battery.  The  resistance  in  the  Thom- 
son pile  (Fig.  385)  is  diminished  by  using  parchment  instead  of  earthenware  cells. 
Each  element  consists  of  a  wooden  trough  a,  the  bottom  of  which  is  covered 


Fig.  386.— The  New  Reynier  Battery. 
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with  copper,  or  rather  with  lead  upon  which  copper  is  deposited.  The  zinc 
plate  z  n  rests  upon  four  wooden  blocks.  Solution  of  copper  sulphate  is  poured 
into  the  trough ;  the  zinc  plates  are  covered  with  parchment,  so  that  each  zinc 
plate  has  a  cell  of  parchment ;  into  this  water  or  a  solution  of  zinc  sulphate  is 
poured.  In  arranging  the  elements  in  batteries,  care  has  to  be  taken  that 
tliey  are  placed  horizontally  so  as  to  allow  the  fluid  to  spread  evenly. 
The  several  elements  are  connected  with  each  other  by  means  of  lead  strips, 
which  lead  from  the  coating  of  one  trough  to  the  zinc  of  the  next.  The  parch- 
ment may  even  be  left  out  altogether,  the  two  fluids  being  arranged  in  layers  as 
in  the  Callaud  element.  The  battery  does  not  possess  a  very  high  e.  m.  f.  ; 
its  resistance,  however,  is  very  slight,  and  the  current  is  very  constant,  provided 
the  zinc  sulphate  solution  be  removed  from  time  to  time  and  replaced  by  water. 


r        z 

Fig.  387. — Apparatus  for  Coupling  Elements. 


Reynier  (see  p.  403)  still  further  modified  the  Daniell  element  in  the  manner 
shown  in  Fig  386.  The  copper  electrode  has  the  form  of  a  rectangular  trough  22 
centimetres  high,  5  centimetres  wide,  and  40  centimetres  long.  The  zinc  plate  .\, 
which  is  shorter  by  10  to  12  centimetres  than  the  copper  electrode,  is  wrapped  up 
in  parchment  b.  At  the  short  end  of  each  zinc  a  basket  is  placed  to  hold  the 
crystals  of  copper  sulphate.  Tubes  at  the  end  of  each  element  carry  off  the  fluid. 
The  elements  are  joined  by  means  of  short  metal  strips,  which  are  held  together 
by  clamps  as  shown  in  the  figure.  The  copper  sulphate  solution  (to  which 
Reynier  added  calcium  chlorate,  sodium  chloride,  ammonia  salts,  etc.,  to 
diminish  resistance)  enters  the  parchment  cell,  where  it  is  decomposed  and 
thus  furnishes  the  sulphuric  acid  for  the  zinc.  The  zinc  sulphate  diffuses 
through  the  walls  of  the  cell  and  collects  in  the  copper  vessel.  Every  twenty- 
four  hours  I  litre  of  fluid  per  element  is  replaced  by  water.  In  April,  1882, 
Reynier  had  500  such  elements,  68  of  which  he  used  for  charging  secondary 
elements  used  for  lighting  purposes ;  the  work  done  by  these  sixty-eight  elements 
in  eight  hours  was  equivalent  to  one  horse-power,  at  an  outlay  of  sixteen  francs. 
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For  lighting  purposes  these  elements  are  more  expensive  than  gas,  but  cheaper 
than  candles. 

Medical  Batteries. — Batteries  for  medical  purposes  should  supply  a  con- 
stant continuous  current,  and  should  admit  of  the  elements  being  joined  and 
used  in  any  desired  order.  Then  the  inactive  elements  should  consume  no 
material ;  and  finally  all  noxious  fumes  should  be  avoided. 
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Fig.  388.— Mayer  and  Wolfs  Battery. 


Before  we  proceed  to  the  description  of  the  batteries  themselves,  we  will 
describe  an  apparatus  by  means  of  which  any  number  of  elements  may  be 
inserted  and  removed  from  the  circuit :  such  an  apparatus  is  shown  in  Fig.  387. 
The  elements  are  joined  in  series,  and  from  each  connecting  wire  another 
wire  leads  to  the  metal  strips  o  to  10.  The  clamp  d  is  movable  along  the 
metal  bar  c.    The  binding  screw  a  is  connected  with  the  metal  strip  o,  and 
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the  binding  screw  b  with  c.     By  moving  d  the  elements  may  be  inserted  and  put 
out  of  circuit. 

Fig.  388  represents  a  stationary  battery,  as  constructed  by  Mayer  and  Wolf,  of 
Vienna;  it  consists  of  forty  to  sixty  Siemens  elements,  which  are  arranged  upon 
two  shelves  in  a  more  or  less  elegant  case,  which  may  represent  pieces  of 
furniture,  such  as  writing-Ubles,  etc.  The  battery  is  associated  with  a  galvano- 
meter, commutator,  and  induction  apparatus.  Compared  with  the  Siemens- 
Remak  apparatus   made  by  Kriiger  and    Hirchmann,  of  Berlin,  this  battery 


Fig-  389.— Chromate  Battery  of  Heller. 

has  the  advantage  that  the  elements  can  easily  be  filled  and  cleaned  without 
being  obliged  to  unscrew  the  wires,  etc.  To  prevent  one  portion  of  the 
elements  being  worn  out  sooner  than  the  other,  they  are  so  arranged  that  one 
half  of  them  is  used  alternately  and  then  the  other. 

Fig-  389  represents  a  potassium  chromate  battery  constructed  by  F.  Heller 
in  Nurnberg.  Heller  aims  at  making  the  connections  as  simple  as  possible, 
so  as  to  make  it  easy  to  replace  the  worn-out  zincs,  etc  Th.e  carbons  and 
zincs  are  simply  fixed  into  a  hole  of  the  board  bb^  which  rests  upon  an  iron 
frame.  They  are  joined  by  means  of  the  springs  /,  which  are  screwed  to 
the  frame  r.  When  in  use  the  frame  r  is  held  down  by  means  of  the  brass 
pins  hh.  The  glass  vessels,  which  are  arranged  in  the  frame  gs^  are  lifted 
to  the  required  height. 


Digitized  by 


Google 


Galvanic  Batteries,  413 

A  movable  potassium  chromate  battery  is  shown  in  Fig.  390 ;  it  has  been 
devised  by  Dr.  Spamer  and  made  by  R.  Galle,  Berlin.  Carbons  and  zincs 
dip  into  the  same  fluid,  consisting  of  potassium  bichromate,  water,  sulphuric  acid, 
and  mercury  sulphate.  Three  rows  of  cells  consisting  of  gutta-percha,  placed  in 
a  drawer,  as  shown  in  the  figure,  contain  the  fluid.  The  zincs  and  carbons 
belonging  to  these  three  rows  are  attached  to  three  frames,  each  frame  having 
ten  carbons  and  ten  zincs,  pointed  at  their  ends,  so  as  to  allow  the  acid  to 


Fig.  390. — Dr.  Spamer's  Chromate  Battery. 

run  off  more  easily.  They  are  coated  with  a  varnish  that  will  resist  the  acid. 
Each  of  these  frames  can  be  moved  up  and  down  by  means  of  the  screws 
outside  the  case  shown  in  the  figure.  Only  those  frames  are  lowered  into  the 
acid  that  belong  to  the  elements  which  are  to  be  used.  Vertical  metal  pins 
are  fixed  on  all  the  zincs,  and  on  the  first  and  the  last  carbon,  and  by  means 
of  these  pins  any  number  of  elements  may  be  inserted  in  the  circuit  from  one 
up  to  thirty. 

In  the  front  drawer  are  placed  the  galvanometer,  the  commutator  c,  the 
clamps  for  the  electrodes  k  z,  etc.  About  ten  cubic  centimetres  of  liquid  are 
required  for  each  cell.  After  use  the  frames  are  slowly  lifted  and  left  for  some 
minutes.     A  cover  of  gutta-percha  is  placed  over  the  three  rows  of  cells. 
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Leiter's  Battery. — Leiter's  movable  manganese  ore  battery  is  said  to 
be  cheap,  to  give  a  sufficiently  strong  and  constant  current,  and  to  be  easily 
managed. 

One  of  the  elements  is  shown  in  Fig.  391.  The  cell  b  b  is  made  of  gutta- 
percha, and  contains  a  gutta-percha  cylinder  g  z,  which  holds  the  zinc  rod. 
K  is  the  carbon  block ;  the  remaining  space  is  filled  with  manganese  ore  (man- 
ganese dioxide)  and  pieces  of  carbon.     A  platinum  wire  p  connects  the  carbon 


Fig.  391.— Leiter's 
Element. 


FJg-  392.— Leiter's  Battery. 


with  the  zinc  piece  s,  which  represents  one  of  the  poles  of  the  element.  A 
solution  of  sal-ammoniac  is  used.  The  manganese  ore  and  carbon  pieces  are 
separated  from  each  other  by  a  layer  of  asphalte.  A  number  of  elements  joined 
up  to  form  a  battery  are  shown  in  Fig.  392. 

Galvano-Caustic  Apparatus. — We  shall  give  a  description  of  one 
more  battery  which  is  of  great  value  in  a  particular  branch  of  medical  science, 
viz.  in  cauterising  by  electricity.  By  using  for  this  purpose  a  heated  platinum 
wire  loop,  bleeding  is  almost  entirely  prevented,  and  parts  most  difficult  to 
reach  can  be  operated  on,  as  the  heat  is  more  local. 

Formerly  a  red-hot  iron  had  to  be  introduced  into  the  part  to  be  cauterised, 
but  now  the  platinum  wire  is  inserted  while  cold,  and  is  made  hot  when  wanted 
for  operation  by  simply  making  contact. 
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Much  has  been  done  to  advance  this  branch  of  medical  science  by  A.  Mid- 
deldorpf.  It  will  be  seen  that  as  the  outer  circuit  of  these  batteries  is  a  platinum 
loop  which  has  only  small   resistance,    it  is  advantageous  to  have  the  inner 


Fig.  393— Gal vano- Caustic  Apparatus. 


resistance  of  the  battery  also  only  slight.  Hence  the  battery  used  has  large  plates 
and  few  elements,,  that  is  to  say,  the  elements  are  joined  up  for  quantity. 

An  apparatus  constructed  by  Leiter  for  the  purpose  is  shown  in  Fig. 
393.  In  its  essential  parts  it  is  a  modi6ed 
Bunsen  battery  in  two  boxes.  The  box  k 
contains  the  battery,  and  the  other  box  k^ 
the  two  acids  (sulphuric  and  nitric).  The 
battery  vessel  t  consists  of  gutta-percha,  and 
is  divided  into  two  portions.  In  each  of 
these  a  flat  earthenware  cell  is  placed  to 
hold  the  carbon  plate  and  nitric  acid.  Out- 
side this  diaphragm  come  the  zinc  plate  and 
diluted  sulphuric  acid.     The   elements    are 

covered  by  means  of  a  gutta-percha  lid,  shown  in  Fig.  394.  The  pole-clamps 
of  the  battery  are  screwed  to  the  lid.  When  only  one  element  is  required 
clamps  I  and  2  are  used,  when  both  elements  are  required  clamps  i  and  3 
are  used.     The  acid  5/ is  being  forced  through  the  bent  glass  tube  k  by  means 


Fig.  394.— The  Battery  Lid. 
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of  the  india-rubber  balls  p  and  Pj.  The  acid  is  removed  from  the  cells  by 
exhausting  the  acid  bottles ;  the  longer  end  of  the  bent  glass  tube  will  then 
have  to  dip  into  the  cell 

Batteries  for  Blasting. — Batteries  intended  for  firing  blasting  charges 
for  military  purposes  and  engineering  have  to  fulfil  certain  conditions,  which 
have  been  described  at  length  by  Dr.  F.  Wftchter  in  "Die  Anwendung  des 
Elektricitat  fiir  militarische  Zwecke.'* 

The  French  engineering  corps  make  use  of  a  potassium  chromate  bat- 
tery, which  is  represented  in  Fig.  395.     As  many  of  the  elements  as  may  be 


Fig.  395-— Battery  for  Blasting. 


Fig.  396.— Battery  for  Blasting. 


required  are  placed  in  a  rectangular  box.  The  zinc  cylinders  surround  the 
carbon  blocks,  and  both  are  fixed  to  the  board,  which  is  capable  of  sliding 
up  and  down  the  iron  rods  fastened  to  the  box.  The  spring  ss  forces  the 
board  upwards,  and  by  doing  so  lifts  the  electrodes  out  of  the  liquids.  Metal 
strips  screwed  to  the  board  connect  the  elements  in  series,  and  also  connect 
the  series  with  the  -f  and  the  —  clamps  of  the  battery.  By  means  of  the 
handle  b  the  electrodes  can  be  pushed  into  the  vessels,  and  at  the  same  time 
the  circuit  closed. 

This  battery  does  well  enough  when  stationary,  but  does  not  answer  well 
for  field  service.  For  this  purpose  the  form  used  is  that  represented  in  Fig. 
396.  The  carbons  and  zincs  are  fastened  to  the  end  of  a  perfectly  air-tight 
box,  closed  by  means  of  the  screw  s  on  the  hinge  ^,  acting  on  an  air-tight  lid. 
The  potassium  chromate  solution  fills  only  one-half  of  the  box.  To  charge 
the  battery  it  is  placed  horizontally,  so  as  to  allow  the  liquid  to  come  into 
contact  with  the  electrodes. 
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Fig.  397.— Battery  for  Blasting. 


The  battery  represented  in  Fig.  397  has  been  recently  used  by  the  French 
engineering  corps.     In  a  small  cylinder  (11  centimetres  high,  and  7  centimetres 
in  diameter)  made  of  resinous  matter  not  acted  on  by  acids,  four  hollow  zinc 
cylinders  z  are  fixed.     Inside  these  are 
four  carbon  cylinders  ca     The  metal 
connections  which  join  the  four  elements 
in  series  are  also  within  the  resinous 
cylinder.     It  is  open  at  h  to  allow  the 
acid  to  reach  the  electrodes,  and  at  q 
to  allow  gases  and  air  to  escape,     x  jc, 
are  the  poles  of  the  battery.    When  the 
battery  is  to  be  used,  it  is  placed  in  a 
gutta-percha  vessel  z,  filled  with  the 
liquid. 

To  avoid  the  transport  of  liquids 
altogether,  Captain  Puddot  proposes  to 

use  a  mixture  of  potassium  chromate  and  potassium  sulphate.      These  salts 
can  be  transported  in  a  solid  state  and  dissolved  in  water  when  needed. 

Such  a  battery  (containing  four  elements)  will  ignite  the  blasting  charge  at 
a  distance  of  400  metres  *(a  quarter  of  a  mile).  The  Leclanch^  element  is  also 
frequently  used  for  military  purposes. 

Recent  Improvements  in  Batteries. — Amongst  the  latest  improve- 
ments in  batteries  may  be  mentioned  various  arrangements  of  the  Daniell's  cell 
to  produce  a  constant  current  for  experimental  purposes,  by  Professor  Oliver 
Lodge,  and  improvements  in  Leclanch^'s  cell  for  telegraphic  purposes. 

A  form  of  Leclanch^'s  battery  has  been  adopted  which  is  like  the  ordinary 
trough  Daniell ;  it  consists  of  a  teak  trough,  divided  by  porous  partitions,  and 
coated  throughout  with  marine  glue.  Carbon  and  zinc  plates  are  placed  in 
alternate  cells.  The  carbon  plates  are  surrounded  with  the  mixture  of  coke 
and  binoxide  of  manganese;  the  zinc  plates  are  immersed  in  a  solution  of 
sal-ammoniac.  The  plates  are  connected  with  each  other  in  pairs  by  means  of 
an  iron  wire,  which  is  welded  into  the  zinc  and  the  lead  top  of  the  carbon  plate. 
This  form  of  battery  thus  dispenses  entirely  with  the  glass  cells ;  the  porous 
partitions  in  it  are  not  so  liable  to  crack  as  the  pots  in  the  previous  form,  and 
the  short  length  of  the  connecting  wire,  especially  if  thoroughly  well  protected, 
reduces  to  a  minimum  any  danger  in  connection  with  it.  The  maintenance 
now  becomes  a  very  simple  matter  j  if  the  zincs  are  scraped  clean,  and  the 
solution  of  sal-ammoniac  renewed  every  three  months,  the  battery  will  remain 
in  action  for  years. 

The  latest  improvement  effected  by  Mons.  Leclanch^  in  his  battery  has 
been  in  the  preparation  of  the  peroxide  of  manganese  and  carbon  mixture. 
A  mixture  containing  40  per  cent,  of  peroxide  of  manganese,  55  per  cent  of 
carbon  taken  firom  gas  retorts,  and  5  per  cent,  of  gum  lac  resin,  is  placed  in  a 
steel  mould  heated  to  looS  C,  and  subjected  to  hydraulic  pressure.    The  gum 
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lac  resin  is  employed  to  consolidate  the  mixture.  The  result  is  that  a  solid 
homogeneous  mass  is  produced,  whose  resistance  is  considerably  less  than  that 
of  the  mixture  first  employed. 

The  efforts  of  inventors  are  now  directed  to  diminish  the  necessity  for 
frequent  renewal  of  the  elements  of  the  batteries  in  common  use,  and  generally 
to  reduce  the  liability  to  disorder,  and  to  increase  the  durability.  The  plan  first 
adopted  by  Maritf  Davy,  and  more  recently  by  Fuller,  of  causing  the  action  of 
the  battery  itself  to  produce  amalgamation  of  the  zinc,  has  been  adopted  in 
several  modified  forms,  of  which  those  by  Schanschieff  are  most  deserving  of 
mention. 

SchanschiefTs  Single-Liquid  Cell  is  a  very  recent  invention,  intended 
to  furnish  a  practical  element  for  constant  use.  It  can  be  worked  either  open 
or  hermetically  sealed,  as  circumstances  require.  It  is  a  simple  carbon  zinc 
element,  excited  by  a  special  mercurial  solution — the  positive  plate  (zinc)  being 
placed  between  two  negative  plates  (carbon).  The  cell  gives  an  e.  m.  f.  of 
1*4  to  17  volts,  the  difference  being  due  to  increase  or  decrease  of  resistance, 
varying  with  the  relative  positions  of  the  positive  and  negative  plates,  and  the 
density  of  the  exciting  liquid.  Two  negative  elements  3"  x  4^",  and  one 
positive  3"  X  4"  excited  by  30  cubic  inches  of  solution,  give  a  current  of 
7  ampere-hours.  The  quantity  and  duration  of  the  current  are  solely  governed 
by  the  size  of  the  elements  and  the  cubic  contents  of  the  cell.  The  cell 
derives  its  importance  from  the  new  exciting  liquid.  Sulphate  of  mercury 
has  been  used  in  other  batteries,  in  the  form  of  "paste,"  but  the  current 
generated  was  very  inconstant.  Schanschieff  has  discovered  a  process  by  which 
the  basic  sulphate,  of  which  it  has  hitherto  been  possible  to  dissolve  only  one 
part  in  2,000  of  water,  can  be  readily  dissolved  one  part  in  three.  The  chemical ' 
composition  of  the  resulting  solution  produces  a  constant  and  powerful  current 
without  the  aid  of  any  depolarising  substance. 

The  action  of  the  cell  is  similar  to  that  of  the  Daniell ;  no  hydrogen  is 
evolved,  and  as  there  is  no  molecular  attraction  between  mercury  and  sulphuric 
acid  when  cold,  there  is  no  polarisation.  The  zincs  are  constantly  amalgamated 
automatically  by  the  mercury  which  is  precipitated  in  the  cell,  and  therefore 
there  is  no  local  action.  About  95  per  cent,  of  the  mercury  held  in  the  solution 
is  recovered,  so  that  the  working  cost  of  the  cell  is  very  small 

No  porous  pots  are  required ;  no  preparation  of  zincs,  carbons,  depolarising 
paste  or  liquid,  and  no  handling  of  offensive  chemicals  is  necessary;  the 
excited  liquid  is  limpid  and  odourless,  and  the  cell  gives  no  fumes.  These 
advantages,  combined  with  the  great  simplicity  of  construction,  render  the  cell 
of  the  greatest  value  for  many  purposes. 

SchanschiefTs  Recuperative  Battery  is  another  new  invention  adapted 
for  telegraphic,  telephonic,  and  bell  work.  It  consists  of  a  negative  electrode 
(carbon)  placed  in  a  porous  pot,  charged  with  a  depolarising  substance,  which 
with  the  positive  electrode  (zinc)  is  placed  in  an  outer  cell  containing  a  mercurial 
solution.     The  e.  m.  f.  of  the  cell  is  considerably  higher  than  that  of  Leclanch^ 
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and  it  is  believed  its  life  will  be  as  long.  The  cell  is  recuperative,  and  when 
exhausted  can  easily  be  restored  to  its  original  energy  without  interfering  with 
its  work.  It  is  made  liquid-tight  in  unbreakable^  cells,  so  that  it  is  portable. 
It  can  be  used  for  giving  light  when  it  is  only  required  for  a  limited  period 
of  an  hour  or  so,  such  as  for  medical  purposes,  and  if  used  to  the  point  of 
polarisation,  recovers  itself  very  quickly. 

Local  Choice  of  Batteries. — ^Where  different  batteries  will  answer  a  given 
purpose  equally  well,  the  mere  fact  that  the  materials  for  one  kind  are  nearer  at 
hand  than  those  of  other  kinds,  will  be  sufficient  to  establish  a  preference. 
This  reason  often  accounts  for  the  local  use  of  particular  batteries  for  telegraphic 
purposes,  as  will  bfc  seen  from  the  following  list : 

In  England,  various  forms  of  DanielFs,  Bunsen's,  and  Grove's  batteries  are 
used  by  the  Telegraph  Department  of  the  Post  Office,  but  Fuller's  Mercury 
Bichromate  Battery  bids  fair  to  be  largely  employed  in  the  future. 

In  France,  Leclanch^s  battery  is  largely  employed,  and  is  gradually  sup- 
planting the  Mari^  Davy  formerly  used.  But  the  Mari^  Davy  is  still  preferred 
wherever  the  white  crystalline  bisulphate  of  mercury  can  be  readily  procured. 

In  Germany,  the  batteries  mainly  in  use  are  Meidinger's  (Figs.  371  and 
372),  and  Siemens  and  Halske's  (Fig.  369).  Both  of  these  are  modifications  of 
Daniell's  battery.  But  as  in  every  form  of  gravity  battery  it  is  essential  that 
the  solutions  should  remain  undisturbed,  this  objection  is  causing  Meidinger's 
to  give  place  to  Siemens  and  Halske's  form.  These  elements  are  exceedingly 
cheap,  and  work  well  upon  circuits  offering  great  resistance.  They  are  universally 
employed  at  the  stations  upon  the  Indo-European  line  between  London  and 
Teheran. 

In  America,  Grove's  battery  has  been  employed,  and  is  still  made  use  of 
to  a  considerable  extent  on  the  main  wires  between  the  leading  offices ;  but  it 
is  now  being  rapidly  pushed  aside  by  the  modification  of  Daniell's  known  a.s 
the  Callaud  (Fig.  374),  which  is  much  used  in  France.  Although  this  is  purely 
a  gravity  battery,  if  frequently  examined  it  works  very  well ;  but,  in  common 
with  all  its  class,  it  requires  very  careful  handling  and  treatment.  Other  modifi- 
cations of  the  Daniell  used  in  America  are  the  Lockwood  (Fig.  376)  and  the 
Baltimore,  having  a  glass  tube  reaching  nearly  to  the  bottom  of  the  jar,  for  the 
purpose  of  suppljring  copper  sulphate  when  required.  Another  battery  lately 
introduced  in  America  is  named  from  its  inventor,  the  Eagles  Battery.  The 
distinguishing  feature  in  this  is  that  the  containing  vessel  is  formed  of  lead, 
which  is  made  to  play  the  part  of  the  negative  element,  zinc  being  as  usual 
employed  for  the  positive.     The  battery  is  said  to  give  very  fair  results. 

In  India,  the  Minotto  is  employed.  This  form  of  battery  is  well  suited  to 
India,  where  the  transit  of  goods  is  slow  and  expensive,  for  the  copper  sulphate 
is  an  article  of  commerce  manufactured  amongst  the  natives,  by  whom  it  is 
largely  employed  for  medicinal  purposes,  and  it  can  always  be  procured  at  very 
short  notice. 
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CONSTITUENTS    AND    CONNECTIONS    OF    BATTERIES. 

Carbon. — It  is  seen  from  the  foregoing  description  of  the  principal 
elements  in  use  that  carbon  is  used  very  extensively.  Carbon  possesses  several 
important  properties  that  make  it  useful  as  an  electrode.  Its  porous  character 
enables  it  to  utilise  a  large  surface  without  unwieldy  dimensions,  so  as  to  fiimish 
many  points  of  contact  for  the  hydrogen  and  oxygen.  Again,  it  assists  de- 
polarisation  to  use  a  material  that  is  capable  Of  condensing  or  absorbing 
oxygen  at  its  surface,  is  unaffected  by  acids,  and  conducts  electricity.  Of  all 
the  substances  we  know,  carbon  possesses  these  properties  to  the  greatest  extent. 


Fig-  398.— Clamps. 

It  is  porous,  absorbs  gases  freely,  is  not  at  all  acted  upon  by  acids,  and  does 
not  offer  too  great  a  resistance  to  the  passage  of  the  current. 

The  coke  which  is  deposited  on  the  inside  of  the  retorts  in  gas  works,  and 
sometimes  is  so  hard  as  to  ^yq  off  sparks  when  struck  by  steel,  is  the  best  kind 
of  carbon.  As  it  is  very  difficult  to  obtain  coke  in  blocks  sufficiently  large,  it 
is  prepared  artificially.  Bunsen,  in  1842,  produced  what  he  called  "battery 
carbon  "  by  the  following  process  :  He  took  two  parts  of  coke  and  one  part  of" 
finely-divided  coal,  and  heated  the  mixture  till  no  gases  came  off.  The  mass 
thus  obtained  was,  of  course,  too  porous ;  it  was,  therefore,  soaked  in  treacle,  and 
then  again  heated  without  access  of  air,  the  process  being  repeated  until  the 
desired  density  had  been  reached.  Sprague  makes  his  carbons  by  mixing 
gmphite  with  coal-tar  to  a  paste,  drying  it  and  placing  it  in  a  muffler  surrounded 
by  powdered  coal,  and  thus  exposing  it  to  a  red  heat.  The  carbon  produced  in 
this  manner  is  also  too  porous,  and  has  to  be  soaked  either  in  treacle  or  sugar 
solution,  and  then  again  heated.    {See  also  page  520.) 

Clamps. — Clamps  for  fastening  the  carbon  plates  or  cylinders  are  given  in 
Fig.  398 ;  these,  however,  are  chiefly  intended  for  natural  carbon,  which  is  less 
brittle.      The  more  brittle  kinds  of   the  carbon  that  is  artificially  produced 
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require  other  arrangements,  such  as  metal  bands,  metal  casts,  or  electrotype 
deposits. 

The  Amalgamation  of  Zinc. — As  zinc  is  used  very  extensively  for 
electrodes,  we  shall  give  a  few  hints  with  regard  to  its  amalgamation.  Mer- 
cury, which  may  have  been  used  for  other  purposes,  is  poured  into  a  glass  or 
earthenware  vessel  until  it  reaches  about  the  middle  of  the  cylinder  or  plate  to 
be  amalgamated.  Hydrochloric  acid  is  added,  and  then  the  zinc  is  immersed. 
The  plate  or  cylinder  is  taken  out  and  placed  inverted  in  water.  The  amalgama- 
tion has  to  be  done  in  a  closed  room,  as  the  fumes  of  hydrochloric  acid  are  very 
troublesome.  Diluted  sulphuric  acid  (one  in  ten)  may  be  taken  instead ;  but  as 
sulphuric  acid  does  not  react  so  quickly,  a  mere  dipping  into  the  mercury  is  not 
sufficient,  and  the  cylinder  has  to  be  left  for  a  httle  time  in  a  vessel  containing 
sulphuric  acid  before  it  is  immersed  in  the  mercury.  Solutions  of  mercury  in 
aqua  regia  are  sometimes  used,  but  are  not  reconunended. 

Platinised  Plates. — ^We  often  require  platinised  electrodes,  as,  for  instance, 
in  the  Smee  elements.  The  platinum  coating  gives  a  rough  surface  to  the  plate, 
which  facilitates  the  removal  of  the  hydrogen  bubbles,  and  diminishes  polarisation, 
oxygen  being  absorbed  by  the  layers  of  platinum.  The  plate  to  be  covered  with 
it  is  immersed  in  a  solution  obtained  by  dissolving  platinum  in  aqua  regia.  In 
the  same  solution  there  dips  a  platinum  plate  connected  with  the  positive  plate 
of  a  galvanic  battery,  the  negative  plate  of  which  is  connected  with  the  plate  to 
be  coated.  The  platinum  separates  out  in  a  finely-divided  condition,  giving  to 
the  plate  the  rough  surface  described. 

The  Acids. — Of  the  acids  used  for  elements,  we  have  simply  to  consider 
sulphuric  and  nitric  acids,  as  we  have  already  shown  how  to  obtain  chromic  acid. 
Only  dilute  sulphuric  acid  is  used ;  eight  to  twelve  parts  of  acid  in  one  hundred 
parts  of  water.  The  acid  ought  to  be  poured  into  the  water,  and  the  solution 
ought  to  be  allowed  to  cool  before  it  is  used.  A.  d'Arsonval  has  given  some 
valuable  hints  regarding  the  use  of  impure  sulphuric  acid.  By  adding  ordinary 
oil,  four  to  five  cubic  centimetres  to  a  litre  of  acid,  he  caused  the  formation  of  a 
compound  of  glycerine,  and  separated  out  the  impurities  of  the  acid,  such  as 
lead,  arsenic,  etc,  in  the  form  of  soaps.  By  so  purifying  the  acid,  amalgamation 
of  the  zinc  is  facilitated,  and  the  dissolution  of  the  zinc  by  local  action  during 
inactivity  of  the  element  is  prevented.  A  zinc  rod  immersed  in  ordinary  sulphuric 
add  lost  42  grammes  in  eight  days,  whilst  another  zinc  rod  immersed  in  a  mix- 
ture of  oil  and  sulphuric  acid  only  lost  1*5  grammes. 

Nitric  acid  is  used  concentrated,  as  we  have  pointed  out  already.  Sulphuric 
acid  is  sometimes  added  to  nitric  acid  which  has  been  in  use  for  some  time,  on 
account  of  its  affinity  for  water.  This  property  enables  it  to  withdraw  the  water 
from  the  nitric  acid,  and  it  is  clear  that  a  better  utilisation  of  the  acid  is  obtained. 
But  we  ought  not  to  leave  out  of  consideration  the  fact  that  by  adding  the 
sulphuric  add  the  volume  will  be  increased  in  proportion,  causing  dilution  of  the 
nitric  acid  and  alteration  of  the  resistance  in  the  element.  SchOnbein  recom- 
mends for  iron  elements  nitric  acid,  of  which  one-third  consists  of  sulphuric 
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acid,    Wigner  recommends  for  Grove  elements  two  parts  of  nitric  and  five  parts 
of  sulphuric  acid. 

Manipulation  of  the  Battery. — The  number  of  elements  to  be  used 
and  the  mode  of  joining  up,  whether  in  series,  parallel,  or  mixed,  depend  upon 
the  purposes  for  which  the  battery  is  to  be  employed.  This  has  been  pointed 
out  already  (page  120),  but  we  have  further  to  consider  the  placing  of  the 
battery,  and  the  best  way  of  making  and  breaking  the  circuit.  The  battery 
ought  not  to  be  exposed  to  violent  changes  of  temperature,  rain,  etc. ;  the 
different  vessels  are  best  placed  upon  earthenware  plates,  or,  better  still,  upon 
glass  rods,  so  as  to  be  easily  reached. 


Fig.  399. — Hauck's  Terrace  Arrangement. 

To  fill  large  batteries,  Niaudet  recommends  a  gutta-percha  tube,  with  a  flat 
mouthpiece  of  glass  at  one  end,  and  a  leaden  plate  at  the  other  end  to  sink  the 
tube  to  the  bottom  of  the  vessel  from  which  the  acid  is  supplied.  The  flow  can 
be  regulated  and  stopped  by  the  pressure  of  the  fingers  Siphons  and  small 
pumps  are  also  used  for  emptying  or  filling  the  elements.  A  battery  that 
is  not  to  be  used  for  a  time  ought  to  be  taken  to  pieces  after  use.  It  is  not 
advisable  to  allow  the  carbons  to  soak  in  water  when  the  battery  is  about  to  be 
used,  as  the  water  enters  the  pores  of  the  carbon  and  thus  dilutes  the  acid  \  if, 
on  the  other  hand,  the  battery  is  not  to  be  used  for  a  considerable  length  of  time, 
carbons  and  porous  pots  ought  to  be  washed  well,  as  cr)'stals  are  formed  which 
tend  to  destroy  these  materials,  especially  the  porous  pots. 

Batteries  for  electric  lighting  are  not  only  required  to  give  powerful  currents, 
but  also  to  be  constant  in  their  action.  Powerful  currents  may  be  obtained  by 
employing  chromate  of  potassium  elements,  but  the  current  furnished  by  them 
does  not  remain  constant  very  long.  To  remedy  this,  Chuto,  Camacho,  Hauck, 
and  others  have  devised  means  for  replenishing  the  acid  in  proportion  as  it  is 
consumed.  Hauck  arranges  the  elements  as  shown  in  Fig.  399.  The  acid 
flows  drop  by  drop  from  the  higher  vessel ;  the  porous  cell  containing  the  zinc 
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occupies  the  middle  of  the  element,  and  the  spaces  between  the  carbon  plates 
are  filled  with  pieces  of  carbon.  According  to  Hauck,  twelve  elements  of  this 
kind,  the  zincs  of  which  are  15  centimetres  wide  and  20  centimetres  high, 
maintain  at  white  heat  for  hours  a  platinum  wire  60  centimetres  long  by  i  mil- 
limetre section.  The  action  of  the  battery  is  stopped  by  cutting  off  the  supply 
of  acid,  and  allowing  water  to  flow  through  the  elements,  to  prevent  the  forma- 
tion of  chrome  alum  crystals,  which  would  stop  up  the  pores  of  the  carbon. 


THERMO'PILES. 


Economic  Value. — In  principle  the  generation  of  electricity  by  means  of 
difference  of  temperature  is  preferable  to  its  generation  by  means  of  galvanic 
batteries  or  electric  machines.  In  galvanic  elements,  zinc,  which  is  obtained 
from  the  zinc  ore  by  using 
coal,  is  consumed.  Electric 
machines,  as  a  rule,  are 
driven  either  by  steam  or 
gas,  both  of  which  receive 
their  energy  indirectly  from 
coal.  In  thermo-electric 
elements,  however,  the 
stored  heat  of  the  coal  is 
directly  converted  into 
electricity.  In  spite  of  this 
favourable  circumstance, 
thermo- piles  are  seldom 
used  in  practice,  owing  to 
the  fact  that  the  thermo- 
electric elements  as  con- 
structed at  present  are 
capable  of  furnishing  only 

very  weak  currents.  Antimony  and  bismuth  were  first  used  for  the  construc- 
tion of  thermo-piles  because  these  stand  farthest  from  each  other  in  the  thermo- 
electric series.  Bunsen  obtained  a  more  powerful  element  by  using  an  alloy, 
viz.  copper  pyrites.  Although  such  an  element  is  certainly  more  powerful  than 
an  antimony-bismuth  element,  its  construction  is  very  difficult,  owing  to  the 
irregular  expansion  of  the  junctions  when  heated.  By  melting  and  casting  the 
copper  ore  into  the  desired  form  it  loses  its  natural  structure,  and  the  e.  m.  f.  of 
the  elements  is  considerably  diminished  thereby.  Markus  used  alloys  which 
are  far  distant  in  the  thermo-electric  series,  and  also  are  capable  of  bearing  high 
temperatures.  The  thermo-pile  which  he  constructed  in  1864-65  obtained  a 
prize  from  the  Vienna  Society  for  the  promotion  of  science.  The  negative  metal 
of  the  pile  is  an  alloy  similar  to  German  silver.     It  consists  of  10  parts  of 


Fig.  400. — Markus' s  Thermo- Pile. 


Digitized  by 


Google 


424 


Electricity  in  the  Service  of  Man. 


copper  and  6  parts  of  zinc  and  nickel.  The  positive  metal  consists  of  12  parts  of 
antimony,  5  parts  of  zinc,  and  i  part  of  bismuth.  The  negative  metal  is  formed  into 
blocks,  the  positive  into  three  bands  connected  by  means  of  screws.  A  number 
of  such  elements  are  fastened  to  an  iron  bar  a  b  (Fig.  400).  Mica  plates  are 
placed  between  the  elements  and  bar  in  order  to  insulate  them.  The  iron  bar 
ab'i^  heated,  and  the  lower  ends  are  immersed  in  water.  A  battery  consisting 
of  130  elements  is  capable  of  furnishing  25  cubic  centimetres  of  oxy-hydrogen 
gas  per  minute,  or  of  maintaining  a  platinum  wire  of  0-5  millimetre  in  cross 


Fig.  401.— Clamond's  Thermo- Pile. 


Fig.  402. — View  of  the  Pile. 


section  at  a  red  heat.  The  e.  m.  f.  of  an  element  is  equal  to  one-twentieth  of  that 
of  a  Daniell's  cell.  The  resistance  in  the  pile  very  soon  increases  considerably, 
as  the  two  alloys  at  the  places  of  contact  become  easily  oxidised. 

Clamond  and  Mure  used  for  their  thermo-pile  an  alloy  of  zinc  and  antimony, 
with  sheet  irop  as  the  second  metal.  Clamond's  pile  consists  of  ten  elements 
as  shown  in  Fig.  401.  The  massive  pieces  a  consist  of  an  alloy.  The  iron 
sheets  f  are  fastened  with  one  end  to  the  inner  and  the  other  end  to  the  outer 
edges  of  the  pieces  a.  The  sheet  iron  plates  are  made  to  project  so  as  to  pre- 
sent a  large  cooling  surface.  These  annular  elements  are  placed  upon  each 
other  and  insulated  from  each  other,  as  shown  in  Fig.  402.  The  pole-clamps 
fastened  to  the  outside  of  the  battery  allow  the  joining  up  of  all  the  elements, 
^ther  in  series  or  in  groups  of  ten.     The  inner  junctions  i  to  19,  filled  in  with 
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asbestos  cement,  form  a  hollow  cylindrical  space,  in  which  an  earthenware  tube 
provided  with  a  number  of  small  holes  is  placed.  Gas  is  passed  through  this  tube, 
and  the  different  little  jets  heat  the  junctions  from  i  to  19  (Fig.  401),  while  the 
junctions  2  to  20  are  cooled  by  the  air.  The  amount  of  gas  consumed  by 
a  battery  containing  five  rings,  each  ring  consisting  of  ten  elements,  according 
to  Cazin,  is  1 70  litres  per  hour  \  at  the  same  time  20  grammes  of  copper  are 
separated  by  the  pile.  The  Paris  Academy  received  from  Th.  du  Moncel  in 
May,  1879,  ^^  description  of  a 
form  of  the  Clamond  pile  consider- 
ably improved,  as  shown  in  Fig. 
403.  The  pile  is  built  over  a  fire- 
place for  coke.  Before  the  gases 
and  heat  can  escape  through  the 
chimney  a,  they  must  pass  through 
TOP.  The  elements  are  arranged 
outside  the  cylinder  p,  the  iron 
sheets  of  which  join  the  vertically- 
arranged  copper  sheets  d.  The 
latter  serve  to  produce  greater  cool- 
ing at  the  outer  junctions.  Ac- 
cording to  Cazin,  the  height  of  his 
thermo-pile  was  2*5  metres  and  the 
diameter  i  metre.  It  consisted  of 
two  separate  piles,  each  of  which 
contained  30  batteries  of  100  ele- 
ments. Each  of  these  piles  furnished 
a  current  which  was  capable  of 
producing  a  voltaic  arc  equal  to  40 
Carcel  burners.  The  e.  m.  f.  of 
such  a  pile  is    109  volts,  with  a 

resistance  of  15-5  ohms.      Both  piles  together  are  equal   to    121    newly-filled 
Bunsen  elements,  and  consume  10  kilogrammes  ef  coke  per  hour. 

Roe's  Thermo-Element. — Fr.  Roe,  of  Vienna,  constructed  his  element 
in  the  following  way  :  A  copper  pin  (or  iron  coated  with  copper)  is  placed  in  a 
brass  case,  this  again  in  a  larger  case ;  the  larger  case  receives  German  silver 
wires  and  an  alloy,  which  is  intended  to  avoid  the  junction  being  screwed  or 
soldered  together.  This  cooling  junction  is  formed  by  a  brass  or  copper  strip, 
to  which  German  silver  wires  are  soldered.  An  element  of  this  kind,  and  the 
arrangement  of  twelve  such  elements  to  form  a  pile,  are  shown  in  Fig.  404. 
The  metal  strips  forming  the  cooling  surfaces  are  screwed  to  a  paper  ring,  and 
form  the  frame  of  the  pile.  With  moderate  heat  the  outer  junctions  are 
sufficiently  cooled  by  radiation  from  the  vertical  strips.  When  heated  to  a  high 
temperature,  the  metal  strips  are  placed  with  the  lower  ends  in  water. 
A.  von  Waltenhofen  gave  the  following  account  of  such  a  pile  : 


Fig.  403.  — Improved  Clamond's  Pile. 
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"  Imagine  a  pile  consisting  of  128  elements  divided  into  four  groups  each. 
Each  group  represents  an  e.  m.  f.  equal  to  that  of  two  Daniell's  elements,  with 


^ 

^ 


Fig.  404.— Roe's  Thermo- ElemenL 


Fig.  405.— Hauck's  Thermo-Pile. 

a  resistance  of  o'8  ohm,  and  four  groups  joined  in  series  are  equal  to  eight 
Daniell's  cells,  with  a  total  resistance  of  3*2  Siemens'  units.     By  joining  two 
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groups  parallel  and  a  number  of  these  double  groups  in  series,  an  e.  m.  f.  of 
four  Daniell's  cells,  with  a  total  resistance  of  o*8,  is  obtained.  By  joining  four 
groups  parallel,  the  e.  m.  f.  obtained  is  equal  to  two  DanielFs  cells,  with  limits  of 
resistance  of  0*2  ohm." 

Hauck's  Element. — The  pile  shown  in  Fig.  405  is  constructed  by 
W.  Ph.  Hauck.  The  e.  m.  f.  of  a  single  element  is  equal  to  o'l  Daniell's  cell, 
and  the  resistance  0-02  Siemens'  unit.  Thirty  elements  are  capable  of  making 
a  platinum  wire  3  centimetres  long  red-hot.  The  piles  are  constructed  in 
different  sizes;  two  or  three  are  placed  on  a  frame,  and  are  very  useful  for 
school  experiments  and  the  production  of  galvanic  deposits. 

SECONDARY  BATTERIES  (ACCUMULATORS), 

General  Principles. — By  an  accumulator  is  meant  an  apparatus  for  storing 
electricity.  We  might  consider  the  prime  conductor  of  an  electrical  machine  to 
answer  this  definition,  and  still  more  so  a  Leyden  jar  or  condenser.  The  term 
is  now  applied  only  to  certain  contrivances  for  storing  great  quantities  of  elec- 
tricity for  any  length  of  time,  and  which  therefore  serve  a  purpose  of  very  great 
practical  importance.  Leyden  jars  would  not  at  all  answer  this  end,  for  only 
small  quantities  of  electricity  can  be  stored  in  them,  and  even  these  small 
quantities  are  not  entirely  retained.  The  nature  of  electricity  produced  by 
friction,  or  by  statical  induction  machines,  neither  fits  it  for  storage  nor  for  use. 
The  electricity  generated  by  the  galvanic  current,  so  much  greater  in  quantity 
and  lower  as  regards  potential,  answers  our  purpose  better.  In  all  galvanic 
elements  combination  of  substances  constituting  the  electrodes  and  electrolytes, 
no  matter  how  varied  these  substances  may  be,  will  be  liable  to  certain  changes 
whenever  the  element  is  closed.  The  physical  alterations  which  the  electrodes 
undergo  we  have  already  considered  under  the  head  of  polarisation  of  electrodes. 
Let  us  refer  for  a  moment  to  Grove's  gas  battery,  in  illustration  of  this  part  of  our 
subject.  {See  p.  104.)  If  we  conduct  a  current  by  two  platinum  plates  through 
water  in  a  voltameter,  we  decompose  the  latter,  and  have  oxygen  coating  the 
positive  electrode,  and  hydrogen  the  negative  electrode.  If  now  the  two 
electrodes  of  the  voltameter  be  connected,  we  have  another  element  in  the 
circuit  consisting  of  hydrogen  and  oxygen  and  water.  A  current  will  pass 
through  this  circuit  as  long  as  there  are  oxygen  and  hydrogen  at  the  platinum 
plates.  By  conducting  the  current  into  the  voltameter,  a  physical  change  of  the 
electrodes  has  been  brought  about,  so  as  to  convert  the  voltameter  itself  into  a 
galvanic  element.  This  second  element  then  owes  its  existence  to  the  first. 
Therefore,  the  first  element,  or  rather  elements  (for  several  elements  are  required 
for  the  decomposition  of  water),  are  called  "  primary."  The  second  element,  or 
elements,  are  called  "  secondary."  The  primary  battery  gives  out  a  current  of 
electricity,  and  the  secondary  acquires  a  condition  which  gives  it  also  in  turn 
the  power  of  producing  an  electric  current. 

The  process  seems  really  to  represent  a  storage  of  electricity.    The  electricity 
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conducted  into  the  voltameter  from  the  primary  elemenlr  can  he  got  out  again 
from  the  voltameter,.  The  storage  there  is  not  the  same  as  in  the  Leyden  jar  or 
condenser,  but  is  a  conversion  of  electrical  energy  into  chemical  energy,  which 
may  be  reconverted  into  electrical  energy.  The  primary  current  separated  hydrogen 
and  oxygen  from  each  other,  and  stored  them  in  the  electrodes  ;  in  the  secondary 
element  oxygen  and  hydrogen  unite  again,  the  energy  of  chemical  separation 
disappears,  and  electricity  again  appears.  Properly  speaking,  then,  the  secondary 
element  is  not  an  apparatus  for  storing  electricity,  as  electricity  simply,  but  an 
apparatus  by  means  of  which  electricity  is  reconverted  into  chemical  energy, 
which  by  proper  arrangements  can  be  turned  back  into  electricity.  On  this 
ground,  therefore,  many  consider  that  the  term  accumulator  is  not  altogether  an 
appropriate  one  for  these  secondary  elements. 

We  have  now  to  consider  which  would  be  the  best  way  to  utilise  the  process 
for  practical  purposes.  The  simple  voltameter,  i.e,  two  platinum  plates  in 
acidulated  water,  would  not  be  easily  available  for  practical  purposes.  Such  a 
secondary  element  would  last  only  for  a  very  short  time ;  in  other  words, 
the  voltameter  is  not  capable  of  storing  large  quantities  of  electrical  energy 
in  form  of  the  chemical  energy  due  to  separation.  The  electrodes,  how- 
ever, may  not  only  undergo  physical  changes,  they  may  also  be  chemically 
changed  by  oxidation  or  reduction.  When  this  is  the  case,  and  the  elec- 
trodes are  connected,  we  have  a  secondary  element  that  will  furnish  us  with 
electricity  as  long  as  the  oxygen  of  the  oxidised  electrode  lasts.  It  is  on 
this  principle  that  the  secondary  elements  in  use  at  present  have  been 
constructed. 

History  of  Secondary  Elements. — Before  we  consider  the  secondary 
elements  themselves,  it  will  be  useful  to  sketch  briefly  their  history.  Gautherot 
in  1802  observed  that  during  electrolysis  the  platinum  wires  which  served  as 
electrodes  became  polarised,  and  that  by  the  absorption  of  oxygen  and  hydrogen 
they  became  electrically  different.  By  connecting  the  t\i'o  electrodes,  he  obtained 
a  secondary  current. 

A  short  time  after  (1803)  J.  W.  Ritter  constructed  the  first  secondary  battery. 
Discs  of  the  same  metal,  having  moistened  pasteboards  between  them,  were 
arranged  in  the  same  manner  as  Volta's  pile,  and  their  poles  were  connected  to 
the  poles  of  a  Volta's  pile.  When  the  current  of  Volta's  pile  was  allowed  to  pass 
through  the  secondary  battery  for  some  time,  the  battery  assumed  the  properries 
of  a  pile.  The  metal  plate  of  the  secondary  battery,  which  was  connected  with 
the  positive  pole  of  Volta's  pile,  became  a  positive  pole,  and  the  plate  connected 
with  the  negative  pole  became  a  negative  pole.  Hence  through  the  closed 
circuit  of  the  secondary  battery,  a  current  flowed  in  the  opposite  direction  to  that 
of  the  primary  current  Although  Ritter  was  well  aware  of  the  importance  of 
his  experiments,  he  did  not  follow  them  up  at  the  time,  for  the  simple  reason 
that  he  had  not  the  means. 

It  was  not  until  after  G.  Plant^s  extensive  investigations  that  the  con- 
struction of  secondary   batteries   was   completely  achieved.      In   the    Comptes 
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Rmdus  of  the  French  Academy*  appears  one  of  the  earlier  formal  accounts  of 
Plant d's  labours,  and  from  that  time  to  this  various  notices  of  his  work  are  to  be 
found  in  the  scientific  publications.  In  1879  ^^  published  a  book  entitled 
Rechcrchcs  sur  HAlectriciik^  t  which  contains  a  full  account  of  all  that  he  has 
done.  In  an  article  written  by  Kareis  {Zeitschrift  des  Wiener  electrotechnischen 
Vereines)  he  says  :  "  When  we  remember  that  the  electricians  of  the  present  day 
have  endeavoured  to  make  practical  use  of  the  energy  stored  up  in  the 
accumulators,  it  becomes  difficult  to  believe  that  the  originator  did  not  entertain 
similar  intentions.  We  are  so  accustomed  to  make  practical  use  of  every  new 
discovery  for  our  immediate  and  personal  benefit,  that  we  cannot  help  having  a 
very  high  regard  for  men  who  are  willing  to  leave  the  practical  utilisation  of  their 
inventions  to  others.      Such  a  man  is   Gaston  Plants     Whoever  enters  his 


'7 

Fig.  406.— The  Plants  Lead  Plates. 


laboratory  in  the  Rue  des  Toumelles,  finds  that  here  science  is  neither  the 
milch-cow  nor  the  maid-of-all-work ;  she  is  a  companion  that  goes  hand  in  hand 
with  her  master,  reverenced  by  him  on  the  one  hand,  and  aiding  him  in  all 
his  endeavours  on  the  other." 

Plant^'s  Element. — ^The  principle  which  Plants  followed  in  the  construc- 
tion of  his  secondary  element,  is  simply  the  chemical  conversion  of  the  electrodes 
by  means  of  a  current.  Numerous  experiments  proved  that  the  best  metal  for 
this  purpose  was  lead.  Two  lead  plates  (Fig.  406),  each  i\  millimetres  thick, 
furnished  with  a  conducting  strip,  and  insulated  by  means  of  india-rubber  bands 
(0*5  centimetre),  are  laid  upon  each  other  and  then  rolled  up  into  a  cylinder, 
which  is  held  in  position  by  means  of  an  ebonite  cross.  The  cylinder  is  placed 
in  a  glass  or  gutta-percha  vessel  containing  diluted  sulphuric  acid  (one  part  in 
ten).  The  lid  of  the  vessel  has  several  openings  for  the  passage  of  the  con- 
ducting wire  and  to  allow  the  escape  of  gases.  Two  vertical  metal  bars  are 
frequently  attached  to  the  lid,  a  a  (Fig.  407),  and  are  connected  by  a  platinum 
wire  F,  which  can  be  made  red-hot  by  discharging  the  secondary  element.  The 
bands  G  and  h  are  in  connection  with  the  metal  bands  m'  and  m.     m'  is  con- 
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nected  with  a  on  the  left,  and  m  is  connected  with  a  through  the  spring  r  on  the 
right.  When  b  is  screwed  down,  h  is  also  connected  with  a.  To  charge  the 
secondary  element  two  Bunsen  elements  are  sufficient  The  Bunsen  elements 
are  joined  parallel  with  the  secondary  element,  when  b  is  screwed  down,  and 
the  current  of  all  the  elements  will  pass  through  the  wire  f.  When  the  secondary 
element  is  charged  the  following  changes  occur :  The  electric  current  decomposes 
the  water,  and  the  oxygen  separates  oiit  at  the  positive  leaden  plate,  and  the 

hydrogen  at  the  negative  leaden 
plate.  The  positive  leaden  plate 
becomes  oxidised  and  receives 
a  brown  coating  of  lead  dioxide, 
whilst  the  negative  leaden  plate  re- 
mains bright  and  receives  only 
pure  metallic  lead.  If  now  the  two 
plates  be  connected  by  means  of 
a  wire,  a  current  will  circulate 
through  the  system,  due  to  the 
production  of  an  element  consist- 
ing of  lead  dioxide,  lead,  and 
diluted  sulphuric  acid.  The  cur- 
rent in  this  element  will  have  the 
opposite  direction  to  the  primary 
current,  and  will  cause  the  lead 
oxide  to  be  reconverted  into  me- 
tallic lead.  When  the  reconver- 
sion is  at  an  end  the  current  ceases, 
and  the  secondary  element  is  then 
said  to  be  discharged.  The  re- 
action of  the  sulphuric  acid  in  the 
secondary  element  is  of  great  im- 
portance. The  sulphuric  acid  com- 
bines with  the  lead  to  form  lead 
sulphate,  a  compound  which  is  very  insoluble,  and  which  covers  the  leaden  plates 
with  a  white  layer,  thus  preventing  the  lead  from  further  corrosion.  The  current 
decomposes  the  lead  sulphate,  forming  lead  dioxide  at  the  positive  leaden  plate, 
and  lead  in  a  spongy  form  at  the  negative  leaden  plate.  The  production  of  the 
spongy  form  of  lead  increases  the  surface,  and  consequently  the  effect  of  the 
plates.  By  repeating  the  process  of  charging  and  discharging  the  secondary 
element,  the  spongy  mass  will  be  increased  through  the  action  of  the  sulphuric 
acid,  and,  further,  when  the  secondary  element  is  charged  the  upper  layer  of 
the  lead  dioxide  will  be  reconverted  into  lead  sulphate,  which  will  prevent  the 
further  decomposition  of  the  lead  dioxide,  and  thus  allow  the  element  to  keep 
its  charge  for  a  greater  length  of  time. 

In   order  to  completely  charge   a  newly-constructed   Plantd's  element,   it 


i'jg-  407.— The  Planie  Element. 
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is  not  sufficient  to  allow  the  primary  current  to  pass  through  it  for  a  con- 
siderable length  of  time;  for  as  soon  as  the  first  layer  of  lead  dioxide  is 
formed,  the  lead  beneath  it  will  be  protected  from  the  action  of  the  oxygen. 
A  short  time  after  passing  the  primary  current  a  brisk  evolution  of  gas  takes 
place,  and  if  the  secondary  element  be  closed  the  oxidised  lead  will  be  again 
reduced,  and  the  second  electrode  will  become  oxidised,  thus  causing  both 
electrodes  to  have  spongy  surfaces.  The  primary  current  will  produce  a 
greater  amount  of  lead  dioxide  when  allowed  to  pass  through  the  secondary 
element  again.  We  observe  that  the  brown  colour  of  the  oxidised  lead 
becomes  lighter,  until  it  appears  almost  white,  when  a  charged  secondary 
element  is  left  for  some  time  in  the  enclosed  circuit  The  cause  of  this  altera- 
tion is  due  to  the  action  of  the  sulphuric  acid.  It  turns  some  of  the  lead  dioxide 
into  lead  sulphate,  which  has  a  white  colour,  and  which  by  mixing  with  the  brown 
dioxide  causes  it  to  assume  a  lighter  colour.  At  the  next  reduction  the  lead 
sulphate  is  also  converted  into  lead,  which  adheres  in  grains  on  the  surface  of 
the  plates.  This  will  explain  why  a  secondary  element  does  not  attain  its  full 
energy  after  its  first  charge.  Hence,  in  order  to  prepare  the  battery  for  use,  and 
to  bring  it  more  rapidly  into  the  condition  it  would  otherwise  arrive  at  after 
prolonged  use,  it  is  first  repeatedly  charged  alternately  in  opposite  directions, 
then  charged  and  allowed  to  stand  for  some  time ;  then  discharged  and 
charged  again.  According  to  Plant^  a  secondary  element  should  be  charged 
thus :  The  primary  current  is  allowed  to  pass  through  it  for  about  a 
quarter  of  an  hour ;  it  is  then  discharged.  The  current  now  passes  through  in 
the  opposite  direction  a  little  longer ;  it  is  again  discharged,  and  so  on.  When 
the  time  has  been  increased  to  two  hours,  it  is  left  during  the  night,  and 
discharged  the  next  day.  It  is  then  charged  once  more,  and  left  for  about 
eight  days.  After  this  somewhat  lengthened  process  has  been  gone  through 
once,  the  apparatus  need  only  be  charged  once  when  wanted.  After  dis- 
charging a  secondary  element,  we  find  that  if  we  leave  it  for  some  time  it  will 
again  give  a  current.  This  phenomenon  will  be  most  observable  when  the  first 
discharge  is  very  powerful.  This  is  due  to  the  fact  that  during  the  discharge  the 
current  passing  through  the  liquid  will  decompose  it  into  its  constituents,  sepa- 
rating the  hydrogen  at  the  lead  dioxide  plates,  and  oxygen  at  the  leaden  plate ; 
the  oxidised  lead  will  become  reduced  by  the  hydrogen,  and  the  lead  will 
become  oxidised  by  the  oxygen,  ue,  the  two  plates  become  polarised.  The 
polarisation  current  thus  caused  becomes  weaker  and  weaker  until  it  ceases 
altogether,  its  direction  being  opposite  to  the  direction  of  the  primary  current. 

Methods  of  Joining.— -Secondary  elements  can  be  joined  up  both  in  series 
and  in  parallel  order.  Fig.  408  represents  such  a  battery,  consisting  of  twenty 
elements.  The  commutator  consists  of  the  wooden  beam  cc,  flanked  with 
copper  bands  which  are  pressed  by  the  springs  rr.  The  front  springs  are 
connected  with  all  the  poles  of  one  kind,  and  the  back  springs  with  all  the 
opposite  poles.  In  this  position  of  the  commutator  the  elements  are  joined 
par^lel,  thus  representing  one  element  having  plates  of  large  dimensions.     Each 
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of  the  copper  bands  is  connected  with  a  clamp  G,  through  which  a  platinum  wire 
runs,  and  which  can  be  made  to  glow  for  a  short  time.  When  the  commutator  is 
turned  through  90°  by  means  of  the  knob  b,  the  metal  pins  fastened  to  the  beam 
c  c  will  come  under  springs  r  r.  The  opposite  metal  pins  are  then  connected 
with  each  other,  and  when  the  commutator  assupaes  this  position  the  elements 
are  joined  in  series.  The  wires  from  the  poles  of  the  battery  are  connected 
with  the  clamps  tt,  between  which  a  platinum  wire  runs,  and  which  when 
of  sufficiently  small  cross  section  will  be  maintained  at  white  heat 

By  means  of  secondary  batteries  a  high  potential  is  obtained.     With  two 
Bunj(en  elements  and  a  secondary  battery,  the  same  effect  may  be  secured  as 


4 


Lk 


mmrnmwm 


(>i  !■•  1ft  iB^'Vui '■§,  '••.  !P«  r*". 


^Mitiwiyi 


Fig.  408.— The  Plants  Battery. 

with  a  large  battery  consisting  of  many  Bunsen  elements.  Numerous  experiments 
require  a  current  of  high  potential,  which  can  only  be  obtained  by  a  battery 
of  many  elements. 

A  battery  of  secondary  elements,  when  once  arranged,  gives  no  further 
trouble,  except  to  see  that  the  secondary  elements  are  always  joined  in  parallel 
order  whilst  being  charged. 

Strength  of  Secondary  Batteries. — ^Two  Bunsen  elements  are  suffi- 
cient to  charge  twenty  secondary  elements,  having  the  same  effect  as  thirty 
Bunsen  elements ;  but  a  secondary  battery  consisting  of  twenty  elements  which 
have  had  a  current  from  two  Bunsen  elements  passing  through  them  for  one 
hour,  cannot  therefore  give  a  current  for  one  hour  equal  to  that  of  thirty 
Bunsen  elements.  To  obtain  this  result  the  two  elements  would  be  required 
to  supply  a  current  for  fifteen  hours,  and  indeed  for  a  longer  time  than  this,  as  the 
conversion  of  energy  is  always  attended  by  loss.  According  to  the  experiments 
made  by  Plantd,  only  nine-tenths  of  the  energy  is  returned.  The  amount  of 
charge  which  a  secondary  element  possesses  corresponds  to  the  quantity  of 
matter  separated  by  electrolysis,  which  again  is  proportional  to  the  work  that 
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the  current  is  capable  of  doing— in  other  words,  proportional  to  the  quantity 
of  zinc  dissolved  in  the  element.  The  amount  of  work  to  be  got  from  a  secondary 
battery  must  therefore  be  less  than  the  amount  of  work  put  into  it,  as  the 
conversion  of  one  form  of  energy  into  another  cannot  be  brought  about 
without  loss. 

Plants  constructed  batteries  containing  as  many  as   800  elements,  for  his 
experimental  investigations.     With  a  battery  containing  200  elements  he  pro- 


Fig.  41a— Experiment  with  Plants  Battery. 


Fig.  411. — Experiment  with  Larger  Battery. 

duced  a  phenomenon  similar  to  that  of  ball  lightning  (Fig.  410).  In  a  vessel 
containing  salt  water,  or  acidulated  water,  the  negative  electrode  was  immersed, 
and  the  positive  was  made  to  approach  the  liquid  ;  when  a  certain  distance  was 
reached  a  luminous  ball  of  vapour  was  formed,  spinning  quickly  round,  and 
becoming  gradually  flattened.  This  phenomenon  was  accompanied  with  a 
considerable  noise.  By  using  a  larger  number  of  elements,  Plants  obtained 
a  sheaf  of  glowing  balls  by  allowing  the  negative  electrode  to  dip  into  a  vessel 
containing  salt  water,  and  bringing  the  positive  electrode  near  it.  The  pheno- 
menon produced  (Fig.  411)  was  compared  to  the  fonnation  of  breakers  by  a 
spring  tide. 
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Special  Applications  of  Plants  Batteries.— Fig.  412  represents  the 
apparatus  known  as  the  "  briquet  de  Satume/'  which  is  used  for  lighting  can- 
dles and  lamps.  It  consists  of  a  litde  mahogany  box  on  the  front  of  which  a 
little  candle  is  fixed,  and  above  it  a  fine  platinum  wire  is  stretched.  Inside  the 
box  there  is  a  secondary  element,  the  current  of  which  passes  the  platinum 
wire,  causing  it  to  glow  whenever  contact  is  made  by  means  of  the  spring  t. 
The  clamps  c  are  used  to  receive  the  wires  from  the  primary  or  charging  battery. 


Fig.  412.— Briquet  de  Saturnc. 


^ig'  413- — Engraving  on  Glass. 

Glass  Etching  by  Electricity. — Glass  can  be  etched  by  means  of 
electricity  (Fig.  413).  The  plate  to  be  etched  is  put  into  a  flat  vessel  which  is 
connected  with  the  positive  pole  of  the  secondary  battery.  The  plate  is  covered 
with  a  concentrated  solution  of  saltpetre,  and  is  then  written  upon  with  the 
negative  electrode,  which  is  insulated  by  means  of  a  glass  handle. 

Plant^'s  Rheostat. — By  means  of  the  accumulators,  electricity  of  low 
potential  can  be  converted  into  electricity  of  high  potential ;  but  still  higher 
potential  may  be  obtained  by  means  of  the  rheostat  constructed  by  Plants 
(Fig.  414)-  The  several  plates  consist  of  mica  or  gutta-percha,  having  tinfoil 
on  both  sides.  About  eighty  of  these  plates  are  placed  in  a  frame  and  carefully 
insulated  from  each  other.  The  commutator  is  one  of  the  ebonite  cylinder 
form.     During  the  charging  the  commutator  is  so  arranged  that  all  the  plates 
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are  joined  in  parallel  order,  and  connected  with  the  poles  of  a  secondary  battery : 
during  discharge  the  plates  are  placed  in  series.  Plants  connected  the  poles 
of  this  apparatus  with  a  secondary  battery  consisting  of  800  elements,  which 


Fig.  414.    The  Rheostatic  Machine. 


Fig.  415.— Dc  M^ritens'  Secondary  Element. 


had  been  charged  for  several  days  with  two  Bunsen  elements,  and  he  obtained 
a  series  of  sparks  exactly  like  those  from  a  condenser  connected  with  an 
electrical  machine. 

Stimulated  by  Plant^s  experiments,  many  electricians  have  taken  up  this  sub- 
ject, and  endeavoured  to  improve  secondary  elements  in  different  ways :  (i)  by 


Digitized  by 


Google 


Secondary  Batteries, 


437 


enlarging  the  surface  of  the  two  leaden  plates ;  (2)  by  properly  preparing  the 
leaden  plates  so  as  to  shorten  the  process  of  charging  for  the  first  time ;  (3) 
by  using  other  metals  instead  of  lead  in  order  to  diminish  the  weight  of  the 
elements. 

De  M^ritens'  and  Similar  Secondary  Elements. — ^To  give  as  much 
surface  as  possible  to  the  leaden  plates,  De  M^ritens  uses  leaden  plates  two  milli- 
metres thick,  which  he  folds,  as  shown  in  Fig.  415,  so  that  at  one  fold  the 
surfaces  of  the  l^ad  bend  into  contact,  while  at  the  alternate  folds  a  c egihty 
leave  spaces  b  d  f  h^  which  are  filled  with  lead  shot.  The  strip  p  connects 
the  whole  plate.     Two  such  plates  are  placed   in  a  vessel  of  gutta-percha 


Fig.  416.— -Kabath's  Secondary  Element. 

filled  with  diluted  sulphuric  acid,  the  plates  being  so  placed  that  their  open 
ends  come  uppermost.  Sellon  and  Volckmar  make  use  of  perforated  lead 
plates,  the  openings  of  which  are  filled  with  spongy  lead.  Changy  places 
a  porous  cell  in  a  leaden  vessel,  and  fills  the  intervening  spaces  with  sheet 
lead.  Kabath's  element  consists  of  straight  and  waved  lead  strips,  ci  milli- 
metre thick,  arranged  alternately  and  held  together  by  perforated  plates 
(Fig.  416).  In  this  manner  plates  eight  or  nine  centimetres  wide  are  formed, 
offering  a  fairly  large  surface  to  the  fluid.  Each  plate  consists  of  80  to  100 
leaden  bands,  and  is  connected  with  a  conducting  wire.  Kabath  arranges 
twelve  of  these  plates  vertically  to  form  an  accumulator.  The  plates  are  joined 
alternately  with  the  one  pole  and  with  the  other.  In  front  of  both  the  first 
and  the  last  plate  a  massive  leaden  plate  is  placed.  The  containing  vessel  is 
made  of  wood  coated  with  lead. 

Faure's  Secondary  Battery. — Of  those  elements  in  which  the  pro- 
cess of  charging  is  shortened,   we  have  to  name  in  the  first  place  that  con- 
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structed  by  Faure,  which  has  attracted  much  attention  and  has  met  with 
considerable  success.  It  consists  of  two  leaden  strips,  one  of  them  600 
millimetres  long  by  i  millimetre  thick,  and  the  other  400  millimetres  long 
by  o'5  millimetre  thick.  It  is  manifest  that  the  "  storage  capacity "  of  such 
a  battery  will  depend  largely  upon  the  thickness  of  the  layers  of  dioxide  and 
of  spongy  metallic  lead,  which  are  formed  on  its  plates,  for  the  thicker  these 
layers  the  more  chemical  action  will  they  develop  in  being  reduced  to  sulphate, 
and  the  more  chemical  action  will  they  absorb  in  being  changed  back  again 

into  oxide  and  metal  respectively.  Hence 
the  repeated  reversed  charging  employed  by 
Plants  in  preparing  his  cells. 

A  very  simple  and  ingenious  method  of 
saving  the  loss  of  time  and  energy  involved 
in  this  preparation  is  the  characteristic  feature 
of  the  element  devised  by  M.  Camille  Faure. 
He  coats  both  plates  before  rolling  them  up 
with  a  paste  of  red  oxide  of  lead  (minium), 
made  into  a  paste  by  diluted  sulphuric  acid. 
The  large  plate  receives  800,  the  small  plate 
400  grammes.  The  minium  is  then  covered 
with  parchment,  and  the  whole  covered 
over  with  felt.  It  is  placed  in  a  cylin- 
drical leaden  vessel,  having  its  inside  coated 
with  minium  and  felt  Such  an  element 
weighs  8,500  grammes  without  the  liquid. 
The  form  which  Reynier  has  given  to  the 
Faure  element  is  shown  in  Fig.  417.  The 
leaden  vessel  is  replaced  by  a  glass  cylinder, 
and  the  felt  by  a  texture  which  is  not  de- 
stroyed so  quickly.  As  soon  as  the  plates 
coated  with  minium  are  immersed  in  the 
diluted  sulphuric  add,  the  minium  is  con- 
verted into  lead  dioxide  and  lead  sulphate.  The  current  has  now  only  to 
complete  the  formation  of  lead  dioxide  on  the  one  plate,  and  to  reduce  the 
compounds  of  lead  on  the  other.  According  to  Uppenborn,  a  Faure*s  element 
has  an  e.  m.  f.  of  two  volts  and  weighs  25  kilogrammes.  With  three  Siemens' 
machines  (model  D2)  150  elements  can  be  charged  in  ten  hours;  if  left  unused 
they  lose  1*5  to  2  per  cent,  per  day. 

On  the  first  action  of  the  charging  current,  the  sulphate  of  lead  on  one  plate 
is  reduced  to  a  sponge  of  metallic  lead,  while  that  on  the  other  is  oxidised  into 
peroxide.  This  is  the  only  difference  between  the  "secondary  battery"  of 
Plants  and  the  "  storage  battery  "  of  Faure.  Both  operate  on  the  same  principle 
and  in  the  same  way,  with  probably  some  considerable  improvement  in 
efficiency,  i.e.  capacity,  in  the  Faure  arrangement.     Both  batteries  are  frequently 


Fig.  417.— The  Faure  Element. 
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made  in  the  form  of  numerous  flat  plates  covered  with  some  woven  fabric,  and 
packed  near  together  in  a  rectangular  box  filled  with  dilute  acid.  The  sole 
novelty  in  the  Faure  device  is  in  the  use  of  the  porous  coating  of  decomposable 
substance,  by  which  a  thick  layer  of  active  material  can  readily  be  obtained  on 
both  plates  of  the  battery.  The  Faure  cells  as  they  are  now  constructed  for 
industrial  use  are  rectangular  in  shape,  and  are  arranged  in  rectangular  boxes  of 
wood  impregnated  and  heavily  coated  with  an  asphalte  varnish,  which  enables 
them  to  withstand  the  action  of  the  acid  solution  which  fills  them.  The  weight 
of  a  single  cell  of  such  a  battery  is  about  ninety  to  one  hundred  pounds. 

The  great  interest  which  they  have  excited  at  the  present  time  arises  largely 
from  two  causes :  first,  the  enormous  improvement  in  dynamo-electric  machines, 
by  reason  of  which  electric  currents  can  be  supplied  at  a  small  fraction  of  what 
they  used  to  cost  when  they  were  obtained  only  from  galvanic  batteries ;  and 
secondly,  the  great  need  developed  in  the  attempts  to  apply  the  cheap  electricity 
furnished  by  dynamo  machines  to  various  uses,  for  some  means  of  storing  the 
electric  force  either  actually  or  practically. 

In  order  that  this  desired  result  should  be  obtained  in  a  way  commercially 
valuable,  several  conditions  must  be  fiilfilled :  (i)  The  storage  must  not  involve 
any  great  loss  of  energy  in  the  charging ;  (2)  the  stored  energy  should  be  retained 
with  little  loss :  (3)  the  cost  of  the  storage  apparatus  should  be  moderate ;  (4) 
the  apparatus  should  be  within  moderate  limits  of  bulk  and  weight ;  and  (5)  it 
should  be  enduring,  and  not  wear  out  so  as  to  require  frequent  replacement. 

The  most  interesting  tests  of  the  Faure  battery,  with  a  view  of  deter- 
mining in  how  far  it  fulfilled  these  conditions,  were  made  at  the  Conservatoire 
des  Arts  et  Metiers  in  Paris,  by  a  committee  of  which  M.  Tresca  was  president, 
and  MM.  Allard,  Le  Blanc,  Jubert,  and  Pottier  were  members.  An  extensive 
extract  from  the  report  of  this  committee  to  the  French  Academy  will  be  found 
in  the  Telegraph  Journal  and  Electrical  RevieWy  of  London,  for  March  18, 
1882,  vol.  X.,  p.  196. 

Passing  by  all  details  of  the  experiments,  we  will  only  note  the  general  facts 
and  results.  The  battery  experimented  upon  consisted  of  35  cells  weighing 
about  95  pounds  each,  or  in  all  3,325  pounds,  say  \\  tons.  It  was  charged  by  a 
Siemens  dynamo-electric  machine,  which  absorbed  the  mechanical  energy  of 
1-558  horse-power  during  22  hours  45  minutes,  which  would  be  equal  to  one 
horse-power  for  35  hours  26  minutes,  or  in  foot-pounds  70,158,000.  Of  this 
mechanical  energy  34  per  cent,  was  expended  in  useless  work  in  the  machine 
and  battery  during  the  operation  of  charging,  and  66  per  cent,  was  stored  as 
chemical  energy  in  the  battery.  Of  this  stored  energy,  60  per  cent,  was  recovered 
as  electric  energy.  This  would  amount  to  about  27,782,700  foot-pounds,  or  one 
horse-power  for  14  hours  4  minutes.  In  other  words,  the  actual  work  of  one 
horse  for  35I  hours,  after  being  stored  in  i|  tons  of  battery,  could  be  recovered 
to  the  extent  of  about  14  hours*  work  of  one  horse,  or  the  equivalent  of  the 
same  in  electric  or  other  energy.  Thus,  Mr.  Edison's  i6-candle  electric  lamps 
require  about  one-sixth  of  a  horse-power  each,  and  therefore  six  of  them  could 
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be  run  for  14  hours  with  the  energy  stored  in  this  battery  as  above  stated. 
Mr.  Edison's  smaller  lamps,  which  give  about  eight  candles  each,  or  the  same 
light  as  an  ordinary  German  student's  lamp,  require  but  half  as  much  power,  and 
thus  six  of  them  could  be  run  for  28  hours  by  this  same  battery. 

This  is,  of  course,  not  a  high  d^ee  of  efficiency ;  but,  as  the  above-named 
committee  remark  in  their  report,  "In  many  cases  the  loss  would  be  fully 
counterbalanced  by  the  advantage  of  having  at  hand  and  entirely  at  one's 
disposal  so  abundant  a  source  of  electricity." 

The  occasion  of  the  losses  experienced  in  the  storage  battery,  and  also  the 
exact  character  of  the  actions,  chemical  and  electrical,  which  go  on  in  it,  are  very 
fully  developed  in  a  paper  on  "  The  Chemistry  of  the  Plants  and  Faure  Accumu- 
lators," by  J.  H.  Gladstone  and  Alfred  Tribe, 
in  Nature^  of  January  25  and  March  16,  1882. 
The  main  sources  of  loss  there  shown  are,  first, 
local  action  between  the  negative  lead  plate  and 
the  peroxide  of  lead  deposited  upon  it ;  and 
second,  the  resistance  of  the  oxide  and  sulphate 
to  the  passage  of  the  current,  by  reason  of 
which  energy  is  lost  by  being  converted  into 
useless  heat  in  the  battery  both  at  charging 
and  discharging. 

By  so  regulating  the  discharge  of  the  battery 
as  to  reduce  this  loss,  and  by  giving  seasons  of 
repose  in  which  the  battery  recovers  some  of 
its  deterioration,  Messrs.  Ayrton  and  Perry 
succeeded  in  recovering  82  per  cent  of  the 
power  put  into  one  of  these  batteries.  A  single 
cell,  weighing  81  pounds  without  the  dilute 
acid,  yielded,  in  three  discharges  of  six  hours 
on  three  successive  days,  an  electric  current 
whose  total  energy  was  1,440,000  foot-pounds,  which  represents  about  one 
horse-power  exerted  for  about  three-quarters  of  an  hour.  This  is  almost  double 
the  efficiency  per  weight  of  battery  shown  by  the  French  experiments,  and  the 
recovery  of  82  in  place  of  60  per  cent,  of  the  stored  energy  would  indicate 
a  much  greater  efficiency  in  this  respect  also. 

Experiments  in  using  the  Faure  battery  for  industrial  purposes  have 
already  been  made  in  various  directions.  It  has  been  employed  to  run  street 
cars  and  other  vehicles  (including  even  velocipedes),  to  propel  boats,  to 
work  sewing  machines  and  others  requiring  a  small  amount  of  power,  to 
illuminate  houses  and  single  rooms,  and  also  steamers  and  railway  carriages. 
As  yet  it  has  only  been  shown  to  be  economically  valuable  where  peculiar 
conditions  protect  it  from  competition  with  other  means  of  effecting  the  same 
results  more  directly.  Thus  it  has  been  used  in  France  at  the  establishment  of 
M.  Duchesne-Fournet,  where  linen  cloth  is  bleached  by  exposure  to  sunhght  on 


Fig.  418.— Schulze*8  Secondary 
Element. 
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bleaching-greens,  to  run  a  train  carrying  out  the  cloth  from  the  factory  to  the 
green,  and  to  wind  in  the  cloth  from  the  green  after  it  has  been  bleached.  An 
ordinary  steam  engine  could  not  be  used  in  this  case  on  account  of  its  smoke 
and  cinders.  Again,  in  railway  cars  it  may  be  more  convenient  to  use  a  Faure 
battery  than  to  have  a  dynamo-electric  machine,  either  run  by  a  special  engine 
or  by  the  motion  of  the  train.  The  latter  would  of  course  be  impracticable 
without  some  storage  arrangement  to  provide  a  light  when  the  train  stopped. 

Indeed,  as  a  regulator  of  electric  currents,  to  equalise  them,  or  bridge  over 
brief  interruptions  of  the  generating  machines,  a  storage  battery  would  seem  to 
have  a  wide  application. 

As  is  well  known,  a  number  of  these  Faure  batteries  were  recently  used  to 
maintain  four  incandescent  lights  when  required  on  the  steamer  Labrador^  during 
her  passage  to  New  York. 

Modifications  of  the  Faure  Element. — To  give  the  lead  plates 
a  loose  surface,  G.  Schulze,  of  Strasburg,  covers  them  with  powdered  sulphur, 
and  then  heats  them.  If  now  the  plates  be  immersed  in  dilute  sulphuric  acid, 
and  the  current  allowed  to  pass,  at  one  plate  the  sulphur  will  combine  with 
the  hydrogen  and  escape  as  sulphuretted  hydrogen,  leaving  spongy  lead  behind, 
whilst  at  the  other  plate  lead  sulphate  and  lead  dioxide  will  be  formed.  The 
elements  consist  of  plates  23  centimetres  high,  12  centimetres  wide,  and  0*5 
millimetre  thick,  which  are  suspended  and  connected  as  shown  in  Fig.  418. 
The  lead  of  an  accumulator  consisting  of  thirty  plates  weighs  8  kilogrammes. 
The  total  weight,  including  the  fluid,  is  10*5  kilogrammes.  When  charged, 
the  element  possesses  a  resistance  of  0*005  ohm,  which  is  increased  during 
the  discharge  to  o"oi5  ohm  by  an  e.  m.  f.  of  2*15  volts.  I>e  Calo  uses  for 
his  secondary  elements  plates  consisting  of  spongy  lead  coated  with  minium 
and  placed  in  little  sacks.  Kombliih  uses  lead  wire  gauze  coated  with  minium ; 
ten  plates  of  6  millimetres  thickness  are  joined  to  form  one  element.  The 
secondary  element  constructed  by  BOttcher  is  shown  in  Figs.  419  and  420. 
The  negative  electrode  here  consists  of  sheet  zinc  z  bent  into  a  U-shape. 
Within  it  is  suspended  the  waved  leaden  plate  p,  coated  with  litharge;  and, 
to  prevent  contact,  parchment  f  is  wrapped  round  it  The  several  plates  are 
fastened  to  a  frame  which  can  be  moved  up  and  down.  Each  element  receives 
300  grammes  of  zinc  sulphate,  and  separates  zinc  out  during  the  charge,  forming 
lead  dioxide  at  the  lead  plate.  The  charged  element  then  consists  of  lead 
dioxide,  zinc,  and  sulphuric  acid.  If  the  plates  were  not  taken  out  of  the 
liquid,  the  zinc  would  again  dissolve  in  the  sulphuric  acid ;  to  prevent  this 
the  plates  are  arranged  as  shown  in  the  figure.  During  the  discharge  zinc 
sulphate  is  formed  in  the  element,  and  at  the  same  time  the  lead  dioxide 
is  reduced.  According  to  Bottcher,  the  element  furnishes  a  current  after 
discharge,  on  account  of  the  galvanic  element,  consisting  of  lead,  zinc,  and 
zinc  sulphate ;  this  current  cannot,  however,  be  of  very  long  duration,  as 
polarisation  will  quickly  set  in.  For  practical  purposes  the  form  would  have 
to  be  altered. 
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Fig.  419.  —The  Bottchcr  Element. 


Digitized  by  VjOOQIC 


Secondary  Batteries.  443 


THE  CHARGING  OF  SECONDARY  ELEMENTS. 
Galvanic  elements,  thenno-piles,  or  magneto-electric  machines  may  be 
used  for  this  purpose.  The  latter  are  especially  to  be  preferred  when  available, 
for  practical  reasons.  For  smaller  batteries,  such  as  are  required  in  laboratories, 
galvanic  elements  are  generally  used.  To  use  elements  such  as  Leclanch^'s 
would  not  be  advantageous,  as  with  a  small  resistance  in  the  outer  circuit, 
such  as  the  secondary  element  would  offer,  the  current  of  these  cells  would 
soon  diminish.  Bunsen's  elements,  however,  would  answer  well  As  the 
primary  current  causes  a  current  in  the  secondary  elements,  which  has  the 
opposite  direction  to  it,  it  is  necessary  that  the  source  of  electricity  furnishing 
the  primary  current  should  possess  a  higher  e.  m.  f.  than  the  secondary  element. 
For  instance,  in  order  to  charge  twenty  elements  of  a  secondary  battery 
(e.  m.  f.  =  2  volts  each)  joined  in  series,  a  source  of  electricity  must  be 
employed,  the  e.  m.  f.  of  which  is  more  than  40  (2  x  20  volts).  If,  however, 
we  had  only  one,  the  e.  m.  f.  of  which  is,  say,  3  volts,  the  secondary  elements 
would  then  have  to  be  joined  parallel,  so  as  to  represent  one  element  with  a 
large  plate.  If  we  can  choose  our  e.  m.  f.  it  is  well  to  use  currents  of  moderate 
strength,  and  to  arrange  the  secondary  elements  of  large  batteries  in  groups, 
placing  the  elements  in  the  several  groups  in  series,  and  the  groups  themselves 
parallel.  The  number  of  elements  which  each  group  ought  to  contain  depends, 
of  course,  upon  the  e.  m.  f.  of  the  primary  current. 

Modes  of  Charging   Secondary   Batteries   by  means   of  Mag- 
neto- and   Dynamo-Electric    Machines. — As  we  have  said,  magneto- 
electric  machines  are  preferable  for  the  charging  of  secondary  elements  for 
certain  reasons.     By  using  magneto-electric  machines  the  process  is  very  simple, 
as  the  electro-magnets  in  these  generators  are  independent  of  the  machine 
current,  and  cannot  change  their  poles  as  a  dynamo  machine  might  do.     With 
a  high  E.  M.  f.  and  a  small  quantity  of  machine  current,  it  is  best  to  arrange  the 
secondary  elements  in  series.   But  with  a  large  quantity  and  small  e.  m.  f. — as,  for 
instance,  when  the  electricity  is  produced  by  such  generators  as  are  used  for  the 
separation  of  metals  in  electrotyping — it  is  best  to  arrange  the  elements  into  groups, 
and  to  form  these  in  parallel  order.     Better  results  are  obtained  where  the  process 
is  not  hurried.    When  dynamos  are  used,  certain  precautions  must  be  taken. 
The  elements  may  be  joined  to  the  machine  in  two  different  ways,  as  shown 
in  Figs.  420  and  421.     In  the  first  case  the  armature  A,  electro-magnets  e,  and 
the  secondary  battery  are  all  in  the  same  circuit,  the  secondary  elements  s  forming 
the  outer  circuit  of  the  machine.     We  know  that  the  machine  is  extremely 
sensitive  to  variations  in  the  outer  circuit,  and  every  such  variation  influences 
the  current  produced  by  it.      The  secondary  elements  will  send  a  current 
through  the  circuit  in  the  opposite  direction  to  the  primary  current     The 
direction  of  current,   then,   in  the  total  circuit,   will    depend    upon  whether 
the  E.  M.  f.  of  the  machine  current,  or  the  e.  m.  f.  of  the  secondary  elements, 
prevails.     The  secondary  battery  current  might  prevail  when  the   machine 
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chosen  is  not  sufficiently  powerful  for  charging  the  secondary  elements,  or 
if  the  machine  has  not  the  proper  speed ;  or  when  unforeseen  circumstances 
happen,  such  as  the  breaking  of  a  belt,  etc.  The  current  of  the  secondary 
elements  will  then  flow  into  the  machine  and  change  the  polarity  of  the 
magnets,  which,  if  not  corrected,  might  injure  the  machine.  When,  however,  the 
elements  are  joined  parallel,  as  shown  in  Fig.  421,  re-polarisation  of  the  magnets 


Fig.  420. — The  Charging  of  Secondary  Batteries. 


Fig.  421.— The  Elements  joined  Parallel. 


is  avoided.  Two  circuits  are  connected  with  the  brushes  of  the  commutator ; 
one  circuit  has  the  elements  s,  the  other  the  coils  of  the  magnets  and  an 
adjustable  resistance  or  rheostat  R.  As  the  current  divides  so  that  the  currents 
in  the  different  branches  are  inversely  proportional  to  their  resistances,  by 
inserting  the  necessary  resistances  the  current  can  be  regulated  as  required 
for  charging  the  secondary  elements.  If  with  this  arrangement  it  should  happen 
that  the  current  in  the  secondary  elements  becomes  stronger  than  that  of  the 
machine,  although  it  will  flow  into  the  coils  of  the  machine,  as  in  the  first  case, 
it  will  not  change  the  polarity  of  the  magnets.     Positive  electricity  here  flows 
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from  the  battery  towards  «,  and  then  into  the  armature,  and  the  coils  of  the 

electixvmagnet   {See  Fig.  421.)   Although  re-polarisation  is  avoided,  the  process 

of  charging  even  here  requires  constant  attention. 

In  order  to  admit  of  the  employment  of  irregular  sources  for  the  charging  of 

secondary  elements,  an  apparatus  such  as  that  represented  in  Fig.  422  is  used.    By 

means  of  this  the  connection  between 

the  battery  and  the  source  of  electri-         (^iMtfMuuT0B(^3 

city  is  broken  whenever  the  current     /"  f      /g^  ^ 

of  the  machine  diminishes  beyond  a 

certain  limit  The  instrument,  how- 
ever, will  not  only  effect  this  pur- 
pose, but  will  also  connect  the  ele- 
ments with  the  machine  again,  as 

soon  as  the  strength  of  the  current 

has  sufficiently  increased.  The  in- 
strument represented  in   Fig.    422 

was  devised  by  Hospitalier ;  it  con- 
,  sists  of  the  magnets  s  s'  and  the 

electro-magnet   t   t',    the   coils  of 

jirhich  are  made  of  wires  of  different 

thicknesses.    The  armature  n  n'  is 

fastened  at  o,   and  its   length    of 

oscillation    may    be   regulated   by 

means  of  the   screws  v  v'.      The 

point  E  presses  against   either  the 

springs    a  b  or  the  springs  c  d, 

according  as  the  armature  n  n'  is 

attracted  by  the  electro-magnet  t  t' 

or  the  steel  magnet  s  s.     The  poles 

of  th6  secondary  elements  are  joined 

at  p  p',  and  the  poles  of  the  machine 

at  M  m'.     As  long  as  no  current 
*  enters  at  m'  the  armature  n  n'  is 

attracted  by  the  steel  magnets  s  s'. 

In  this  position  the  springs  c  and 

D  will  be  pressed  together  at  2  and 

have  to  flow  through  the  thin  wire 

to  H,  then  through  c  d  i  e  and  m', 

the  thick  wire  is  broken  at   i 


Fig.  422.  —Hospitaller's  Battery  Charger. 


E. 
of 


If  the  current  be  only  feeble,  it  will 
the  electro-magnet  from  m  over  t  t' 
back  to  the  machine.  Passage  through 
between  the  springs  a  b.  If,  however,  the 
current  has  the  required  strength,  the  electro-magnet  will  become  so  powerful 
by  having  this  current  flowing  through  the  thin  wire,  as  to  attract  the  armature 
N  n'.  It  thus  causes  the  spring  c  d  to  lose  contact,  as  shown  in  the  figure. 
The  direction  of  the  current  will  now  be  as  follows  :  From  m  through  the  thick 
coils  of  the  electro-magnet  to  g,  through  the  springs  b  and  a  to  f,  then  into  the 


Digitized  by 


Google 


446 


Electricity  in  th^  Service  of  Man, 


secondary  battery  at  p,  leaving  it  at  v\  and  back  again  to  the  machine  through 
m'.  It  is  clear  that  by  this  arrangement  the  secondary  battery  is  put  out  of 
the  circuit  whenever  the  current  diminishes  beyond  a  certain  limit;  and  is 
inserted  again  when  the  required  strength  is  reached.  If  a  strong  current 
is  required  the  screws  v  and  v'  are  so  arranged  as  to  allow  the  armature  n  n' 
to  approach  very  near  to  s  s'.  As  the  force  of  attraction  of  the  magnet 
diminishes  with  the  distance,  the  change  will  be  in  favour  of  the  magnet  s  s', 
and  the  electro-magnet  will  now  require  greater  force  to  attract  the  armature 


Fig.  423.— Kabath's  Battery  Charger. 

to  itself.     The  secondary  elements  will  only  remain  in  the  circuit  so  long  as 
the  electro-magnet  is  sufficiently  powerful  to  keep  the  armature  n  n'. 

The  apparatus  used  by  Kabath  for  charging  and  discharging  secondary 
elements  is  shown  in  Fig.  423.  A  series  of  holes  are  bored  in  a  board, 
and  are  filled  with  mercury.  The  holes  of  the  first  and  lowest  row  are 
connected  with  the  clamps  i  to  10,  with  which  the  poles  of  the  accumulators 
are  connected  by  means  of  copper  bands  or  wires,  which  dip  into  the  mercury. 
The  holes  from  a  to  d  to  the  left  and  right  are  also  connected  with  clamps 
which  connect  the  poles  of  the  machine  charging  the  secondary  eleroenis, 
and  also  hold  the  wires  of  the  lamps  and  motors  to  be  supplied  with  current 
from  the  accumulators.  The  connection  of  one  or  more  series  of  accumulators, 
etc.,  is  brought  about  by  using  bent  copper  rods,  the  ends  of  which  dip  into 
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the  respective  holes.  The  automatic  contact-breaker,  consisting  of  an  electro- 
magnet and  armature,  is  fastened  to  the  left.  As  long  as  the  primary  current 
has  the  required  strength,  the  magnet  attracts  the  armature,  causing  the  metallic 
pin  of  the  lever  to  dip  into  the  mercury,  connected  with  the  screw  3.  In  this 
position  of  the  lever  the  current  can  flow  to  screw  i,  passing  on  its  road 
screw  2,  and  the  mercury  belonging  to  it,  through  the  right  half  of  the  lever, 
and  then  to  screw  i,  then  through  the  galvanometer  into  the  secondar)^ 
elements.  If  the  primary  currents  become  too  weak,  the  armature  will  fall 
away  from  the  electro-magnet,  and  the  pin  on  the  left  arm  of  the  lever  will 
dip  into  the  mercury,  whilst  the  pin  on  the  right  arm  is  lifted  out,  and  contact 
between  the  primary  current  and  the  elements  will  then  be  broken.  At 
the  same  time  a  bell  arranged  to  the  right  will  -  begin  to  ring,  and  will  draw 
attention  to  the  fact.  The  apparatus  under  the  bell  is  for  the  purpose  of 
readjustment. 

Recent  Improvements  in  Secondary  Batteries. — The  Electrical 
Power  and  Storage  Company  have  recently  so  far  improved  their  secondary 
batteries  that  they  can  now  be  relied  on  to  render  important  service  in  the 
application  and  distribution  of  electricity.  No  doubt  in  what  the  Americans 
call  "the  electric  boom  of  1882,''  there  appeared  many  extravagant  statements 
of  what  secondary  batteries  might  be  expected  to  do,  which  have  not  been, 
and  never  can  be  realised ;  and  much  money  was  thrown  away  in  the  effort 
to  make  them  serve  purposes  for.  which  they  are  not  suited.  Now,  however, 
there  is  no  doubt  that  they  are  made,  by  several  makers,  of  so  good  a  construc- 
tion that  they  can  be  used  for  years  with  good  effect,  if  it  be  remembered  under 
what  circumstances  it  is  an  advantage  to  store  energy  even  when  there  is  a  loss 
of  25  per  cent  in  doing  so.  When  these  accumulators  are  in  circuit — in  a 
lighting  installation,  for  instance — (i)  a  break-down  in  the  machinery  does  not 
interfere  with  the  supply ;  (2)  the  steadiness  of  the  supply  does  not  depend  on 
the  speed  of  moving  machinery ;  (3)  the  expensive  engines  and  dynamos  may 
pay  interest  for  twenty-four  hours  a  day,  instead  of  only  for  the  few  hours  the 
lights  are  going,  being  employed  in  charging  the  batteries  when  not  required 
for  lighting. 

The  latest  improvements  have  been  directed  to  the  following  ends  : — First, 
to  make  the  cell  more  durable,  and  more  portable  and  convenient ;  secondly, 
to  improve  the  plates,  and  so  prepare  them  that  there  shall  subsequently  he 
no  fluting  or  blistering ;  thirdly,  to  provide  against  possibility  of  injury  by  over- 
charging ;  fourthly,  to  reduce  the  resistance  (now  brought  down  to  '002  ohm) ; 
fifthly,  to  supply  some  automatic  indicator  which  may  work  a  switch  to  turn  the 
current  into  the  cells  or  off,  according  to  the  state  of  the  charge. 

The  first  three  improvements  have  been  carried  very  near  to  perfection  by 
the  best  makers.  The  last  has  only  partially  succeeded.  When  the  cells  are 
all  charged  in  parallel  position,  one  cell  (termed  the  master-cell)  may  work  the 
indicator,  but  no  thoroughly  satisfactory  master-cell  has  been  devised  for  mixed 
methods  of  charging.    The  most  promising  system  is  one  in  which  there  are 
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several  master-cells  in  each  battery,  all  the  master-cells  having  a  combined 
action,  and  the  state  of  each  being  shown  by  the  specific  gravity  of  the  liquid. 
The  function  of  the  indicator  and  the  switch  attached  to  it  is  to  cut  out  the 
dynamo  and  to  switch  in  additional  cells  when  the  e.  m.  f.  has  become  too  high, 
and  to  re-connect  with  the  dynamo  and  cut  oflf  the  extra  cells  from  the  lamp 
circuit  when  the  e.  m.  f.  has  fallen  too  low. 

The  cost  of  secondary  batteries  is  great,  but  the  saving  in  copper  con- 
ductors and  machinery  which  is  effected  by  their  use  will  often  more  than 
compensate.  Fewer  dynamos  will  be  required  with  the  battery,  and  a  smaller 
size  of  conductors.  Professor  George  Forbes  has  recently  estimated  the  re- 
duction of  cost  by  using  the  dynamo  to  charge  the  battery  when  it  is  not 
wanted  for  lighting,  at  a  third;  His  data  are  as  follows  : — The  cost  of  batteries 
when  charged  from  a  dynamo  is  ;^3  per  lamp  of  60  watts ;  the  cost  of  direct 
lighting,  ;£i  per  lamp.  Suppose  the  direct  and  secondary  methods  to  be  com- 
bined, and  suppose  the  dynamo  to  feed  the  batteries  for  six  hours  in  the  day 
time,  and  the  lights  for  four  hours  at  night  With  this  arrangement  the  number 
of  lamps  supplied  will  be  double  that  of  either  source  alone.  Hence,  the  cost  of 
half  the  number  being  £^\  per  lamp,  and  of  the  other  half  ;^3  per  lamp,  the 
average  will  be  £,2  per  lamp.  But  the  estimates  depending  on  possible  re- 
ductions vary  so  enormously  that  it  is  impossible  to  frame  a  general  statement 
We  may,  however,  regard  it  as  establi^ed,  that  in  large  districts  there  is 
economy  in  using  secondary  batteries,  and  in  small  districts  there  is  economy 
in  a  service  that  is  altogether  direct  An  important  compensation  for  the  extra 
cost  is,  however,  to  be  found  in  the  freedom  from  absolute  dependence  on  the 
perfection  of  machinery,  and  may  make  it  worth  while  to  use  the  batteries,  even 
at  the  greater  cost,  for  the  same  reasons  as  often  lead  to  a  reduplication  of  parts 
of  machinery.  Moreover  there  are  the  cases  in  which  direct  service  S&  not  avail- 
able, and  for  which  the  secondary  batteries,  charged  at  a  distant  station  and 
transported  bodily  to  the  scene  of  action,  are  the  readiest  means  of  supply.  For 
these  reasons  we  may  expect  secondary  batteries,  in  their  improved  form,  to 
render  important  services  in  the  future. 
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PART  IL— DIVISION  XL 

PRACTICAL  APPLICATIONS   OF   ELECTRICITY. 


THE  ELECTRIC  LIGHT 

HISTORY    OF    ELECTRIC    LIGHTING. 

Not  taking  into  account  natural  phenomena,  such  as  lightning  and  St.  Elmo's 
fire,  etc.,  the  first  experimenter  who  produced  an  electrical  glow  was  Otto  von 
Guericke.  Neither  the  glow  of  electricity  nor  ihe  electric  spark,  nor  electrified 
gases  and  vapours  in  a  rarefied  condition,  as  in  the  electric  egg  and  Geissler's 
tubes,  have,  however,  been  used  for  producing  electric  light  for  practical 
purposes;  this  was  left  to  the  voltaic  arc  on  the  one  hand,  and  glow  lamps 
on  the  other.  Davy  (1800),  in  a  letter  directed  to  Dr.  Beddoe,  mentions 
experiments  in  which  electiic  sparks  were  obtained  between  two  carbon  points 
caused  by  a  voltaic  pile.  In  these  and  similar  communications  before  1808 
no  mention  is  made  of  an  arc  lij^ht  Davy  showed  the  arc  light  for  the 
first  time  in  18 10  at  the  Royal  Institution ;  and  for  this  purpose  he  made 
use  of  a  battery  consisting  of  2,000  elements.  Foucault  (1844),  instead  of 
using  charcoal  enclosed  in  a  vacuum,  as  Davy  did,  made  use  of  carbon  from 
the  retorts  of  gas  works,  which  is  much  harder,  and  consequently  not  so 
soon  consumed.  Deleuil  made  use  of  Foucault's  hand  regulator  to  light  the 
Place  de  la  Concorde,  Paris;  it  was  placed  on  the  knees  of  the  allegoric 
statue  of  the  town  of  Lille  (Fig.  424). 

Adjusting  Apparatus. — Thomas  Wright,  London,  devised  the  first  appa- 
ratus (1845)  ^^  which  the  adjustment  of  the  carbons  is  brought  about  automatic- 
ally. W.  C.  Staite  used  the  electric  current  for  the  regulation  of  the  carbons  in 
1848.  The  apparatus  represented  in  Fig.  425  is  the  regulator  of  Archereau, 
constructed  in  1849  on  the  same  principle  as  that  by  Staite  and  Perie.  a  b,  c  d, 
and  AC  consist  of  copper;  /  is  the  fxei  positive  carbon.  The  solenoid  s  is 
fastened  between  the  rods  e  f  and  o  h.  To  the  rod  j  k  is  fastened  the  negative 
carbon  /.  The  current  enters  the  solenoid  through  the  positive  wire,  and 
leaves  the  apparatus  at  d.  Foucault  constructed  in  1858  the  apparatus  shown 
in  Fig.  426,  taken  from  La  Lutnihe  Alectrique,  The  two  carbons  a  and 
h  are  arranged  horizontally,  fixed  upon  the  rollers  cd.  The  two  springs  rr' 
tend  to  move  the  carbons  towards  each  other,  and  are  connected  by  means  of 
a  string  running  over  the  pulley  p  with  it,  so  that  the  motion  can  take  place 
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only  when  the  clockwork  m  also  moves.  The  lever  l  and  the  string  p'p"p"' 
are  so  arranged  that  c  and  c'  move  at  the  same  time,  only  r',  having  the  negative 
carbon,  moves  much  more  slowly  than  c.  The  electric  current  before  it  enters 
the  carbons  has  to  pass  the  electro-magnet  e.  To  the  armature  a,  which  is 
movable  about  r,  the  rod  d  is  fastened ;  and  according  to  the  position  which  the 


Fig.  425. — Archereau's  Regulator. 


Fi{;.  426. — Foucaulfs  Regulator. 


armature  has,  it  will  liberate  or  stop  the  clockwork.  The  spring  r  tends  to  lift 
the  armature  from  the  electro-magnet.  By  means  of  the  catch  d  the  clock- 
work may  be  stopped  by  the  hand.  The  voltameter  k  compensates  for  varia- 
tions in  the  strength  of  current;  increasing  or  diminishing  the  resistance  by 
allowing  the  plates  to  take  different  positions  in  the  fluid.  When  the  carbons 
a  and  b  are  at  the  right  distance  from  each  other,  the  current  will  have  its 
normal  strength,  and  the  electro-magnet  attracts  the  armature  a.  In  this  position 
the  rod  d  stops  the  clockwork,  and  the  carbons  remain  stationary.  If  the 
distance  of  the  carbons  by  means  of  their  consumption  becomes  too  large, 
i.€,  increases  the  resi.stance  in  the  circuit,  the  spring  r  overcomes  the  force  of 
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attraction  of  the  magnet  e,  and  the  armature  a  is  lifted  oflf ;  the  rod'  d  no 
longer  stops  the  clockwork,  and  c  (f  can  move  towards  each  other  until  the 
resistance  of  the  circuit  has  its  original  value,  and  the  arc  has  its  normal 
length.  The  current  will  then  have  its  original  strength,  and  cause  the  electro- 
magnet E  to  attract  the  armature  a  again. 

Le  Molt,  Roberts,  Slater  and  Watson,  Christopher  Binkes,  and  Chapman 

constructed  improved  apparatus  which 
we  shall  consider  farther  on.  The  lamp 
constructed  by  Lacassagne  and  Thiers 
(1855),  shown  in  Fig.  427,  deserves 
notice:  on  the  one  hand,  because  it 
has  a  regulation  on  a  hydrostatic 
principle ;  on  the  other  hand,  because 
it  was  the  first  so-called  differential 
lamp.  The  carbon  k  is  fixed  and  the 
lower  carbon  k'  is  pushed  upwards  by 
means  of  the  mercury  contained  in  the 
cylinder  b  b.  To  light  the  lamp  when 
inserted  in  a  circuit,  the  two  carbons 
are  moved  asunder  by  the  hand.  The 
mercury  of  vessel  a  would  push  the 
carbons  at  once  together,  were  it  not 
prevented  by  a  valve.  The  tube  dd 
has  another  tube  e  f^  the  two  divisions 
of  which  are  connected  by  means  of 
a  short  piece  of  india-rubber  tubing  at 
!..  When  the  current  goes  through  the 
lamp  the  electro-magnet  c  c  attracts  its 
armature  i,  which  squeezes  the  india- 
rubber  tube  together,  preventing  the 
_  mercury  from  entering  the  cylinder  b  b. 
The  electro-magnet  h  is  in  shunt  to 
the  main  circuit,  and  has  but  little 
power  as  long  as  the  current  has  its 
normal  strength,  ^^.  as  long  as  the  resistance  in  the  main  circuit  remains 
normal.  The  strength  of  the  current  in  the  shunt  circuit  will  increase  with  the 
increase  of  resistance  in  the  main  circuit,  Le,  proportionately  to  the  burning 
away  of  the  carbons.  As  soon  as  the  force  of  the  electro-magnet  h  has  become 
greater  than  that  of  the  magnet  c  Cy  it  will  attract  the  armature  i  in  its  turn ; 
this  will  relieve  the  tube  e  of  pressure,  and  the  mercury  can  then  flow 
from  A  to  b  B,  and  raise  the  carbon  k'  until  the  normal  length  of  the  arc  is 
again  obtained,  when  the  electro-magnet  c  c  will  be  powerful  enough  to  stop 
the  motion.  The  motion  of  the  carbon  k'  is  regulated  by  the  different 
eflfects  of   the    two  electro-magnets    c    and    h.      This    apparatus    answered 


Fig.  427. — Lacassagne-Thiers'  Lamp. 
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very  well,  and  both   Lacassagne  and  Thiers   made    use   of    it  on   different 
occasions. 

Serrin  constructed  his  lamp  in  1857,  and  nothing  but  the  high  cost  at  which 
electricity  could  be  generated  stood  in  the  way  of  using  it  for  lighting  on  a  larger 
scale.  With  the  invention  of  the  Pacinotti-Gramme  ring  and  the  utilisation  of 
the  dynamical  principle,  generators  of  electricity  were  obtained  which  furnished 
powerful  electric  currents  at  a  comparatively  moderate  price,  and  the  improve- 
ments in  the  lamps  kept  pace  with  the  other  inventions.  To  make  use  of  the 
electric  light  on  a  larger  scale,  however,  the  problem  of  dividing  the  electric 
light  had  yet  to  be  solved. 

Paul  Jablochkoff. — The  first  step  towards  the  division  of  the  electric  light 
was  made  by  Paul  Jablochkoff  (1876),  by  the  invention  of  the  electric  candle  bear- 
ing his  name.  Paul  Jablochkoff  was  bom  at  Serdobek  (1847);  he  received  a 
careful  education,  and  finished  his  studies  at  St  Petersburg.  In  187 1  he  was 
appointed  director  of  the  telegraph  lines  between  Moscow  and  Kursk.  In  spite 
of  highly  flattering  offers  which  the  Russian  Government  made,  he  resigned  his  post 
in  1875,  anxious  to  devote  his  whole  time  to  private  studies.  He  intended  to 
see  the  Exhibition  of  Philadelphia  (1876) ;  his  journey,  however,  found  its  end  at 
Paris,  where  he  became  acquainted  with  breguet,  who  placed  his  laboratory  at 
JablochkoflTs  disposal,  and  introduced  him  to  his  friends,  aiding  him  as  much  as 
possible.  Owing  to  this  kind  reception  and  encouragement,  Jablochkoff,  after 
a  stay  of  eight  months,  invented  his  candle.  The  invention  of  the  electric 
candle  caused  a  great  sensation.  In  1881  about  4,000  lamps  with  JablochkofFs 
candles  were  in  use ;  but  as  their  use  increased  their  defects  were  found  out 
Regulated  lamps  were  again  brought  into  use,  and  with  them  experimenters 
again  endeavoured  to  solve  the  problem  of  dividing  the  electric  light 

The  several  parts  of  a  circuit,  as  we  know,  may  be  arranged  either  in  series 
or  parallel.  Let  us  first  consider  in  what  manner  the  current  has  to  branch  off 
to  make  the  different  lamps  independent  of  each  other  when  joined  in  series. 
The  circuit  s  s  (Fig.  428)  divides  at  a  into  two  branches,  which  unite  again  at  by 
then  again  branch  off  at  c^  and  unite  at  d.  By  this  arrangement  the  currents 
in  the  branches  S|  and  84  must  be  to  each  other  inversely  as  the  resistances 
of  these  branches,  and  the  sum  of  the  currents  of  both  branches  will  be 
equal  to  the  strength  of  current  in  the  undivided  circuit  s.  The  same 
holds  good  for  the  branches  s^  S3,  or  any  similar  pair.  If  lamps  are  in- 
serted in  this  circuit  so  that  their  carbons  are  in  s^  or  S3,  but  their  regulation 
mechanism  is  worked  by  84  or  Sg,  the  problem  of  division  by  branching  is 
solved,  for  the  system  works  as  follows :  When  the  current  divides  at  a  the 
larger  portion  goes  through  Sj,  because  here,  as  long  as  the  two  carbons  touch 
each  other,  the  resistance  is  but  small ;  84,  however,  is  a  spiral  of  high  re- 
sistance. When,  now,  the  carbons  are  separated  and  the  arc  formed,  the 
resistance  in  s^  is  increased,  and  increases  through  the  burning  away  of  the . 
carbons  until  the  stronger  portion  of  the  current  will  flow  through  84  and  the 
weaker  through   s^.      This  brings   the  regulating  mechanism  into  operation, 
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Fig.  428.— Series  Arrangement. 


and  the  carbons  are  brought  near  each  other  again.  The  regulation  of  the 
lamp  takes  place  between  the  points  a  and  ^,  and  the  strength  of  the  current  also 
changes  in  the  branches  between  these  points  only.  The  strength  of  current 
in  the  undivided  circuit  remains  unaltered ;  hence,  if  now  between  c  and  d  a 
second  lamp  be  inserted,  it  will  be  entirely  independent  of  the  first  lamp  and 
of  the  regulations  and  fluctuations  of  current  combined  with  it.  The  first 
lamp  constructed  on  this  shunt-regulator  principle  was  that  of  Lacassagne  and 

Thiers,  already  described.  As  the 
lamp  was  neither  constructed  nor  used 
for  the  di\'ision  of  light,  priority  in 
the  discovery  of  a  solution  of  the 
problem  of  division  of  light  is  due  to 
Tschikoleff,  who  exhibited  lamps  so 
arranged  in  1877. 

The  mode  of  conducting  the  cur- 
rent above  described  is  mostly  used 
for  arc  lamps.  When  glow  lamps  are 
used  the  parallel  arc  system  answers 
better  (Fig.  429).  Here  the  current  passes  the  different  lamps  at  the  same 
time,  whilst  in  the  former  system  the  current  passes  one  lamp  after  the  other. 
The  lamps  are  in  parallel  or  divided  circuit,  instead  of  being  in  series.  To 
distribute  the  current  with  glow  lamps  joined  parallel,  we  have  abready  found 
the  best  method  to  be  that  of  using  compound  machines. 

The  History  of  Incandescent  Lamps. — Although  only  quite  recently 

glow  lamps  have  been  constructed  in 
such  forms  and  with  such  qualities  as 
to  answer  practical  purposes,  attempts 
to  produce  them  were  made  some  years 
ago.  Jobart  proposed  (1858)  to  make 
use  of  a  small  carbon  in  a  vacuum. 
F.  Moleyns,  of  Cheltenham,  took  out 
a  patent  for  a  lamp,  which  had  a 
glowing  platinum  spiral  upon  which 
coal-dust  was  allowed  to  fall.  Du 
Moncel  (1859)  obtained  very  good 
results  by  experimenting  with  carbon  filaments  of  cork,  sheepskin,  etc  Konn  took 
out  a  patent  tor  the  lamp  shown  in  Fig.  430.  By  means  of  the  screw  l  and  india- 
rubber  discs  a  glass  globe  is  fixed  air-tight  to  the  copper  socket  a.  To  a  two 
copper  tubes  are  attached ;  one  of  them  d  carries  the  plate  G  ;  the  second  tube 
has  the  movable  rod  c  and  the  disc  f  and  lid  j.  The  tube  d  is  insulated,  and  is 
connected  with  the  insulated  screw  n.  The  other  tube  is  not  insulated.  At  K  b 
a  valve  which  only  opens  outwards.  Between  two  disc-shaped  plates  f  and  o 
the  five  couples  o  are  fixed,  each  of  them  having  a  carbon  rod  e.  The  upper 
ends  of  the  carbon  rods  are  unequal,  so  that  the  lid  rests  only  upon  one  carbon 


Fig.  429. — Parallel  Arrangement. 
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at  a  time.  The  vessel  is  exhausted  before  use  is  made  of  the  lamp, 
current  enters  through  the  clamp  n,  passes  d 
and  G,  and  enters  one  of  the  carbons  e.  It 
then  flows  through  i  and  c  into  the  socket  a, 
leaving  the  lamp  through  a  second  clamp  not 
drawn  in  the  figure.  The  carbon  rod  becomes 
white-hot,  giving  a  steady  and  quiet  light. 
When  the  cross  section  of  the  burning  carbon 
is  so  hot  as  to  break,  the  lid  j  falls  upon 
the  next  carbon,  and  brings  it  into  the  circuit. 
To  prevent  glowing  pieces  of  carbon  from  fall- 
ing upon  the  glass,  the  copper  cylinder  m  is 
introduced.  Between  the  years  1877  and  1880 
glow  lamps  were  much  improved  by  Swan, 
Maxim,  Lane-Fox,  and  Edison;*  the  latter 
especially  drew  attention  to  his  system  of 
lighting  at  the  Exhibition  of  Paris,  1881. 

General  Features  and  Classification 
of  Electric  Lamps. — For  the  production 
of  the  electric  light  two  methods  are  made 
use  of  at  present.  One  method  is  to  pro- 
duce the  voltaic  arc,  the  other  to  utilise  the 
electric  current  by  causmg  it  to  bring  sub- 
stances of  high  resistance,  such  as  carbon,  to 
a  white  heat.     In  all  cases,  to  produce  electric  Fig.  430.— Konn's  Lamp. 

*  As  the  carerr  of  Thomas  Alva  Edison  has  been  in  many  respects  a  most  remarkable  one.  it  may 
interest  our  readers  if  we  give  a  few  details  respecting  it :— He  was  bom  in  1847,  on  the  loth  of 
February,  at  Milan,  in  the  State  of  Ohio.  He  passed  his  childhood  at  Port  Huron,  in  Michigan.  His 
mother  taught  him  reading,  writing,  and  arithmetic ;  but  his  further  education  he  obtained  by  private 
study,  without  any  help  or  assistance  whatever.  Owing  to  the  straitened  circumstances  of  his 
parents,  he  began  to  earn  his  livelihood  at  the  age  of  twelve  as  "  train  boy."  a  kind  of  travelling  porter, 
on  the  line  between  Canada  and  Central  Michigan.  Whenever  his  duties  allowed,  he  employed  himself 
in  his  luggage  van  in  reading  and  studying  books  which  he  bought  with  his  earnings.  Amongst  other 
books  he  came  across  was  R.  Fresenius'  "  Qualitative  Analysis."  He  made  himself  perfectly  master  of 
its  contents,  and,  thanks  to  his  iron  will,  overcame  the  difficulties  which  were  placed  in  his  way,  by 
fitting  up  a  laboratory  in  his  luggage  van,  where  he  experimented  during  his  journeys.  Entering  on 
one  occasion  the  office  of  the  Detroit  Free  Press,  he  observed  that  worn-out  type  was  just  then  being 
offered  for  sale.  He  bought  the  most  necessary  appliances,  and  a  few  days  after  he  published  the 
Grand  Trunk  Herald,  of  which  he  was  the  editor.  This  paper  he  offered  for  sale  to  his  passengers. 
The  undertaking,  however,  came  to  a  sudden  end ;  a  bottle  containing  phosphorus  fell  down,  and 
caused  a  fire  in  the  luggage  van.  Although  the  guard  and  Edison  extinguished  it  at  once,  the  former, 
to  prevent  similar  accidents,  threw  the  whole  of  Edison's  materials  cut  of  the  window.  His  second 
journalistic  attempt,  under  the  title  of  Paul  Pry,  also  came  to  a  sudden  end.  All  contributors,  as 
long  as  they  did  not  claim  payment,  were  welcomed  by  Edison.  It  happened,  as  a  consequence,  that 
private  individuals  and  public  institutions  were  sometimes  attacked  by  his  paper,  in  anonymous  con- 
tributions. One  morning  Edison  happened  to  meet  an  inhabitant  who  had  been  violently  attacked  by 
his  paper  that  same  morning,  and  the  latter,  without  further  preliminaries,  took  Edison  by  the  collar 
and  pitched  him  into  the  water.  Edison  saved  himself  by  swimming,  but  Paul  Pry  no  longer  ap- 
peared.    Time  was  always  of  value  to  him,  and  to  gain  the  twenty  minutes  which  he  required  at  first 
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light,  electric  energy  has  to  be  converted  into  heat  We  have  already  had 
under  consideration  the  laws  according  to  which  the  conversion  takes  place. 
To  use  electricity  for  lighting  purposes  it  is  necessary  to  distribute  the  resist- 
ances in  the  circuit,  so  that  the  current  finds  a  great  resistance  in  the  lamps, 
but  only  a  slight  amount  in  the  remainder  of  the  circuit.  If  attention  be  paid 
to  this,  the  electric  current  will  be  converted  almost  completely  into  light,  and 
the  loss  caused  by  heating  the  wires,  reduced  to  a  minimum.  The  theoretic 
principles  have  been  brought  into  the  following  practical  forms  : 

1.  At  that  point  of  the  circuit  at  which  light  is  to  be  produced,   a  con- 

ductor of  great  resistance  is  placed,  and  is  brought  to  a  white  heat 
by  the  passing  current. 

2.  When  the  arc  principle  is  used  the  circuit  is  broken  at  the  particular 

point  where  light  is  to  be  produced,  and  one  of  the  two  ends  is  always 
a  carbon  rod,  having  a  small  cross  section.  These  ends  are  made 
to  touch  each  other  but  slightly,  so  that  at  the  point  of  contact  they 
offer  the  .current  a  considerable  resistance.  If  the  carbon  rod  is  in 
connection  with  the  positive  pole  of  the  source  of  electricity,  it  will 
begin  to  glow  when  touched  by  the  other  end  of  the  circuit,  and  as 
the  intensity  of  the  glow  increases,  will  produce  a  powerful  light 

3.  All  lamps  use  the  principle  of  the  production  of  light  by  concentrating 

resistance^  no  matter  what  their  construction  may  be. 

Lamps,  there'bre,  may  be  conveniently  divided  into  the  following  groups : 
The  first  group  comprises  all  those  lamps  depending  on  the  use  of  a  bad 
conductor  in  an  uninterrupted  circuit,  to  produce  the  glow.  To  the  second 
group  belong  those  lamps  which  produce  a  great  resistance  to  the  current 
at  a  particular  point,  by  means  of  the  incomplete  contact  of  the  electrodes. 
The  light  of  these  lamps  is  a  combination  of  incandescent  and  arc  light, 
composed  of  the  glowing  of  the  carbon,  and  minute  voltaic  arcs,  formed  between 
the  irregularities  of  the  electrodes,  which  touch  each  other. 

to  walk  from  the  station  to  his  home,  he  heaped  some  sand  at  the  back  of  his  house,  which  stood  close 
to  the  line,  and  on  this  sand-hill  he  alighted  as  the  train  passed.  His  saving  a  child  from  death  led  to 
his  learning  telegraphy.  Edison,  standing  on  the  platform  of  Port  Ellmont.  observed  a  child  playing 
on  the  rails  in  front  of  an  approaching  train.  Edison,  without  hesitating  a  moment,  jumped  off  the 
platform  and  snatched  up  the  child.  The  engine  grazed  Eklison's  body,  but  he  was  only  slightly  in- 
jured, and  fell  down  at  the  other  side  of  the  rails  with  the  rescued  child  in^his  arms.  The  fother  of 
the  child,  the  station-master  of  Port  Ellmont.  whose  acquaintance  he  thus  made,  instructed  Eldison 
systematically  in  telegraphy.  Edison  then  left  his  post  as  "  train  boy,"  and  devoted  his  time  to  tde- 
graphy.  It  was  not  very  long  before  he  not  only  surpassed  all  his  colleagues  in  his  skill  and  speed  of 
working,  but  also  made  invention  after  invention.  To  mendon  them  all  would  lead  us  beyond  our 
limits.  For  improvements  in  connection  with  the  Morse  apparatus  alone.  Edison  possessed,  in  1881. 
thirty-six  patents.  He  left  the  telegraph  service,  and  fitted  a  large  laboratory  at  Menlo  Park,  near 
New  York,  where  he  made  his  greater  invendons,  as,  for  instance,  the  phonograph.  To  complete  this 
brief  sketch  of  a  very  remarkable  man.  it  may  be  added  that  he  is  as  much  esteemed  in  social  and 
domestic  life  by  those  who  know  him  intimately,  as  he  is  appreciated  by  the  world  at  large  as  a  great 
inventor. 
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Lamps  producing  the  voltaic  arc  may  be  divided  into  three  groups.  To 
the  first  group  belong  those  lamps  which  have  the  relative  positions  of  their 
carbons  regulated,  by  means  of  some  contrivance,  according  to  the  strength 
of  the  current ;  and  to  the  remaining  two  groups  belong  all  lamps  in  which  the 
carbons  remain  unaltered  as  long  as  the  arc  is  glowing.  The  constancy  of  the 
length  of  the  arc  is,  as  Uppehbom  expresses  it,  effected  by  the  geometrical 
construction  of  the  lamp. 

Lamps  belonging  to  the  last  two  groups  are  divided  into  two  classes,  as 
their  carbons  are  parallel  to  each  other  or  opposite  to  each  other.  The  ^yt 
groups  are  therefore  as  follows  : 

1.  Glow  lamps  or  incandescent  lamps,  in  which  the  light  is  produced  by 

means  of  a  bad  conductor  in  an  uninterrupted  circuit,  the  conductor 
not  being  subject  to  a  regular  combustion. 

2.  Mixed  or  semi-incandescence  lamps,  half  glow  and  half  arc.     This  light 

is  produced  at  the  place  of  contact  between  two  conductors ;  one  of 
them  being  consumed  more  or  less  quickly. 

3.  Regulated  lamps.     The  light  is  formed  by  means  of  the  voltaic  arc,  and 

the  distance  of  the  carbons  is  continually  regulated  by  clock-work  or 
other  means,  according  to  the  strength  of  the  current  and  rate  of 
wearing  of  the  carbon. 

4.  Electric  candles.    This  light  is  also  produced  by  the  voltaic  arc,  but 

the  distance  of  the  carbons  from  each  other  during  burning  is  not 
altered,  and  the  carbons  are  parallel  to  each  other. 

5.  Lamps  having  their  carbons  opposite  to  each  other,  the  light  produced 

being  that  of  the  ordinary  voltaic  arc. 

GLOW    OR   INCANDESCENT   LAMPS. 

Edison's  Glow  Lamp. — ^The  first  glow  lamp  which  T.  A.  Edison  con- 
structed had  platinum  wire,  similar  to  the  one  devised  by  Changy.  Edison 
examined  the  properties  of  many  organic  and  inorganic  substances,  with  a  view 
of  finding  the  best  substance  for  the  filament,  and  fixed  finally  upon  bamboo 
fibre. 

By  means  of  machinery  the  bamboo  is  divided  into  fibres  of  i  millimetre 
in  diameter,  and  12  centimetres  in  length.  These  fibres  are  pressed  into 
U-shaped  moulds,  which  are  put  by  thousands  into  ovens,  where  they  are 
allowed  to  become  carbonised.  The  carbon  filament  is  attached  to  platinum 
wires,  which  are  fused  in  a  glass  vessel  having  the  form  shown  in  Fig.  431. 
The  vessels  are  exhausted  by  air-pumps,  constructed  by  Edison  for  the  purpose. 
During  exhaustion  an  electric  current  is  sent  through  the  carbon  filament,  for 
the  purpose  of  driving  off  any  gases  which  might  have  been  absorbed  by  the 
carbon.     To  prevent  the  platinum  wires  fi-om  meltins:  at  high  temperature, 
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the  carbon  filaments  are  considerably  thicker  at  the  end  connected  with  the 
platinum  wires,  so  as  to  offer  less  resistance  to  the  current.  The  free  ends 
(Fig.  432)  of  the  platinum  wires  are  connected  with  the  copper  sockets  d  and  e, 
which  are  insulated  from  each  other  by  plaster  of  Paris,  f  and  c  are  copper 
pieces  which  are  separated  by  the  disc  l^  consisting  of  insulating  material 


Fig.  431. — Edison's  Lamp. 


F'g-  432.— Edison's  Lamp  Fitting. 


M  is  a  wooden  ring  serving  to  insulate  the  different  metal  plates  from  each 
other.  By  screwing  in  a  lamp  contact  is  made  between  e  and  f,  and  be- 
tween the  plates  c  and  d  at  the  same  time.  By  means  of  the  plates  b  j 
and  A  K,  which  touch  each  other,  contact  is  made  within  the  wooden  ring. 
This  ring  consists  of  two  portions  covered  with  sheet  brass.  The  first  por- 
tion of  the  wooden  ring  is  connected  with  the  wires  leading  from  c  and  f. 
Wires  from  the  circuit  are  pressed  by  means  of  screws  agamst  the  plates  a 
and  K. 

Fig.  433  represents  the  key  for  turning  the  lamps  on  and  off.  The  wire 
leading  from  f  (Fig.  432)  is  divided  in  the  middle,  one  portion  leading  from 
F  to  G,  the  other  from  h  to  i  (Fig.  433).     As  the  two  plates  o  and   h  are 
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insulated  from  each  other,  contact  must  be  made  to 

allow  the  current  to  pass  when   the  lamp  is  to  be 

lighted.     It  is  made  by  the  cone  at  the  end  of  the 

screw  or  axis  of  the  key.      By  breaking  contact  the 

light  is  put  out.     To  give  an  end-way  motion  of  the 

key,  when  turned  either  way,  the  central  axis  has  a 

projecting  pin,  working  in  a  spiral  slot,  as  shown  in 

^^g-  433-      By  turning  the  key  one  way,  the  cone 

of  the  key  a  comes  between  the  plates   h  and  o; 

and  by  turning  it  the  other,  the  cone  is  forced  above 

these.     When  contact  is   made  between   the  plates 

G  and  H  by  means  of  the  cone,  the  current  flows 

through  the  wire  (Fig.  432)  to  disc  a,  then  through 

B,  c,  D  into  the  lamp,  flowing  through  the  carbon 

filament  and  tlien  to  e;   from  here  the  current  flows  to  G,  and  through  the 

cone  to  H,  leaving  the  lamp  by  means  of  the  wire  h  i  and  the  plate  k. 

The  following  table  gives  intensity,  resistance,  and  e.  m.  f.  of  lamps  in 
practical  use : 


Y\%.  433  — Edison's  Key. 


Intensity. 


Electromotive  Force. 


A  Lamp 

»» 
B  Lamp 


16  candles 

'I    " 

o       If 
10       „ 


140  ohms 
70    „ 

250        M 


103  volts 

103   „ 
56   » 

103         M 


Fig.  434  represents  an  arm  having  joints  at  a,  b,  and  c.     Fig.  435  shows 
the  arrangement  of  the  joints  a  and  b.     At  c  (Fig.  434)  is  a  key  constructed  as 


Fig.  434.— Bracket  for  an  Edison  Lamp. 
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described  above ;  a  short  portion  of  the  wire  leading  iiito  this  joint  is  made 
of  lead,  to  prevent  the  destruction  cf  the  carbon  filament  in  the  lamp.  The  cross 
section  of  the  leaden  wire  is  such,  that  should  the  strength  of  current  increase 
beyond  a  certain  limit  it  will  become  heated  and  melt  off,  thus  breaking  contact. 
Edison's  Regulator.— Edison  further  constructed  a  lamp  with  a  regu- 
lator, by  means  of  which  the  intensity  of  the  light  may  be  varied  as  desired. 
Fig.  436  represents  the  portable  lamp,  and  Fig.  437  the  regulator  of  it     The 


Fig'  436.— Portable  Lamp  and  Regulator. 

latter  is  a  kind  of  carbon  rheostat,  consisting  of  carbon  rods  of  different 
diameters.  The  length  and  substance  being  the  same,  the  resistance  of  these  rods 
must  be  different ;  and  by  inserting  one  or  other  of  the  rods  into  the  circuit  the 
desired  intensity  is  obtained.  To  prevent  the  apparatus  becoming  heated,  the 
cylinder  which  surrounds  it  has  openings  allowing  air  currents  to  pass  through. 
Regulation  is  brought  about  by  means  of  the  disc,  which  is  drawn  separately  at 
the  bottom  of  the  figure,  and  by  means  of  which  contact  is  made  with  dif- 
ferent carbon  rods.  An  index  on  the  disc  and  a  graduation  at  the  lower  edge 
of  the  cylinder  give  the  degree  of  intensity  of  the  lamp  for  the  insertion  of  each 
carbon  rod. 

^ig-    438  represents  a   lamp   used   in   mines.      The  lamp    is    placed    in 
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a  vessel  containing  water.  The  connection  of  the  conducting  wires  is  so 
arranged  that  their  points  of  contact  are  under  water,  therefore  all  risk  of 
explosion  by  means  of  the  lamp  is  avoided.  The  danger  of  suffocation  is, 
of  course,  not  avoided,  as  there  is  nothing  to  indicate  the  presence  of  noxious 
gases  in  the  mine  by  the  lamp. 

From  the  foregoing  description  it  may  be  seen  that  Edison's  lamp  is  well 
considered  in  all  its  details,  and  combines  with  the  advantages  of  electric 
lighting  the  convenience  of  gas-light,  without  its  drawbacks  and  dangers.  Each 
lamp  is  guaranteed  to  burn  800  hours ;  after  about  that  period  the  lamp  perishes ; 


Fig.  438.— The  Miner's  Lamp. 

but  taking  into  consideration  the  low  price  of  each,  and  that  with  most  other 
systems  of  lighting  the  cost  of  fittings  is  unavoidable,  this  can  hardly  be  con- 
sidered an  obstacle,  or  prevent  the  lamp  from  being  extensively  used  for  practical 
purposes. 

Swan's  Glow  Lamp. — Swan  has  done  much  towards  the  perfection 
of  glow  lamps.  Long  before  Edison,  he  tried  to  obtain  more  durable  carbon 
filaments.  Too  little  attention  had  been  paid  by  other  experimenters  to  the 
exhaustion  of  the  vessel  containing  the  carbon,  and  also  to .  the  diminution 
of  resistance  at  the  ends  of  the  carbon  connected  with  the  platinum  wire. 
Fig.  439  shows  a  lamp  by  Swan.  The  platinum  wires  are  carefully  fused 
into  a  little  glass  tube  ending  in  two  loops  outside.  The  lower  portion  consists 
of  gutta-percha  which  has  a  glass  screw,  by  means  of  which  the  lamp  might 
be  screwed  upon  any  ordinary  gas-arm  after  removal  of  the  burner.  Each 
of  the  platinum  hooks  is  connected  with  one  of  the  keys.  The  carbon  is  ten 
centimetres  long,  and  is  prepared  from  cotton  fibres  soaked  in  sulphuric  acid  (a 
parts  acid  to  i  part  water) ;  they  undergo  a  similar  change  to  paper  when  similarly 
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treated,  Le,  artificial  parchment  is  obtained.  The  fibre,  which  after  the  treatment 
is  more  tenacious,  is  bent  into  the  form  required,  and  is  placed  in  a  crucible 
filled  with  fine  coal-dust,  hermetically  closed  and  exposed  to  heat.  The  carbons 
are  fastened  to  the  platinum  wires  in  the  following  manner :  Their  ends  are 
made  to  overlap,  and  are  bound  together  by  cotton,  which  again  is  carbonised. 


%^  iv'^^ 


Fig.  439. — The  Swan  Lamp. 


Fig.  440, — The  Miner's  Swan  Lamp. 


The  following  is  a  table  of  these  lamps,  showing  the  resistance  for  particular 
strength  of  current  and  e.  m.  f.  : 


Class. 

Vohs. 

Amperes. 

Ohms,  cold. 

Ohms,  heated  condition  by 
calculation. 

Candles. 

A, 

36 

1*422 

36 

25-31 

16 

A, 

41 

1-28 

53 

32-03 

18 

5^ 

46 

1-32 

54 

3484 

20 

C 

50 

1-343 

65 

37-23 

20 

D 

52 

I  235 

74 

42-1 

20 

£ 

54 

1*21 

82 

44-63 

SO 

The  lamp  shown  in  Fig.  440  is  intended  for  mines. 
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Maxim's  Glow  Lamps  (Fig.  441). — The  carbon  b,  of  gridiron  shape,  is 
carried  by  the  two  platinum  wires  c  d  and  C|  D|,  which  are  fused  into  the  glass 
at  D  Dj.  The  glass  tubes  d  Dj  are  conically  shaped,  so  that  very  small  intervals 
between  the  glass  and  wires  may  be  obtained.  The  mode  of  fastening  the  carbon 
to  the  platinum  wires  at  c  Cj  is  shown  in  Fig.  442  (side  view).  To  the  wire  a  little 
plate  b  is  soldered  with  gold,  after  that  comes  a  plate  of  soft  carbon  s,  then  the 


Sh 


o^m\i 


J    L 
Fig.  441. — The  Maxim  Lamp. 


Fig.  442. 


carbon  b,  then  a  soft  carbon  plate  s^,  and  last  a  platinum  plate  b^  All  these 
parts  are  held  together  by  the  screw  0  t  The  glass  vessel  a  is  fastened  into  the 
metal  ring  e  by  means  of  plaster  of  Paris  f,  which  also  enters  the  tubes  d  d^. 
Owing  to  the  difference  of  the  co-eflficients  of  expansion  of  glass  and  platinum, 
fractures  were  frequently  made  through  which  the  air  could  pass.  To  prevent 
this  as  much  as  possible,  Maxim  divides  the  platinum  wire  into  fibres,  and  fuses 
each  platinum  fibre  into  the  glass  separately.  These  fibres  are  again  united. .  g 
is  a  layer  of  shellac,  or  some  similar  substance,  to  insure  an  air-tight  fit.  The 
base  of  the  lamp  h  consists  of  vulcanite,  or  other  insulating  material,  screwed  to 
the  metal  piece  l.    The  platinum  wire  on  one  side  c  goes  to  the  metal  screw  l, 
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whilst  on  the  other  side  Cj  it  ends  in  the  metal  piece  k,  which  is  insulated  from 
its  base,  r  is  a  metal  ring,  the  upper  surface  of  which  lies  directly  under  k, 
and  makes  contact  with  it  when  the  base  h  is  screwed  down.  The  current 
enters  c^  through  the  wire  s,  which  is  soldered  to  the  ring  r,  and  leaves  the 
lamp  at  c  by  means  of  l,  with  which  a  second  wire  is  connected  ;  or  where  the 
lamps  are  fastened  to  gas-arms,  by  means  of  the  support. 

Maxim  prepares  the -carbon  for  these  lamps  from  Bristol  paper.   An  M -shaped 
piece  of  paper  is  first  cut,  and  then  partly  carbonised.     This  is  fastened  to  the 


Fig.  443. — Maxim  Bracket. 

platinum  wires  and  placed  in  the  vessel  a.  The  air  in  the  vessel  is  exhausted, 
and  then  gasoline  vapours  are  allowed  to  enter ;  these  are  again  subjected  to  a 
pressure  of  about  30  millimetres,  and  the  partly  carbonised  paper  is  inserted  into 
a  circuit  The  electric  current  decomposes  the  gasoline,  and  deposits  minute 
particles  of  carbon  in  the  pores  of  the  paper.  It  is  a  matter  of  importance  that 
the  latter  shall  be  made  to  glow  strongly,  and  to  rarify  the  gasoline  vapours. 
Without  this  rarification,  carbon  is  too  quickly  separated  out  and  adheres  to  the 
surface  of  the  paper  only.  To  obtain  carbons  having  the  same  resistance,  and  so 
producing  lamps  of  the  same  intensity,  Maxim  inserts  a  standard  lamp  into  the 
circuit,  and  allows  the  carbon  to  be  deposited  until  both  lamps  have  the  same 
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intensity.  The  glass  vessel  is  then  exhausted  as  perfectly  as  possible,  and  the 
lamp  fitted  in  the  way  we  have  described.  Fig.  443  represents  a  lamp  by  Maxim, 
fitted  upon  a  bracket  The  carbon  of  the  Maxim  lamp  has,  when  cold,  a 
resistance  of  73  ohms,  and  when  hot  39  ohms.  It  requires  an  k  m.  f.  of  48 
volts  by  1*25  amperes.  The  intensity  of  its  light  is  equal  to  that  of  146  standard 
candles.  In  order  that  accident  or  damage  to  one  part  may  not  necessitate  the 
throwing  away  of  the  whole  lamp,  Maxim  has  recently  modified  the  forms  both 
of  his  carbons  and  glass  vessels. 

Glow  Lamps  by  Lane-Fox  (Fig.  444).— Two  wires  e  /,  which  are 
connected  with  the  mercury  tubes/  are  attached  to  the  metal  springs  c,  which 


Fig.  444.— The  Laxic-Fox  Lamp. 

are  the  carbon  holders.  These  springs  are  regulated  by  the  slide  dy  consisting  of 
insulating  material  The  tubes  /  and  h  pass  through  an  india-rubber  cork  g  \ 
i  is  a  layer  of  mercury,  and  over  it  is  a  layer  of  cement  /  The  glass  vessel  is 
exhausted  by  means  of  the  tube  h, 

Lane-Fox  prepares  the  carbon  filaments  for  his  lamps  in  the  following  manner : 

Hemp  threads  are  wound  round  a  piece  of  coke  having  a  knife-edge  at  one  side ; 

and  the  whole  is  placed  in  an  oven.    During  carbonisation  the  threads  contract  and 

are  cut  by  the  knife-edge.      In  this  manner  carbons  of  the  same  length  are 
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obtained.  Benzole,  or  similar  vapour,  is  used  for  carbonising  the  filaments, 
whilst  the  carbons  are  made  white-hot  by  means  of  the  electric  current  The 
ends  of  the  filaments  are  connected  with  a  short  piece  of  wire  (short-circuited), 
and  again  a  current  passes  through  them.  The  lamp  is  constructed  in  different 
sizes,  and  for  an  intensity  of  87  candles,  66  volts  by  0*673  ampere  are  re- 
quired. 

Siemens'  Glow  Lamps. — Siemens  Brothers,  of  Charlottenbuig,  near 
Berlin,  construct  two  kincjs  of  glow  lamps  (Fig.  445,  a  and  b).  Wures  having 
a  cross  section  of  0*67  millimetre  are  used,  and  are  fused  into  the  glass 
at  /     The  space  between  /  and  cc   \%  filled  with  plaster  of  Paris ;  a  and  b 


vy 


Fig.  445. — Siemens'  Glow  Lamps. 


are  clamps  of  sheet  copper,  by  means  of  which  the  carbons  are  fastened  to  the 
wires.  The  carbons  are  produced  from  cotton  fibres  made  thicker  at  their  ends. 
The  vessel  is  exhausted  by  means  of  the  tube  ef^  which  is  then  sealed.  From 
four  to  seven  platinum  wires  of  0*10  millimetre  section  are  fused  in  the  glass 
tube  ef  (Fig.  445,  b),  according  to  the  intensity  of  the  light  required.  The 
platinum  wires  lead  to  copper  wires,  which  are  soldered  to  the  brass  contacts  at 
cd.  Within  the  vessel  the  ends  of  the  platinum  wires  are  fastened  round  the 
thick  portions  ab  oi  the  carbons.  The  space  at  ^  is  filled  with  powdered 
mica  covered  with  plaster  of  Paris.  This  powdered  mica  keeps  away  heat  from 
the  junctions. 

Each  of  the  lamps  described  requires  a  current  of  from  100  to  105  volts. 
Fig.  445,  c,  represents  another  glow  lamp  by  Siemens  and  Halske.  a  and  b  are 
copper  sockets  for  holding  the  carbon,  the  cross  section  being  of  the  shape  drawn 
at  b'.  The  space  gf'v&  filled,  as  before,  with  powdered  mica,  having  a  layer  of 
plaster  of  Paris  on  the  top  of  it     At  cc^  the  copper  wires  touch  the  contact 
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plates.     Lamps  resembling  more  or  less  minutely  those  already  described  are 
constructed  by  Muller,  Grenier  and  Friedrichs,  Brush,  and  others. 

Cruto's  Lamp. — The  lamp  by  Cruto,  represented  in  Fig.  446,  was  first 
used  during  the  Exhibition  at  Munich.  The  carbon  of  this  lamp  is  made  in  the 
following  manner :  A  fine  platinum  wire  is  maintained  at  red  heat  by  the  electric 
current  in  an  atmosphere  of  hydro-carbons,  which  is  decomposed,  its  carbon  being 
deposited  on  the  platinum  wire.     The  platinum  is  then  volatilised  by  increasing 


Fig.  446. — Cruto's  Lamp. 


Yvg,  447. — Bernstein's  Lamp. 


the  current,  and  thus  a  hollow  carbon  filament  is  produced.  At  first  the  form  of  a 
spiral  was  given  to  the  carbon  ;  the  more  recently  constructed  lamps,  however, 
have  the  usual  horse-shoe  filaments.  Lamps  of  4,  8,  and  16  candles,  with  one 
and  with  two  carbons,  are  constructed  in  this  way,  and  the  following  figures 
respecting  the  current  which  feeds  them  have  been  determined  by  experiment 
{JLa  Lumihre  Alectrique) : 


Lamp. 


Adles. 

Volts, 

Amperes. 

Intensity  of 

Lig*-tinCarcel 

Burners. 

16 

..      58 

...    o-8o 

...     2-o6 

8 

..      36 

..    o-8o 

...      0*91 

4 

..      21 

..     0-87 

...      079 

The  Boston  or  Bernstein  Lamp  differs  in  principle  and  in  form  from 
other  glow  lamps.  By  giving  greater  length  and  reducing  the  cross  section  of  the 
carbon  filaments  in  other  lamps  a  high  resistance  is  obtained,  and  the  lamps  must 


Digitized  by 


Google 


468 


Electricity  in  the  Serijce  of  Man, 


therefore  be  joined  parallel ;  but  the  Boston  lamps,  owing  to  the  construction  of 
their  carbons,  can  be  joined  in  series.  The  carbon  for  the  lamp  is  produced  in 
the  following  manner  :  Silk  tubes,  or  tubes  consisting  of  a  similar  material,  are 
covered  with  paste  and  allowed  to  dry.  They  are  then  carbonised  in  iron  boxes 
containing  graphite  or  coal-dust  The  carbons  are  fastened  to  the  wires  by 
means  of  a  paste  consisting  of  coal-dust  and  cement.  This  mixture  becomes 
very  hard,  and  makes  a  good  connection  between  the  carbon  and  the  conducting 
wires. 

Measurements  made  during  the  Exhibition  at  Vienna  showed  that  the  50- 
candle  lamp  required  a  current  of  5*39  amperes  and  28*387  volts  {i.e.  151  volt- 
amperes).  With  the  Boston  lamp  a  light  of  292  candles  can  be  obtained  per 
horse-power,  whereas  the  measurements  made  during  the  Exhibition  at  Munich 
gave  for  Edison's  lamp  only  186,  for  the  Swan  lamp  180,  and  the  Maxim  lamp 
109  candles  per  horse-power. 

Bohm's  Lamp. — Bohm  constructed  his  lamp  with  a  view  of  saving  the 
glass  vessel  when  the  carbon  had  become  useless  (Fig.  448).  r  is  a  tube  for 
exhausting  the  glass  vessel  ^^.  The  well-ground  stopper  has 
a  groove  cut  in  it  at  c  to  correspond  with  the  tube  r.  After 
the  vessel  has  been    exhausted  the  stopper  need  only  be 

turned  to  prevent  the  air  from 
entering.  The  wires  with  the 
carbon  are  fused  into  the  portion 
s  5  of  the  stopper.  To  replace 
a  worn-out  carbon  filament  the 
stopper  is  simply  taken  out,  and 
a  new  carbon  fixed  to  the  wires. 

Diehl's  Lamp.— The  chief 

difficulty  in  the  construction  pf 

glow  lamps  is  to  fuse  the  wires  so 

as  to  leave  no  places  in  the.  glass 

vessel   which  will    allow  air    to 

enter.     Diehl  in  constructing  his 

lamp  avoids  this  difficulty  by  having  no  wires  at  all 

fused  into  the  glass.     The  glass  bulb  of  the  lamp 

{Fig.  449)  consists  of  two  tubes  ^^and  gg,  closed  at 

their  upper  ends,  their  other  or  free  ends  being  fused 

together.  The  inner  tube  is  surrounded  by  insulated 

wire  d  d,  the  ends  of  which  are  joined  to  the 

carbon  b.  Inside  the  inner  tube  there  is  an 

iron  rod  E  having  a  few  turns  of  thick   wire 

round  it.     The  ends  of  this  wire  lead  to  the 

clamps   p  Pj.     When    alternating  currents  are 


Fig.  448.— 
fiohm's  Lamp. 


Fig.  449.— Diehl's  Lamp. 


used  for  this  lamp,  as  they  flow  through  the 
turns  of  the  thick  wire,  they  cause  in  the  thin 
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wires  if  if  induced  currents,  which  bring  the  carbon  to  a  glow.  When  condnuous 
currents  are  to  be  used,  a  self-acting  commutator  has  to  be  inserted*  This  lamp 
is  much  more  expensive  than  other  glow  lamps  under  equal  conditions,  as  the 
current  of  the  generator  has  to  be  converted  into  induced  currents,  and  this 
conversion  always  involves  loss  of  energy. 

We  shall  consider  next  the  modes  of  manufacturing  the  bulbs  or  glass 
vessels,  etc  A  description  of  the  process  has  been  givea  in  The  Sden£ijic 
Amtrican  (vol.  xlviii.),  and  by  the  Hamond  Electric  Light  and  Po\\'er  Supply 
Company.  In  the  factory  of  the  company  an  eight  horse  power  machine  drives 
a  Siemens  and  a  Ferranti  ahernating  generator,  with  two  inducing  machines. 
The  Ferranti  machine  furnishes  current  for  the  lighting  of  the  factor>',  for  feeding 
the  carbons  during  the  process  of  exhaustion,  and  for  experiments*  The 
Siemens  machine  deposits  the  carbon  for  the  carbon  filaments.  Twelve  glass- 
blowing  machines  by  Wright  take  up  another  floor,  and  are  tended  by  boys  of 
from  fourteen  to  sixteen  years  of  age,  who  also  make  the  carbon  filaments  from  a 
kind  of  grass  fibre.  The  fibres  are  first  carbonised,  and  then  immersed  in  a 
lii|uid  containing  carbon,  which  is  deposited  in  the  pores  of  the  filament  This 
process  gives  it  a  metallic  action  and  flexibility.  The  resistance  is  ascertained  by 
means  of  Wheats  tone's  bridge. 

Method  of  Fitting  the  Bulbs.— The  process  of  fitting  the  bulb  is 
shown  in  Fig.  450*   The  platinum  wires  to  which  the  carbon  loop  is  attached  are 


Fig.  450. — Stages  in  ihe  Making  of  Incandescent  Lamps* 

fused  bto  the  glass  stopper,  as  shown  in  t,  A  glass  tube  of  230  millimetres  in 
length  and  20  millimetres  in  diameter  {see  4)  is  drawn  out  and  blown  into 
bulbs,  as  at  q.     The  stopper  (i)  is  then  placed  in  one  of  these  bulbs  (2),  and 
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the  stopper  and  bulb  are  fused  together  (3).  The  lamp  then  has  the  form 
represented  in  Fig.  450  (6).  After  the  bulb  is  exhausted  the  long  tube  at  the 
apex  is  fused  ofif,  and  the  lamp  then  appears  as  at  7. 


Fig.  451. — The  Glass-blowing  Machine. 

The  glass-blowing  machine  is  shown  in  Fig.  451.  It  consists  of  a  horizontal 
board  a.  d  is  fixed,  e  movable.  Through  these,  hollow  shafts,  which  have 
screws  b  c  at  their  opposite  ends,  are  carried.  The  two  shafts  are  driven  by  a 
third  sl^ft  w.  r  is  a  reservoir  of  compressed  air,  from  which  the  blast  is  forced 
into  the  hollow  shafts,  and  from  thence  air  enters  the  glass  tube,  which  is  held  in 
a  blow-pipe  flame,  and  is  turned  continually.     From  250  to  300  globes  may  be 
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turned  out  by  a  single  boy  per  day.  When  the  lamp  has  arrived  at  the  stage 
represented  in  Fig.  450  (6),  it  is  renaoved  to  another  floor  to  be  exhausted  by  the 
mercury  air-pumps. 

We  cannot  produce  the  necessary  vacuum  by  means  of  an  ordinary  aippump, 
for  even  the  best  constructed  of  these  will  not  produce  a  greater  exhaustion  than 
will  exert  a  pressure  of  about  two  millimetres  of  mercury.  The  vacuum  for  the 
glow  lamp  is  produced  by  means  of  a  kind  of  mercury  pump  in  one  of  two  ways. 

The  apparatus  constructed  by  Geissler, 
and^  as  modified  by  To  pier,  used  by  the 
Hamond  Electric  Light  Company,  applies 
ihe  principle  of  the  barometer.  Imagiue 
the  Torricellian  vacuum  to  be  obtained 
not  by  filling  the  tube  and  inverting  it, 
as  shown  in  Fig.  453,  but  by  closing  the 
top  of  a  tube  by  a  valve  that  will  let  air 
out^  but  not  in,  and  connecting  the  bot- 
tom of  the  tube  with  the  cistern  of  mercury 
by  an  elastic  tube.  Then  on  liftinr^  the 
cistern  to  the  level  of  the  top  of  the  lube 
the  mercury  would  flow  into  the  tube  and 
drive  out  the  air,  and  then  on  lowering 
the  cistern  to  a  distance  of  more  than  760 
millimetres,  or  ^^  Inches,  the  mercury 
would  flow  back  to  the  cistern,  and  would 
leave  a  vacuimi  at  the  top  of  the  tube, 
^ig*  453  represents  two  sets  of  such  appara- 
tus: in  the  one  on  the  right  the  movable 
cistern  is  in  its  lowest  position ;  in  the 
other,  on  the  left,  in  its  highest  position. 
A  is  the  vessel  which  is  to  be  the  movable 
cistern  of  mercury  ;  b  and  g^  vessels  corre- 
sponding with  the  top  of  the  barometer 
tube,  where  the  vacuum  b  to  be  produced.  The  two  vessels  a  and  b  are  connected 
with  each  other  ^^^^  means  of  a  wide  india-rubber  tube  r  and  a  small  tube  r.  At  z 
in  the  vessel  b  a  third  tube  s  branches  off,  which  is  bent,  as  shown  in  the  figure, 
and  connects  b  with  the  vessel^.  The  vessels  a  can  be  moved  up  and  down  between 
the  two  vertical  beams  of  the  frame.  In  the  lowest  position,  as  in  pump  i,  the 
surface  of  the  mercury  contained  by  them  must  be  distant  more  than  760  mil- 
limetres, or  30  inches,  from  z.  The  height  of  tube  s  s  must  ali?o  not  be  less  than 
760  millimetres*  The  vessel  g  contains  sulphuric  acid,  which  withdraws  all 
moisture  contained  in  the  air.  Connected  with  this  vessel  i-- arc  the  several  lamps 
from  which  air  is  to  be  expelled*  They  are  placed  on  a  horizontal  ttifce  with 
vertical  mouth- pieces,  and  the  pump  works  as  follows.  By  lifting  a  the  mercury 
contained  in  it  will   flow   towards  b  and  fill  it  and  when  a  has  reached  ilie 


Fig*   4S^.— TorriceJirs  Vflpaum 
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position  shown  in  pump  ii,  the  mercury  of  b  will  flow  through  the  tube  r  back 
again  towards  a,  driving  the  air  before  it     The  air  is  in  this  way  driven  out  from 


Fig.  453. — Mercury  Air- Pumps. 

the  vessel  b  through  the  tube  r,  which  terminates  in  a.  Although  the  air 
from  B  may  be  forced  through  r,  no  air  can  be  forced  back  to  b,  as  the 
tube  r  terminates  in  a  containing  mercury,  hence  r  acts  like  the  valve  above 
referred  to.  By  lifting  and  lowering  a,  a  quantity  of  air  is  removed,  of  normal 
pressure,  equal  to  the  volume  of  r  4-  b.     The  pressure  now  on  the  outside 
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will  not  let  all  the  mercury  return  to  a,  but  will  keep  the  column  of  the 
mercury  in  the  tubes  r  and  r  at  a  certain  height  Continued  lifting  and  lowering 
of  A  will  drive  more  air  through  r,  until  all  air  is  driven  out  of  b.  As  soon  as 
the  mercury  has  risen  beyond  z,  two  ways  are  left  open  to  it,  viz.  b  and  s ;  it 
enters  both,  and  rises  in  s  until  the  column  of  mercury  balances  the  pressure  ot 
the  air  in  the  lamps.  When  the  pressure  of  air  in  the  lamps  is  reduced  to 
nothing,  on  lowering  a  again  the  column  will  fall  to  the  same  height  as  in 
the  barometer  column.  This  is  why,  as  we  have  stated,  the  tube  s  has  to  be 
higher  than  the  barometer  column  of  mercury.  Care  has  to  be  taken  that  the 
lifting  and  lowering  of  the  vessel  a  shall  be  done  at  the  right  time,  and  that  it 
shall  move  with  the  required  velocity.  Twelve  lamps  are  exhausted  by  one 
pump  at  a  time,  all  being  connected  by  means  of  tubes  with  the  pump,  and 
each  lamp  being  suspended  from  spirals.  During  exhaustion  an  electric  current 
is  passed  through  the  carbon  of  the  lamp.  As  soon  as  a  vacuum  is  obtained 
the  lamps  are  sealed  by  means  of  a  blow-pipe  flame.  The  completed  lamp  is 
shown  in  Fig.  450  (7). 

The  Mode  of  Fitting  Edison's  Lamps. — Th.  du  Moncel  has  given 
a  minute  description  of  the  large  establishment  at  Troy,  near  Paris,  for  the 
manufacture  of  Edison  glow  lamps.  As  we  have  mentioned  already,  the  carbon 
filament  of  the  Edison  lamp  is  obtained  from  bamboo  fibres,  from  bamboo 
canes  of  three  years'  growth.  At  Troy  the  bamboo  is  cut  in  strips  of 
two  sizes,  corresponding  to  the  two  different  sizes  of  the  lamps.  The  a 
lamp,  of  sixteen  standard  candles,  has  a  carbon  the  resistance  of  which  is 
140  ohms,  and  the  b  lamp,  of  eight  standard  candles,  has  a  carbon  the 
resistance  of  which  is  from  60  to  70  ohms.  The  glass  vessels  and  glass  tubing 
are  obtained  from  the  Bohemian  glass  works,  and  are  not  manufactured  at 
the  factory.  The  fastening  of  the  carbons  to  the  flattened  copper  wires,  which 
are  connected  with  the  platinum  wires  fused  in  the  glass,  is  done  by  women. 
To  make  good  contact  at  the  junctipns,  copper  is  deposited  rouAd  them  by 
the  electric  current.  The  carbon  with  its  glass  tube  is  then  placed  in  the 
glass  vessel,  and  the  glass  is  fused.  Care  is  taken  that  the  heated  glass  is 
allowed  to  cool  gradually,  to  prevent  breakage.  For  this  purpose  the  lamps 
have  to  pass  burners  of  graduated  intensity,  and  when  they  arrive  at  the  last  one 
the  lamps  are  fit  to  be  removed  to  the  exhaustion  rooms.  Exhaustion  at  Troy 
is  done  by  means  of  SprengePs  mercurial  air-pumps.  The  pumps  are  arranged 
along  the  wooden  wainscoting  of  the  walls  of  a  large  room,  p  (Fig.  454) 
represents  one  of  them.  Above  and  below  p  run  iron  tubes  d  d  and  d'  d', 
which  allow  the  mercury  to  pass  and  re-pass.  Each  of  these  tubes  terminates 
in  a  mercury  reservoir.  The  upper  reservoir  is  connected  with  the  lower  by 
means  of  a  slanting  tube  and  an  Archimedean  screw,  which  is  set  in  motion 
by  a  motor.  By  means  of  this  screw  the  mercury  from  the  lower  reservoir 
is  made  to  reach  the  upper  reservoir.  From  the  upper  reservoir  the  mercury 
flows  through  the  liorizontal  iron  tube  d  d  into  the  vertical  india-rubber  tubes 
B  to  the  several  pumps.     The  mercury  falls  down  the  tube  a  b,  and  flows  through 
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the  inclined  tube  at  c  into  the  vertical  tube  t.     Here  the  mercury  encounters  an 

air  column,  which  is  carried  in  the  form 
of  air  bubbles  along  with  the  mercury 
through  the  tube  t  b'  (8o  centimetres  or 
30  inches  long).  The  space  within  the 
tube  which  lies  above  the  mouth  of  the 
slanting  tube  is  gradually  deprived  of  air. 
Tube  T  continues  along  s  and  terminates 
in  the  reservoir  r  containing  sulphuric 
acid.  The  lamp  l  to  be  exhausted  is 
fastened  to  the  mouth-piece  o  of  this 
reservoir. 

The  carbon  of  the  lamp  and  a  rheostat 
F  are  inserted  into  the  circuit  of  an  elec- 
tric current.  At  the  commencement  of 
exhaustion  all  the  resistances  f  are  in- 
serted, and  therefore  only  a  weak  cur- 
rent will  go  through  the  carbon.  The 
resistances  are  gradually  taken  out,  and 
the  current  allowed  to  pass  in  its  full 
strength.  If  now  the  lamp  glows  with 
the  required  intensity,  further  flow  of 
mercury  is  prevented  by  means  of  the 
cock  D.  The  lamp  has  now  to  be 
finished  in  the  way  we  have  already  de- 
scribed (page  469). 

Comparison  of  Glow  Lamps. — 
To  compare  glow  lamps  with  each  other 
we  must  know  the  energy  required,  that 
is  to  say,  the  product  found  by  multi- 
plying the  difference  of  potential  in  volts  by  the  strength  of  current  in  amperes. 
This,  however,  does  not  mean  that  as  long  as  the  product  is  the  same  the 
difference  of  potential  or  the  strength  of  current  may  vary.  There  are  lamps 
which  are  designed  to  use  currents  of  high  potential  and  moderate  strength,  and 
lamps  designed  to  use  currents  of  low  potential  and  considerable  strength.  If 
with  both  kinds  of  lamp  the  same  intensity  of  light  is  to  be  obtained,  the  lamps 
which  are  to  be  worked  with  currents  of  high  potential  and  moderate  strength 
must  have  their  carbons  comparatively  long,  but  of  small  cross  section.  Those 
lamps,  however,  which  are  to  be  fed  by  currents  of  small  potential  and  great 
strength  must  have  short  carbons  of  large  cross  section.  The  extent  to 
which  we  can  increase  the  potential  depends  upon  the  durability  of  the  carbons. 
The  higher  the  potential,  the  longer  must  the  carbon  and  smaller  the  cross 
section  become.  The  glow  lamps  by  Siemens  and  Halske  of  ten  standard 
candles,  supposed  to  work  with  currents  of  105  volts,  have  carbons  the  length  of 


^ig*  454* — "^hc  Sprengel  Mercurial 
Air- Pump. 
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which  is  no  millimetres  and  the  cross  section  of  which  is  '15  square  milli- 
metre. It  is  evident  that  further  diminution  of  the  carbon  would  increase  its 
frailty. 

Again,  the  limit  of  current  depends  not  only  upon  the  carbon,  but  also  upon 
the  system  of  conducting.  Lamps  to  be  worked  with  currents  of  great  strength, 
but  low  potential^  must  be  supplied,  as  we  have  said,  with  short  and  thick  carbons, 
in  order  to  reduce  the  resistance ;  and  when  we  bring  this  large  mass  of  carbon 
to  a  glow,  we  not  only  lose  a  portion  of  the  energy,  but  we  also  wear  out  the 
lamp  sooner.  Again,  the  strength  of  the  conducting  wire  must  be  such  as 
to  prevent  the  danger  of  fire,  and  increase  of  material  means  increase  of  cost 
A  mean,  therefore,  has  to  be  sought,  and  a  loss  of  energy  of  about  10  per  cent 
is  necessary  in  practice. 

Let  us  now  compare  two  conducting  systems,  say  Edison's  Und  Swan's, 
assuming  that  in  both  the  same  percentage  of  energy  is  lost  The  energy 
is  given  by  the  product  of  the  strength  by  the  potential,  or  the  product  of 
the  square  of  strength  of  current  by  the  resistance.  If  the  product  of  the 
square  of  current  by  the  resistance  is  to  remain  the  same  for  both  systems, 
by  using  lamps  that  require  currents  of  different  strength  the  resistance  in 
the  system  will  have  to  alter  with  the  square  of  the  strength  of  current.  If 
we  increase  the  current  two,  three,  fourfold,  the  resistance  will  have  to 
be  diminished  four,  nine,  sixteen  times.  This  may  be  obtained  in  the  system 
by  taking  the  cross  section  of  all  conductors  four,  nine,  sixteen  times  larger. 
We  may,  therefore,  say  that  the  cross  section,  and  also  the  weight  of  the  system, 
must  increase  with  the  square  of  the  current  required  to  work  the  lamp. 
As  the  Swan  lamp  requires  a  current  twice  as  strong  as  that  of  the  Edison 
lamp,  a  system  with  Swan  lamps  requires  four  times  the  weight  of  conducting 
material  as  is  required  by  an  equally  large  system  with  Edison  lamps.  It 
would,  therefore,  not  be  advantageous  to  employ  lamps  that  require  currents 
of  great  strength  except  when  the  system  is  very  long,  as,  for  instance,  when 
the  lights  are  fed  from  a  central  station.  The  disadvantage  of  using  lamps 
requiring  currents  of  great  strength  but  low  potential  may  be  compensated  by 
using  them  for  short  circuits,  and  joining  two  or  three  in  series.  This  arrange- 
ment answers  well  when  all  the  lamps  of  one  group  are  put  out  or  put  on 
at  the  same  time,  as  for  instance  in  theatres,  railway  stations,  and  large  buildings. 

Up  to  the  present,  in  comparing  glow  lamps,  we  have  assumed  the  carbons 
to  be  maintained  at  equal  temperatures.  It  is,  however,  of  importance  that  we 
should  know  to  what  temperature  the  carbons  may  be  heated  with  safety.  The 
increase  of  temperature  influences  the  intensity  of  the  light,  both  by  increasing 
the  number  of  rays  of  light,  and  by  increasing  the  intensity  of  each  ray.  More 
light,  therefore,  is  obtained  by  expending  a  certain  power,  as,  for  instance, 
one  horse-power,  with  a  higher  temperature  of  the  carbon,  than  with  a  lower. 
Siemens  mentions  that  certain  carbons  at  red  heat  only  give  an  equivalent  of 
ten  normal  candles,  whilst  with  the  same  expenditure  of  power  at  white  heat, 
300  normal  candles  are  obtained. 
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Luminous  bodies  emit  both  light-rays  and  heat-rays,  but  for  our  purpose 
the  former  only  are  of  use.  Hence,  the  conversion  of  electricity  into  the 
latter  is  a  loss  to  us;  it  is,  therefore,  of  importance  to  know  the  percent- 
age of  light  and  heat  rays  which  a  luminous  body  emits.  A  solution  of 
iodine  in  carbon  disulphide  has  the  property  of  absorbing  light-rays  and 
allowing  heat-rays  to  pass.  Experiments  made  by  Tyndall  with  different 
sources  of  light  gave  the  following  results  as  the  percentage  of  the  whole  rays 
stopped  as  light-rays  by  the  iodine  and  disulphide :  flame  of  an  oil  lamp, 
3  per  cent  \  gas  flame,  4  per  cent. ;  platinum  spiral  white  heat,  4*6  per  cent. ; 
voltaic  arc,  10  to  11  percent  These  figures  show,  then,  that  even  with  the 
most  powerful  source  of  artificial  light  90  per  cent,  are  heat-rays.  Glow  lamps 
come  between  the  platinum  spiral  and  voltaic  arc. 

The  light-giving  power  is  not  only  affected  by  the  temperature,  but  also  by 
the  radiating  power  of  the  luminous  body.  That  different  bodies  at  the  same 
temperature  radiate  differently  may  be  shown  by  a  very  simple  examination. 
Place  a  piece  of  glass  and  a  piece  of  iron  in  the  same  furnace  fire ;  when  taken 
out  the  former  will  hardly  glow,  whilst  the  iron  will  probably  be  white-hot 
The  temperature  of  the  carbon  for  glow  lamps  ought,  therefore,  to  be  as  high 
as  possible  up  to  a  certain  limit,  which  is  short  of  that  beyond  which  the  lamp 
itself  would  be  endangered,  for  hardly  any  practical  result  is  obtained  by  increase 
of  temperature  beyond  a  certain  limit 

At  present  the  glow  lamp  is  capable  of  competing  favourably  with  sources 
of  light  such  as  gas,  etc.,  but  would  never  be  able  to  compete,  if  even  further 
perfected,  with  the  voltaic  arc  light. 

According  to  experiments  made  by  Tresca,  the  effects  produced  by  glow 
light,  light  of  electric  candles,  and  arc  light,  respectively,  are  in  the  ratio  of 

I  •  3  ;  7- 

Finally,  we  have  still  to  consider  the  influence  which  the  form  of  the  cross 
section  exercises.  If  two  carbons  have  the  same  cross  section  and  the  same 
length,  but  the  cross  section  of  the  one  is  a  rectangle,  and  that  of  the  other  a 
circle,  then  evidently  the  surface  of  the  former  is  greater  than  that  of  the  latter. 
On  the  supposition  of  there  being  equal  temperatures  in  the  two  cases,  the 
amount  of  light  given  out  by  the  former  carbon  would  be  greater  than  that  of 
the  latter,  since  the  amount  of  light  given  out  is,  under  these  circumstances, 
proportional  to  the  surface.  If,  now,  we  wish  to  make  the  production  of  light 
the  same  for  both  carbons,  the  round  carbon  must  be  prolonged.  Then  both 
carbons  will  have  the  same  cross  section,  and,  therefore,  also  the  same  capacity, 
and  equal  powers  of  lighting.  In  the  case  of  the  round  carbon,  however,  the 
resistance  has  increased  on  account  of  the  increase  in  the  length,  and  this 
leads  to  an  increase  in  the  intensity  of  the  current  Since  this,  however, 
as  we  have  seen  before,  is  advantageous,  the  carbon  having  the  round  cross 
section  is  preferable  to  that  with  the  rectangular  cross  section. 

In  order  that  a  glow  lamp  may  as  nearly  as  possible  attain  perfection,  it 
should  be  so  constructed  (i)  that  the  carbon  may  remain  at  as  high  a  temperature 
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as  possible,  and  that  its  surface  may  have  such  a  form  that  the  intensity  of  the 
rays  proceeding  from  it  may  receive  the  greatest  possible  advantage ;  (2)  that 
the  methods  of  producing  the  vacuum  may  be  as  simple  and  perfect  as  possible ; 
(3)  that  the  expenses  of  the  conduction  may  be  a  minimum. 

In  the  following  schedule  the  results  of  measurements  with  respect  to  glow 
lamps,  received  at  the  Exhibitions  -at  Paris  and  Munich,  have  been  tabulated  : 


li 

Light 

Resistance 

Difference 

of 
Potential 
in  Volts. 

Electric  Energy  in 

Light 
Inten«ty 

No. 
of 

X^ampk 

^6 

Intensity, 
Sundard 
Candles. 

(Warm) 
Ohms. 

Current  in 
Amperes. 

Volt- 
Amperes. 

H.P. 

Lamps 

Results  Given  by  the  Exhibition  Commission  at  Paris. 

Edison, 

A... 

16 

15-38 

137*4 

89-11 

0-6510 

57-98 

0-0788 

196-4 

12*28 

_    »» 

C... 

3? 

31  11 

130*03 
32*78 

9839 

07585 

7462 

0-0941 

307*25 

9-60 

Swan, 

A... 

16 

i6-6i 

47-30 

I -471 

69-24 

0-0945 

177-92 

II-I2 

»» 

B... 

3? 

33*21 

3' -75 

54-21 

1-758 

94-88 

0-1059 

262-49 

8 -20 

Lane-Fox,  A  ...| 

16 

1636 

27-40 

43-63 
48-22 

1-593 
I -815 

69*53 

0-0125 

276-19 

1085 

»» 

B... 

3? 

3271 

26-59 

87-65 

01289 

865 

Maxim, 

A... 

16 

15:96 

41-11 

56-49 

1-380 

70-85 

0-1191 

151-27 

V^ 

»» 

B... 

32 

3193       3960 

6227 

1-578 

98-41    1  0-1337 

239*41 

Results  Given  by  the  M 

JNICH  Committee. 

Edison, 

B... 

8 

11*69 

6768 

55-78 

0-825 

46-02 

0-0625 

186-90 

23*36 

>» 

A  ... 

16 

15-32 

139*60 

10305 

0*755 
1*384 

77-80 

0-1057 

144-88 

905 

Maxim 

28 

13-34 

47*01 

65-07 

90-06 

0-1224 

108-98 

3-89 

Swan, 

a!!! 

10 

1095 

JI-9I 
87-03 

38*38 

1-222 

4690 

0-0637 

171-78 

17-18 

»» 

B... 

40 

37-17 

11802 

1-282 

%^ 

0-2056 

180-75 

j« 

Siemens 

16 

14-90 

10472 

95*74 

0915 

O-II91 

125-14 

Muller, 

A  ",'.. 

20 

18-43 
43-08 

5862 

74-94 

1-263 

93-51 

O-I271 

145-01 

7-26 

f> 

B... 

50 

59-52 

105  -22 

1779 

187-19 

0-2544 

169-33 

3*39 

»» 

C... 

100 

ic«-35 

^%'^\ 

155*15 

2*367 

36724 

0-4991 

205-05 
103-58 

2-05 

Cruto 

10 

8-47 

816 

22-15 

2715 

60-14 

0-0817 

10-36 

HALF-INCANDESCENT   LAMPS. 

General  Description. — In  these  lamps  the  light  arises  at  the  point  of 
contact  of  the  electrodes.  They  are,  therefore,  also  called  contact  glow  lamps, 
or  glow  lamps  with  partial  contact  Werdermann  has  established,  by  tneans  of 
numerous  experiments,  that  if  the  cross  section  of  the  -f  carbon  be  diminished, 
and  that  of  the  -  carbon  at  the  same  time  be  increased,  the  glow  of  the  latter 
will  continually  become  weaker,  while  that  of  the  former  will  become  stronger. 
On  account  of  the  inequality  of  the  cross  sections,  the  resistance  of  the  current 
received  at  the  ix)int  of  contact  is  increased,  and,  therefore,  an  increase  of  heat 
takes  place.  If  the  ratio  of  the  cross  section  of  the  +  carbon  be  to  that 
of  the  —  carbon  about  as  i  to  64,  the  latter  will  not  be  heated  at  all,  while  the 
+  carbon  will  burn  with  the  production  of  a  fine,  steady  light. 

The  half-incandoscent  lamps  are  quite  a  recent  invention.  Varley,  accord- 
ing to  Fontaine,  was  the  first  to  make  such  a  lamp.     He  described  it  in  the 
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patent  of  an  electrical  machine  which  he  took  out  in  1876.  The  lamps  on  this 
type,  however,  which  were  invented  by  Reynier,  Markus,  and  Werdermann,  in 
1878,  were  the  first  the  action  of  which  was  regular. 

The  following  is  the  principle  of  the  glow  lamp  of  Reynier :  Suppose  a  thin 
strip  of  carbon  which  is  pressed  at  the  side  by  an  elastic  contact,  and  which  is 
pressed  in  the  direction  of  its  axis  against  a  fixed  contact  If  a  sufficiently  strong 
current  flows  through  this  piece  of  carbon,  the  point  of  the  carbon  against  the 
fixed  contact  glows  to  whiteness,  and  bums  up,  while  the  end  remains  pointed. 
By  means  of  the  constant  pressure  upon  it,  the  strip  of  carbon  advances  as  the 
end  consumes.  It  slides  through  the  elastic  contact,  and,  at  the  same  time, 
constantly  rests  on  the  fixed  contact  The  heat,  generated  in  consequence  of 
the  passage  of  the  current  through  the  strip  of  carbon,  is  increased  considerably 
by  the  simultaneous  consumption  of  the  carbon,  and  the  lighting  power  is 
consequently  assisted  by  this  consumption. 

The  essential  features  of  Reynier's  plan,  therefore,  consist  in  taking  a  very 
long  pencil  of  carbon  for  one  pole,  and  a  block  of  carbon  for  the  oUier,  and 
providing  the  pencil  with  a  contact  at  the  side.  The  pencil  forms  the  +  pole, 
and  the  block  the  -  pole.  The  defects  of  this  lamp,  in  its  original  form,  were 
that  the  metallic  impurities  of  the  carbon  pencil  settled  as  ash  on  the  carbon 
block  and  spoilt  the  arc.  To  avoid  this,  Reynier  substituted  a  revolving  disc  of 
carbon  for  the  block,  and  let  the  pencil  of  carbon  touch  the  disc  near  the  axis 
on  which  it  turned.  The  pressure  of  the  carbon  pencil  on  the  disc  caused  the 
latter  to  move,  and  new  portions  to  come  in  succession  into  contact  with  the 
point  The  lamp  b  shown  in  Fig.  456;  the  brass  rod,  s,  sustaining  the  + 
carbon  k^  slides  in  telescope  fashion  in  the  tube  m.  The  -  carbon  is  the  disc  k^, 
which  is  attached  to  a  lever  g,  having  a  spur  that  presses  against  the  tube  s,  and 
acts  as  a  brake  to  retard  the  motion  of  s.  The  pencil  k  is  directed  by  a  copper 
pulley  r  on  an  inclined  arm,  and  the  conduction  of  the  current  follows  firom  a 
small  carbon  block  on  the  same  arm,  and  kept  by  its  own  weight  in  contact  with 
the  electrode.  The  current  enters  at  the  clamp  p^,  passes  through  the  mass  of 
the  lamp  to  the  +  pencil,  then  to  the  -  disc,  then  into  the  insulated  bearers  of 
the  lamp  to  the  clamp  p. 

The  pencils  have  a  diameter  of  2  millimetres  and  a  length  of  '3  metre,  and 
last  two  hours.  The  intensity  of  the  light  varies  as  the  number  of  lamps  in  the 
circuit  Thus  the  intensity  with  6  lamps  and  a  Gramme  machine  making  920 
revolutions  per  minute  was  13  Carcel  burners.  The  total  intensity  was,  there- 
fore, 78.  A  Serrin  regulator,  under  similar  conditions,  gave  an  intensity  of  320 
Carcel  burners. 

Markus's  lamp  has  a  similar  construction,  but  produces  the  displacement  of 
the  point  of  contact  by  a  rotating  cylinder. 

The  latest  model  of  Reynier's  lamp  is  represented  in  Fig.  456.  Two  tubes 
Pj  and  p„  telescoping  one  in  the  other,  are  fixed  to  a  plate  p.  The  outer 
tube  Pi  is  insulated  by  means  of  the  black  ring  from  the  plate  p,  and 
connected  with  the  —  clamp;  the  latter  (p^)  is  connected  with  the  plate  p 
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and  the  positive  clamp.  The  two  tubes  are  insulated  from  each  other ; 
the  barrel  ^,  which  carries  the  contact  pin  ^,  is  fastened  to  the  tube  Pjj.  The 
contact  pin  consists  of  graphite,  and  is  pressed  by  means  of  the  spring  / 
against  the  carbon  rod  k  from  g.  The  arm  /  is  insulated  and  carries  the 
negative  pole  x,  which  consists,  like  the  contact  pin  c^  of  graphite,  enclosed 


Fig.  455. — Reynier*s  Lamp. 


Fig.  456. — Reynier's  Improved  Lamp. 


in  a  brass  tube  x,  and  is  connected  by  means  of  /  and  the  fork-shaped  wire  d  with 
the  tube  p^.  The  carbon  rod  k  is  pressed  against  the  graphite  s  by  means 
of  the  cylindrical  weight  P3.  The  arms  a  and  b  support  tKe*  glass  globe. 
The  current  enters  at  the  +  clamp,  flows  through  Pj,  p^,  r,  and  k.  Here  the 
glow  light  is  produced,  owing  to  the  imperfect  contact  with  s.  The  current 
then  flows  through  /,  </,  Pj  to  the  -  clamp.  The  diameter  of  the  carbons 
in  this  lamp  is  2*5  millimetres,  the  length  i  metre.  The  lamp  lasts  six  hours. 
The  length  of  the  glowing  portion  may  be  varied  from  4  to  8  millimeues, 


Digitized  by 


Google 


43o 


Electricity  in  the  Service  of  Man, 


and  the  light  produced  is  equal  to  from  5  to  20  Carcel  burners.  With  a  Bunsen 
battery  (eight  elements  having  large  plates)  a  light  is  obtained  equal  to  12 
Carcel  burners.  When  fed  by  machine  currents  the  lamp  gives  30  to  40 
Carcel  burners  per  horse-power.  Several  of  these  lamps  can  be  inserted  in 
the  same  circuit. 

Werdermann's  Lamps. — In  the  lamps  by  Werdermann  the  negative 
carbon  is  arranged  above  the  positive  (Fig.  457).     The  positive  caibon  rod  is 

attached  to  strings  which  run 
over  pulleys  r  and  are  fastened 
to  the  cylinder  ^,  which  serves  as 
a  counter-weight  By  means  of 
this  cylinder  c  the  rod  is  pressed 
against  the  carbon  disc  s,  A 
spring  /  is  fastened  to  the  hori- 
zontal arm,  and  presses  upon  b^ 
which  is  movable.  If  the  carbon 
rod  is  pressed  strongly  against 
the  disc,  the  spring  /  will  also 
press  strongly  against  b^  and  will 
thus  prevent  the  further  pushing 
up  of  the  carbon  rod.  If  the 
contact  has  become  loosened 
through  the  burning  away  of  the 
carbon  rod,  the  pressure  upon  b 
will  diminish  also,  and  allow  the 
carbon  rod  to  be  forced  up.  If 
several  lamps  are  joined  in  series,  when  one  goes  out,  i>.  when  there  is  no 
contact  between  rod  and  disc,  the  horizontal  arm  is  lowered  so  as  to  put  the 
lamp  out  of  circuit,  and  insert  the  others. 

Brougham's  Lamp  has  no  mechanism,  but  the  air  is  excluded  so  that  the 
carbon  rod  is  made  to  last  longer.  The  glass  cylinder  ^^  (Fig.  458)  is  covered 
by  the  lid  s  s ;  a  tube  is  fastened  to  the  lid,  which  has  some  insulating  substance 
inside,  and  contains  an  inner  tube  r  r,  in  which  the  carbon  rod  k  is  placed. 
The  rod  k  is  pressed  down  by  the  platinum  clamp  by  means  of  a  little  weight. 
Opposite  this  clamp  is  a  conical  piece  of  copper  c  fastened  to  the  lid  s  s.  After 
the  carbon  rod  has  been  introduced  the  tube  r  r  is  closed  air-tight,  and  the  whole 
lamp  is  placed  in  a  vessel  ^1  gi  containing  water.  The  lid  a  a  is  to  prevent 
evaporation  of  the  water.  The  current  enters  at  the  tube  r  r,  flows  through  the 
carbon  rod  to  tfie  copper  pyramid,  and  then  leaves  the  lamp  by  the  outer  tube. 
The  carbon  is  at  first  consumed,  as  in  ordinary  lamps,  but  as  soon  as  the  oxygen 
contained  in  the  vessel  gg  has  been  used  up,  that  is  to  say,  in  about  an  hour,  the 
carbon  bums  very  slowly — at  the  rate  of  about  3  millimetres  per  hour.  When 
fed  by  a  small  Gramme  dynamo-electric  machine,  thirty-six  lamps  arranged  in 
a  circuit  are  said  to  have  given  a  light  of  thirty-five  normal  candles  each. 


Fig.  457.— Werdermann's  Lamp. 
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Ducretet's  Contact  Lamp.— The  contact  lamp  by  Ducretet  is  more 
suitable  for  the  laboratory  than  for  practical  use.  The  carbon  rod  t  is  placed  in 
a  tube  nearly  filled  with  mercury  (Fig  459),  and  is  pressed  by  the  mercury  against 
the  carbon  disc  h.  The  upper  end  of  the  tube  is  closed  by  means  of  an  insulated 
meullic  box,  the  opening  of  which  can  be  made  to  correspond  with  the  carbon 


Fig.  458.^Brougham's  Lamp. 


^^^ :M]T    ^    "jl^^ 

Fig.  459. — Ducretet's  Lamp. 


rod.  The  box  is  connected  with  a  clamp  at  the  foot  of  the  lamp  by  means  of 
the  wire  /.  The  other  pole-clamp  is  arranged  as  a  key  m  v  for  making  and 
breaking  contact.  The  latter  is  connected  by  means  of  the  wire  f  and  s  s  with 
the  carbon  disc.  The  metallic  box  at  the  top  of  the  tube  containing  the  mercury 
is  considerably  heated ;  practice,  however,  has  shown  that  only  a  small  portion  of 
the  heat  is  communicated  to  the  mercury.  The  greater  portion  is  conducted 
away  by  means  of  /  to  the  foot  of  the  lamp,  thus  avoiding  the  production  of 
unpleasant  mercury  vapours. 

Hauck's  Lamp. — W.  Ph.  Hauck  substituted  glycerine  for  mercury  in  the 
lamp  represented  in  Fig.  460.     The  carbon  k  rests  with  its  lower  end  upon  a 
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brass  pin  fastened  to  a  float,  which  floats  on  the  glycerine  contained  in  the 
cylinder  c     The  carbon  rod  is  placed  in  a  copper  tube  fixed  to  the  lid.     Over 

this  copper  tube  there  is  a  soft  iron 
tube  e;  one  end  of  the  coil  d  which 
surrounds  e  is  connected  with  the  clamp 
p',  the  other  end  with  the  soft  iron  tube  e. 
The  latter  has  at  its  upper  end  the  iron 
fork  G,  in  which  the  iron  lever  h  moves. 
This  lever  is  bent  at  right  angles,  and 
forms  the  armature  of  the  electromagnet 
E.  The  same  polarity  will  he  produced 
at  the  bent  end  of  the  lever  and  the  upper 
end  of  the  electro-magnet,  and  therefore 
by  this  arrangement  the  attraction  between 
armature  and  electro-magnet  is  increased. 
To  the  upper  end  of  the  lever  the  roller 
r'  and  carbon  disc  s  are  fastened.  The 
spring  F  regulates  the  position  of  the  lever. 
As  long  as  no  current  passes  through  the 
lamp,  the  disc  s,  aided  by  the  spring  f, 
keeps  the  lever  from  the  electro-magnet. 
At  the  same  time  the  pulley  r'  is  held 
apart  from  the  pulley  r,  and  the  carbon 
rod  is  allowed  to  touch  the  disc  As  soon, 
however,  as  a  current  passes  through  the 
lamp,  D  attracts  the  armature  h,  pressing 
the  pulley  r'  against  the  carbon  rod,  whilst 
s  moves  back  a  little  at  the  same  time. 
In  this  manner  the  carbon  disc  is  saved 
from  excess  of  pressure,  which  might  cause 
it  to  break.  As  the  break  of  contact  takes 
place  before  the  carbon  disc  and  carbon 
rod  touch  each  other,  an  opportunity  is 
given  for  the  formation  of  a  minute  voltaic 
arc.  The  current  flows  from  P  to  the 
copper  tube,  through  the  pulleys,  the  car- 
bon rod,  the  carbon  disc  g,  into  the  iron 
tube  E,  through  the  coil  d,  and  finally 
leaves  the  lamp  by  the  clamp  p'.  The 
ascent  of  the  carbon  rod  is  delayed  until  the  resistance  in  the  circuit  has 
increased  by  the  burning  away  of  the  rod,  and  the  current  in  d  is  diminished 
until  the  armature  h  is  pulled  ofi"  the  electro-magnet  by  the  spring  f.  To 
obtain  a  still  more  sensitive  regulation  the  iron  tube  has  several  layers  of  fine 
wire  wound  round  it,  and  joined  as  a  shunt,  so  that  when  a  current  passes  poles 


Fig.  460.— Hauck*s  Lamp. 
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are  produced  in  the  iron  tube  which  are  opposite  to  the  poles  produced  by  the 
direct  wires.  When  the  resistance  increases  in  the  main  circuit  to  a  certain  limit, 
the  shunt  circuit  weakens  the  main  current,  the  magnet  loses  its  power,  and  the 
armature  is  taken  off  by  the  spring.  When  the  carbon  rod  has  been  entirely 
consumed,  the  bent  end  of  the  lever  h  touches  a  platinum  contact,  which  is  con- 
nected with  the  clamp  p",  causing  the  insertion  of  another  lamp,  or  a  corre- 
sponding resistance.  This  is  brought  about  in  the  following  manner :  As  long  as 
there  is  any  of  the  carbon  rod  in  the  lamp,  the  lower  end  of  the  lever  h  cannot 
touch  the  platinum  contact ;  when,  however,  the  carbon  is  consumed,  the  brass 
pin  of  the  float  will  come  between  the  pulleys,  and  being  much  thinner  than  the 
carbon  rod,  will  allow  the  pulleys  to  come  closer  together,  and  will  also  allow  the 
lever  to  reach  the  platinum  contact 

Joel's  Lamp. — ^The  lamp  constructed  by  Jttel  (Fig.  461)  consists  of  a 
copper  jacket  divided  into  portions  i  and  11,  insulated  from  each  other.  The 
light  is  produced  by  the  heating  to 
incandescence  of  the  end  of  a  thin 
carbon  rod  or  pencil,  which  forms 
one  electrode,  and  which  is  con- 
tinuously fed  through  special  and 
simple  contact  jaws  j  against  a  fixed 
cylinder  of  iron  e  forming  the  other 
electrode.  The  length  of  carbon 
between  the  jaws  and  the  iron  cylin- 
der is  about  I  inch,  and  from  this 
the  light  emanates;  chiefly,  how- 
ever, at  that  part  near  the  flxed 
cylinder,  where  it  becomes  pointed 
by  the  action  of  the  current,  and 
consequently  more  intensely  heated. 
In  addition  to  the  light  produced 
by  the  incandescence  of  the  carbon, 
there  is  also  the  glow  or  flame  from 
the  sides  of  the  burning  carbon  to 
the  iron  electrode  similar  to  the 
flame  of  an  arc  light,  the  light 
thus  taking  an  intermediate  posi- 
tion between  the  purely  incandes- 
cent system  and  the  arc  lamp  of 
Pilsea  A  peculiar  feature  in  the 
light  is  that  the  incandescent  point 
of  carbon  becomes  slightly  curled 
in  shape,  somewhat  like  a  mush- 
room, where  it  wastes  away,  and  is 
replaced   by    the   gradual   forward 


^.y 


Fig.  461.— JSers  Lamp. 
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motion  of  the  pencil.  The  fixed  electrode  remains  intact,  and  lasts  for  any 
required  time.  The  carbon  consumes  from  2^  to  3  inches  per  hour  for  lights 
of  loo-candle  power  and  upwards.  The  pencils  are  5  millimetres  diameter,  and 
in  lengths  of  J,  f ,  and  i  metre. 

The  improvements  in  the  lamp  consist  chiefly  in  the  simplification  of  the  me- 
chanism in  connection  with  the  contact  jaws,  by  which  means  the  lateral  pressure 
is  always  proportional  to  the  upward  pressure  ;  also  in  the  details  for  making  the 
lamps  in  the  same  circuit  independent  of  each  other,  and  increasing  the  general 
adaptability  for  the  purposes  of  domestic  and  interior  lighting.  Referring  to  the 
sectional  view  of  the  lamp  (Fig.  461),  e  is  the  fixed  iron  electrode  with  the  point 
of  the  carbon  pencil  pressing  upon  it.  The  contact  jaws  are  shown  at  j.  The 
weight  w,  which  actuates  the  lamp,  is  suspended  by  the  continuous  cords  which 
pass  up  and  over  the  rollers  r,  attached  to  a  collar  c,  and  down  again  through 
a  roller  r,  attached  to  the  under-side  of  the  carbon  pencil  holder.  The  collar  c 
and  rollers  r  are  attached  to  a  light  tube,  which  passes  up  through  a  nipple  n, 
and  terminates  in  a  flange  above  the  horizontal  arms  of  the  cranked  jaws  j,  thus 
producing  the  lateral  pressure  on  the  carbon.  The  collar  c  is  of  iron,  and  forms 
an  armature  of  an  electro-magnet  s,  wound  with  fine  wire,  and  so  arranged  that 
if  an  arc  should  form  between  the  carbon  and  the  iron  electrode  e,  the  electro- 
magnet s  would  come  into  action,  lift  the  weight,  and  free  the  jaws  j  firom  lateral 
pressure.  The  carbon  holder  is  also  arranged  so  that  when  the  carbon  pencil  is 
nearly  consumed  the  lamp  is  automatically  put  out. 

The  current  enters  part  i  of  the  lamp,  flows  through  n  n  and  the  jaws  j  j 
into  the  positive  carbon  e ;  from  there  to  the  negative  pole  and  part  11,  and  then 
back  again  to  the  source  of  electricity.  During  consumption  of  the  carbon  the 
resistance  is  increased  in  the  just  now  mentioned  circuit,  and  a  larger  and  larger 
portion  will  go  through  the  branch  circuit  of  electro-magnet  s,  which  finally  attracts 
its  armature,  and  lowers  tube  p;  with  it  pressure  against  the  upper  levers 
J  J  ceases,  the  lower  levers  open  and  allow  the  carbon  rod  to  slide  down  until  e 
again  is  reached.  This  causes  a  diminution  of  resistance  in  the  lamp  circuit,  and 
consequently  a  diminution  of  circuit  in  the  electro-magnet,  which  lets  go  its 
armature,  and  causes  the  jaws  to  press  against  the  carbon  rod.  When  the 
carbon  rod  has  been  consumed,  the  carbon-holder  comes  partly  out  of  the 
tube,  causing  a  short  circuit,  which  takes  the  lamp  out  of  circuit ;  if  a  new  carbon 
rod  is  to  be  put  in  without  disturbing  the  other  lamps  burning  in  the  same 
circuit,  the  lamp  itself  is  short-circuited  by  means  of  the  pin  g,  part  11,  and 
hook  T,  part  i.  According  to  the  length  of  carbon  rod,  the  lamp  lasts  from  sevei^ 
to  fourteen  hours.  Professor  Adams  obtained  a  light  of  715  candles  per  horse- 
power with  a  J  del  lamp. 

REGULATED    ARC    LAMPS. 

Foucault  and  Duboscq's  Apparatus,  although  not  adapted  for 
ordinary  lighting,  is  often  employed  in  laboratories  and  lectures  (Fig.  462). 
The  box  b  b  contains  two  pieces  of  clockwork  worked  by  the  springs  l'  and 
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L.  The  clockwork  l  terminates  in  the  spur-wheel  o,  and  clockwork  l'  in 
the  spur-wheel  o' ;  between  these  is  the  catch-pin  t  /,  which  will  stop  or 
release  either.  Which  of  the  two  clocks  is  stopped  depends  on  whether  the 
force  of  attraction  of  the  solenoid  or  the  force 
of  springs  is  the  greater.  By  means  of  the 
wheel  s  one  or  the  other  clockwork  is  stopped. 
One  clock  causes  the  carbon-holders  to  approach 
each  other,  the  other  causes  them  to  recede. 
The  wheels  are  so  geared  that  one  of  the  carbon- 
holders  is  made  to  move  twice  as  fast  as  the 
other.  The  current  enters  at  c,  flows  into  the 
solenoid,  through  d,  and  leaves  the  lamp  through 
the  upper  carbon-holder  h.  When  the  carbons 
are  at  the  right  distance  from  each  other  the 
forces  of  solenoid  and  spring  are  balanced,  and 
T  /  stands  midway  between  the  spur  wheels 
stopping  both  clocks.  If  the  distance  between 
the  carbons  becomes  too  great,  on  account  of 
the  greater  resistance  the  current  diminishes 
as  well  as  the  force  of  attraction  of  the  sole- 
noid. The  spring  will  draw  T  /  towards  the 
right,  liberating  the  clockwork  connected  with 
o,  and  causing  the  carbons  to  move  towards 
each  other.  As  soon  as  the  right  length  of  the 
arc  is  obtained,  the  solenoid  will  also  have  re- 
gained its  original  force  of  attraction,  and  will 
draw  the  armature  again  towards  itself,  causing 
T  /  again  to  stop  both  clocks.  When  the  arc  is 
too  small,  the  force  of  the  solenoid  increases, 
and  draws  t  /  towards  the  left,  liberating  the 
clockwork  connected  with  the  spur-wheel  o', 
which  causes  a  separation  of  the  carbons  until 
the  normal  length  in  the  arc  is  obtained.  The 
complicated  mechanism,  and  necessity  for  re- 
winding the  clock,  prevent  this  lamp  being  largely 
used  for  practical  purposes.  Moreover,  only 
one  Foucault  lamp  can  be  inserted  in  a  circuit. 

Mersanne*s  Regulator. — In  Mersanne's  lamp  (Figs.  463  and  464)  clock- 
work is  used,  with  two  electro-magnets,  one  inserted  in  the  main  circuit,  the 
other  in  a  shunt  The  current  passes  first  through  the  electro-magnet  c  c,  then 
through  the  box  /,  the  carbons  c  ^,  the  box  /',  and  then  to  g^  where  it  leaves  the 
lamp.  The  electro-magnet  attracts  its  armature  q  ^ ,  causing  the  box  /  to  move 
to  the  left.  The  carbons  then  move  away  from  each  other,  and  the  arc  is  pro- 
duced.    When  the  distance  between  the  carbons  becomes  too  great,  a  greater 


Fig.  462. — Duboscq's  Lamp. 
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portion  of  the  current  goes  through  the  branch  circuit  in  which  the  electro- 
magnet B  is  inserted.  The  latter  attracts  its  armature  «,  causing  u  to  move  back, 
and  releasing  the  wheel  and  the  clockwork.  The  carbons  will  approach  until 
the  arc  has  again  its  normal  length,  when  the  current  in  the  branch  circuit  will 
become  weaker,  the  magnet  will  let  go  its  armature  »,  and  the  clockwork  will 
again  be  stopped.  The  lamp  by  Mersanne  bums  for  a  considerable  time  without 
needing  renewal  of  carbons  or  any  other  attention.  The  clockwork  once  wound 
up  goes  for  thirty-six  hours.  The  regulation,  however,  is  not  sufficiently  exact  to 
make  the  lamp  available  for  lighting  buildings,  although  it  might  be  used  ad- 
vantageously for  lighting  streets.    Fig.  464  represents  the  same  lamp  with  a  kind 


Fig.  463. — Mcrsanne's  Regulaior. 


Fig.  464. — Mersanne's  Reflector  Lamp. 


of  reflector.  Lamps  regulated  by  clockwork  have  been  constracted  by  others, 
but  in  the  simpler  forms  of  this  class  of  lamps  the  force  of  gravity  effects  the 
regulation,  checked  by  a  solenoid  or  electro-magnet 

GaifTe's  Regulator. — Gaiffe  obtained  this  result  by  a  conical  solenoid, 
formed  by  increasing  the  number  of  the  turns  of  wire  at  every  section  from  one 
end  to  the  other  successively,  h  represents  the  upper  carbon-holder  (Fig.  465), 
which  can  be  arranged  immediately  above  h'  by  means  of  the  joint  v.  h  is 
fastened  upon  the  bar  i,  which  moves  up  and  down  in  the  tube  j,  and  has 
a  toothed  rack  at  its  lower  portion,  h'  rests  upon  a  rod  k  of  soft  iron  also 
having  teeth  and  reaching  into  the  solenoid  l.  The  lid  Q  of  the  solenoid  has  an 
opening  for  k  and  carries  the  toothed  wheels  m  and  m'.  These  are  insulated  from 
each  other  by  means  of  an  ivory  plate,  and  move  upon  the  axis  w.  Their 
diameters  are  in  the  proportion  of  i  to  2,  that  is,  they  are  proportional  to  the  rates 
of  consumption  of  the  carbons.  The  teeth  of  the  larger  wheel  m  gear  with  the 
teeth  of  rod  i,  the  smaller  wheel  m'  gears  with  the  rod  k.  The  spring  o  is  connected 
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with  the  two  wheels,  and  tends  to  turn  the  wheels  so  as  to 
move  the  carbons  towards  each  other.  The  toothed  wheels 
R  r'  r"  can  be  brought  to  act  with  m  and  m',  and  serve  to 
lower  and  to  raise  the  carbons,  without  disturbing  the 
action  of  the  lamp,  and  so  as  to  place  the  arc  at  any  re- 
quired height.  To  add  to  the  steadiness  of  the  carbon- 
holders  the  pulleys  u  are  fastened  at  several  places,  and 
a  contact  roller  is  fixed  to  the  tube  j  opposite  an  opening 
in  this  tube,  through  which  it  is  pressed  by  a  spring  y 
against  the  rod  i  conducting  the  current  The  regulating 
mechanism  is  covered  by  a  case  a  b  c  d,  at  the  foot  of 
which  the  pole-clamps  p  and  n  are  fastened.  The  regu- 
lation of  the  arc  is  brought  about  by  the  spring  o  and 
solenoid  l;  the  former  moves  the 
carbons  towards  each  other,  the  Utter 
by  attracting  the  iron  rod  k  tends  to 
separate  them.  The  current  enters 
the  lamp  at  p,  flows  through  x,  j, 
Y,  I,  H,  to  the  carbons ;  then  from 
the  rod  k  to  the  solenoid  l  and  back 
again  to  n.  Before  the  current  en  ters 
the  spring  o  has  brought  the  twn 
carbons  to  touch  each  other ;  as  soon 
as  the  current  circulates  through  the 
solenoid  the  rod  k  is  pushed  down 
and  the  two  carbons  separate  and 
form  the  arc  The  consumption  of 
the  carbon  causes  increase  of  the  re- 
sistance  in  the  circuit,  and  diminishes 
the  force  of  attraction  of  the  sole- 
noid, allowing  the  force  of  the 
spring  to  prevail,  and  causing  the 

two  carbons  to  move  again  towards  each  other.     The 

lamp  is  constructed  for  a  single  light,  and  is  well  adapted 

for  battery  currents.       Twenty  large-plate  Bunsen  or 

sutty  small-plate  Bunsen  elements  might  be  used. 

Jaspar's  Regulator. — In  the  lamp  constructed 

by  Jaspar  the  variations  in  the  force  of  attraction  of  the 

solenoid  are  not  avoided,  but  they  are  compensated 

by  a  corresponding  counter-weight      The  upper 

positive  carbon  (Fig.  466)  is  fastened  to  a,  and  can 

be  adjusted  to  stand  directly  above  the  lower  carbon. 

A  is  perfectly  insulated  from  the  other  portions  of 

the  lamp,  and  is  connected  with  the  positive  pole       Fig.  466.— Jaspar's  Regulator. 


Fig.  465.— Gaiffe's 
Regulator. 
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of  the  source  of  electricity.  At  the  lower  end  of  a  a  string  is  fastened  which 
is  carried  over  a  wheel,  upon  the  axis  of  which  there  is  another  wheel  of 
half  the  diameter  of  the  former.  The  string  which  passes  round  the  cir- 
cumference of  the  second  wheel  leads  to  the  carbon-holder  b.  By  this  arrange- 
ment the  negative  carbon  will  travel  half  as  fast  as  the  positive,  f  balances  a, 
and  the  screw  k  adjusts  the  weight  f  along  the  lever  according  to  the  strength  of 
current  The  negative  carbon -holder  b  is  made  of  iron,  and  reaches  into  the 
solenoid  e ;  as  long  as  there  is  no  current  passing  the  weight  of  a  prevails  and 
causes  a  to  descend.  By  means  of  the  strings,  b  will  then  be  made  to  ascend, 
causing  the  carbons  to  touch  each  other.  When  the  lamp  is  inserted  into  a 
circuit,  B  will  be  drawn  into  the  solenoid,  A  will  rise,  the  carbons  will  be 
separated,  and  the  lamp  will  begin  to  bum.  l,  which  is  fastened  to  b,  has  at  its 
lower  end  a  piston  which  moves  in  the  cylinder  d  containing  mercury.  There  is 
but  a  small  space  between  the  piston  and  the  sides  of  the  cylinder,  so  that  the 
mercury  secures  to  the  rod  l,  and  consequently  the  carbon-holder  b,  a  uniform 
and  slow  motion.  As  the  carbon  is  consumed  the  length  of  the  arc  increases, 
the  current  diminishes  and  the  solenoid  loses  force.  The  weight  of  a  will  then 
prevail,  and  will  cause  .the  upper  carbon  to  descend  and  the  lower  carbon  to  go  up, 
hence  the  carbons  are  moved  towards  each  other  at  the  rate  at  which  they  are 
consumed.  The  force  of  attraction  of  a  solenoid  alters  with  the  position  of  the 
iron  rod.  When  the  lamp  begins  to  bum  with  new  carbons  the  carbon-holder  b 
will  have  its  lowest  position ;  ancj^when  the  carbons  are  nearly  consumed,  as 

shown  in  Fig.  466,  b  will  have  arrived  at 
its  highest  position.  In  order  to  prevent 
the  arc  from  increasing  with  the  rising  of 
B,  the  weight  e  is  fastened  on  the  left 
hand  to  the  large  wheel  in  the  drawing,  in- 
dicating the  condition  in  which  the  carbons 
are  nearly  burnt  out.  When  b  has  its 
lowest  position  the  wheel  stands  so  that 
the  weight  E  is  to  the  right  from  the  axis  ; 
the  force  of  attraction  of  the  solenoid  is 
strongest  when  b  is  at  it  highest,  but  so 
also  is  the  counter-force  of  weight  B.  When 
the  force  of  attraction  of  the  solenoid  is 
weakest  it  is  aided  by  the  weight  e.  In 
this  manner  Jaspar  maintains  uniform 
motion  of  the  carbon-holders  in  spite  of 
an  iron  rod  of  uniform  cross  section. 
Jaspar*s  regulator  is  constmcted  for  single 
light  and  continuous  currents,  is  very  sensi- 
tive, and  produces  a  steady  light.  During 
the  Exhibition  at  Paris  a  large  room  was  lighted  by  three  lamps ;  each  was  pUced 
in  a  cylinder  open  at  the  top,  having  a  reflector,  as  shown  in  Fig.  467.     This 


Fig.  467.— Jaspar's  Lamp  and  Reflector. 
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kind  of  Ughting  has  the  advantage  of  great  divergence,  producing  a  uniform 
and  agreeable  light,  and  hiding  the  disagreeable  arc. 

Piette  and  Krizik's  Regulator. — ^As  regards  simplicity  of  construction, 
the  lamp  by  Piette  and  Krizik  is  considered  to  be  among  the  best  for  prac- 
tical purposes.  It  is  more  generally  known  in  England  as  the  Pilsen  lamp. 
The  iron  core  is  shaped  as  shown  in  Fig.  468;  here  the  cross  section  of 
the  iron  increases  or  diminishes  proportionately  to  the  increase  or  decrease 
in   the  force  of  the  solenoid.      In  all  three  positions  a,  b^  c^  the  iron  core 


Fig.  468.— Principle  of  Piette  and  Krizik^s 
Regulator. 


Fig.  469.— Piette  and  Krizik's 
Lamp. 


will  be  at  rest,  assuming  that  s^  and  Sg  have  the  same  electrical  values. 
If  unequal  currents  pass  through  the  coils,  the  iron  core  will  be  attracted  by 
the  coil  having  the  strongest  current  Different  strengths  of  current  in  the 
two  coils  are  obtained  by  having  one  coil  of  thick  wire  inserted  in  the  main 
circuit,  the  other  coil  of  fine  wire  in  shunt.  The  direction  in  which  the 
iron  core  moves  will  therefore  be  determined  by  the  difference  of  the  effects  of 
the  two  coils.  The  regulator  by  Piette  and  Krizik,  therefore,  is  a  so-called 
differential  lamp,  the  special  recommendation  of  which  is  that  it  can  be  used  for 
divided  light  Fig.  469  is  a  diagram  to  explain  the  action  of  a  lamp  constructed 
on  this  principle.  The  double  conical  iron  core  f  r  is  placed  in  a  brass  tube 
which  bears  the  carbon  at  its  lower  end  e.  The  whole  is  fastened  to  a  string 
which  runs  over  a  pulley  R  counter-balanced  by  the  weight  q.  The  solenoid  s' 
is  inserted  into  the  main  circuit ;  the  solenoid  s"  forms  a  shunt  circuit  of  high 
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resistance.  At  c  is  an  automatic  contact-breaker  which  shunts  the  current 
when  the  lamp  goes  out.  The  current  enters  at  s',  goes  through  c  to  the  upper 
positive  carbon,  then  to  the  negative  carbon  and  back  to  the  source  of  electricity. 
When  the  carbons  are  near  together,  that  is,  when  the  resistance  in  the  main 
circuit  is  but  small,  s'  becomes  very  powerful  and  draws  the  two  carbons  from 
each  other ;  if  the  resistance  is  increased  during  the  consumption  of  the  carbons, 
a  stronger  current  of  high  resistance  will  pass  through  s",  causing  the  carbons 
to  approach  each  other. 

Fig.  470  shows  a  horizontal  model  of  this  lamp,  which  was  exhibited  at  the 
International  Paris  Electrical  Exhibition. 

Recently  these  lamps  have  been  modified  (Figs.  471,  472).  The  coils  are 
arranged  side  by  side,  and  ihe  double  conical  core  is  divided  into  two  portions. 
Fig.  471  shows  a  standing  lamp,  and  Fig.  472  shows  the  same  lamp  in  section, 


Fig.  47a— Krizik*s  Horizontal  Lamp. 


but  reversed  for  the  hanging  mode  of  support  e^  and  %  are  the  divided  iron  cores, 
H  the  principal  coil  with  a  few  turns  of  thick  wire,  n  the  branch  coil  with  a  few 
turns  of  thick  wire  and  many  turns  of  thin  wire ;  c  is  an  electro-magnet  also  with 
double  coils,  n  a  resistance  coil  of  German  silver,  e  a  resistance  coil  of  iron 
wire ;  g^  g^  are  the  insulated  rails  along  which  the  core  E3  slides  up  and  down ; 
Kj  and  Kg  are  the  carbons.  In  order  to  make  the  somewhat  complicated  current 
conduction  better  understood  we  shall  consider  the  different  periods :  (i)  The 
two  carbons  do  not  touch  each  other  when  the  lamp  is  to  be  lighted.  The 
current  enters  the  lamp  at  -f  p,  flows  through  <x,  thfough  the  thick  turns  of  n, 
through  ^,  Cy  and  the  platinum  contact  d  to/,  through  the  resistance  wire  «,  where 
it  leaves  the  lamp  at  —  p.  The  iron  core  Ej  will  now  be  drawn  down  by  the  spiral 
ab\  Xht  carbon  k^  will  be  lowered  to  touch  Kg.  (2)  The  current  upon  entering 
the  lamp  at  -h  p  has  two  ways  open,  the  way  just  now  described  or  the  following : 
through  the  two  carbons  K|  k^,  g^,  i^  >^  to  m^  then  through  the  few  thick 
turns  of  the  electro-magnet  c  o,  through  the  thick  turns  of  h  and  through  l  to 
-  p.  The  greater  part  of  the  current  will  take  die  latter  course  because  it  offers 
the  less  resistance,  h  therefore  draws  e^  down,  causing  the  carbons  to  separate 
and  producing  the  arc.  The  contact  magnet  c  has  now  become  magnetised  and 
attracts  its  armature,  breaking  contact  at  d,    (3)  The  current  described  under  (i) 
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has  "become  a  weak  branch  current,  and  takes  the  following  direction.  From  -f  p 
through  the  mass  of  the  lamp  to  a,  through  the  thick  and  thin  turns  of  coil  n 
and  trough  the  thin  wires  of  electro-magnet  c,  uniting  at  tn  with  the  main 
current,  and  thence  having  the  same  direction  along  with  it  as  described  under 
(2).     (4)  The  arc  increases  proportionally  to  the  consumption  of  the  carbons, 


Fig.  471.— Pilsen  Lamp. 


Fig.  472. — Section  of  Pilsen  Lamp. 


and  thus  increases  the  resistance  m  the  main  circuit  (2).  The  branch  current  (3) 
increases  and  becomes  sufficiently  strong  to  again  attract  the  iron  core  e^  through 
the  coil  N,  drawing  the  carbons  together,  producing  the  same  conditions  as  were 
described  under  (3).  (5)  We  have  now  only  to  consider  the  conduction  of  current 
when  the  carbons  are  consumed.  One  of  the  sliding  wheels  of  Eg  will  come  in 
contact  with  an  insulated  substance,  causing  the  current  to  take  the  following 
roiu-se  through  the  mass  of  the  lamp,  Kj  Kg  ^,  ^,  ^,  h,  l,  to  -  p.  The  branch 
current  flows  from  a  through  the  thick  wires  ab  oi  coil  n,  c,  d^  /,  n^  to  the 
negative  clamp. 
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Schuckert,  who  has  undertaken  the  construction  of  Krizik's  (Pilsen)  lamps 
for  Germany,  furnishes  lamps  of  6  to  8  or  8  to  lo  hours'  duration.  The  regulating 
mechanism,  as  a  rule,  is  surrounded  by  a  cylinder,  and  the  light  is  protected  by 
a  glass  globe  (Fig.  473).  Fig.  474  represents  an  ornamented  lamp  as  used 
during  the  Exhibition  at  Vienna,  by  Piette  and  Krizik.  To  prevent  the  casting 
of  shadows  by  the  metallic  framework  the  glass  is  strongly  arched,  causing  the 


Fig.  473.--Pilsen  Globe. 


Fig'  474.— Ornamented  Globe. 


luminous  surfaces  to  over-reach  the  non-transparent  ribs,  so  that  the  rays  of  light 
by  crossing  prevent  the  casting  of  shadows. 

Siemens  and  Halske's  Differential  Lamp. — The  differential  lamp 
of  Siemens  and  Halske,  devised  by  Hefner  von  Alteneck,  is  the  first  lamp  of 
this  kind  which  is  used  to  any  extent  for  practical  purposes ;  the  regulation  of  the 
carbons  in  this  lamp  is  effected  by  the  force  of  gravity,  s  s^  is  a  rod  of  soft  iron 
fastened  to  a  lever  movable  about  o,  t  is  a  shunt  circuit  of  high  resistance,  r  a 
solenoid  of  small  resistance  inserted  into  the  main  circuit  (Fig.  475).     The  coils 
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of  the  two  solenoids  are  so  ar- 
ranged as  to  attract  the  iron  rod 
in  opposite  directions,  therefore 
the  difference  of  their  forces  only 
causes  it  to  move.  Let  us  as- 
sume that  the  carbons  h  and  g 
do  not  touch,  but  are  some  dis- 
tance from  each  other.  The  cur- 
rent then  flows  from  l  through 
the  coil  T  of  high  resistance  to 
the  lower  carbon  h^  back  over  i^ 
to  the  source  of  .electricity ;  the 
iron  core  s  s^  becomes  magnetised 
and  is  drawn  into  t,  and  the  end 
of     the 


Fig.  475. — Principle  of  the  Siemens  Lamp. 


g.  476.— The  Differen- 
tial  Lamp  of  Siemens 
and  Halske. 


lever  c^  is  brought  into  its  lowest  position ;  at  that  mo- 
ment the  carbon-holder  a  detaches  itself  from  the  lever 
cc^y  sliding  gradually  downwards  until  the  two  carbons 
touch.  The  current  will  now  flow  from  l  through  R  ^  ^ 
and  Li ;  coil  r  now  affects  the  rod  s  Sj,  drawing  it  down- 
wards, causing  the  arc  At  the  moment  the  ascent  com- 
mences, connection  between  a  and  c^  is  again  established. 
We  have  now  in  the  circuit,  besides  the  resistance  r,  the 
resistance  of  the  arc,  which  increases  with  the  length  of 
the  arc  ;  causing  the  current  to  become  stronger  at  t  and 
weaker  again  at  r,  until  at  a  certain  resistance  of  the 
arc  the  attracting  forces  of  t  and  r  are  in  equilibrium. 
The  carbon  rods  are  slowly  consumed,  but  the  arc  is 
re-formed.  The  iron  rod  s  Sj  is  gradually  lifted  to  a 
higher  position,  r^  sinks  to  its  lowest  position,  when  a 
loosening  of  the  coupling  again  takes  place,  and  the 
whole  process  is  repeated  If  the  current  outside  the 
lamp  circuit  is  altered  no  change  will  be  experienced 
by  the  lamp,  because  the  currents  in  the  two  coils  vary 
proportionately.  In  the  lamp  itself  the  carbon-holder  a  z 
(Fig.  476)  is  not  directly  fastened  to  the  lever  cc^  which 
turns  about  d.  The  toothed  rod  z  is  only  capable  of 
sliding  downwards  very  slowly  along  with  a,  thus  setting 
the  wheel  r  and  the  escapement  e  in  motion,  and  causing 
the  pendulum  /  with  its  upward  arm  tn  to  oscillate.  All 
these  parts  are  about  a  and  are  moved  up  and  down  along 
with  it  When  the  piece  a  is  raised  the  arm  m  is  arrested 
by  a  notch  in  the  lever  y^  which  stops  e  and  couples  a 
with  z.     When  a  reaches  its  lowest  position  the  lever  v 
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is  loosened  by  a  pin,  and  both  e  and  z  are  freed  from  a,  and  the  carbons  are 
pushed  together  as  described.  A  series  of  lamps  may  be  inserted  in  one  or 
several  circuits  of  the  machine.  When  the  carbon 
has  been  consumed  the  lamp  goes  out,  and  the  current 
goes  through  the  coil  of  great  resistance ;  to  prevent 
this  waste  of  current  Siemens  has  a  contact  arrange- 
ment which  causes  a  short  circuit.  The  length  of 
each  carbon  is  40  centimetres ;  a  lamp  bums  during 
eight  hours. 

Zipemowsky's  Lamp. — In  the  lamp  devised 
by  Zipemowsky  (of  the  firm  of  Ganz  et  Cie.)  the  ad 
justment  of  the  carbons  is  done  by  the  force  of  gravity, 
but  the  motion  is  regulated  by  the  alternate  forces  of 
solenoids.  The  parallelogram  m  n  (Fig.  477)  is 
fastened  to  one  side  of  the  lever  m  m,  which  moves 
about  a  horizontal  axis  resting  upon  the  beams  m  m. 
At  the  opposite  side  of  the  lever  the  iron  core  for  the 
solenoid  e  is  fastened.  The  toothed  rod  z  depresses 
the  upper  carbon-holder  when  the  clockwork  r  is  not 
stopped  by  means  of  c.  The  solenoid  e  possesses 
considerable  resistance,  and  is  inserted  in  a  branch 
circuit  to  the  main  circuit.  The  spring  r  together 
with  the  attraction  of  e  tend  to  lower  the  upper 
carbon,  but  the  weight  of  the  iron  core  opposes  this 
tendency.  The  frame  m  n  '\s  raised  along  with  the 
clockwork,  the  catch  falls  against  the  spur  wheel  s 
and  prevents  the  rod  z  from  moving  by  stopping  the 
clockwork.  If  now  a  current  be  passed  through  the 
lamp  it  can  only  flow  through  the  solenoid  e,  which 
attracts  its  core,  causing  the  frame  m  m  to  move 
down,  which  sets  the  clockwork  free,  so  that  the  rod  z 
moves  down  with  the  upper  carbon  until  the  two 
carbons  touch  each  other ;  c  regulates  the  motion  of 
z.  The  whole  current  will  now  pass  through  the  car- 
bons, and  weaken  the  solenoid.  The  frame  m  m  rises 
again,  taking  the  upper  carbon  with  it;  z  will  now  be 
again  stopped  as  described  above  ;  the  carbons  sepa- 
rate and  the  arc  is  formed.  The  resistance  of  the 
voltaic  arc  increases  proportionally  to  the  consump- 
tion of  the  carbons,  so  that  the  strength  of  current 
also  increases  until  its  force  of  attraction  is  sufficient 
to  lower  the  frame  m  n  by  lifting  its  iron  core,  and 
so  set  free  the  clockwork,  then  z  will  be  able  to 
sink  down  again  imtil  the  normal  length  in  the  arc  is 
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F5g-  477.— Zipemowsky's 
Lamp. 
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again  obtained.  In  order  to  cause  the  iron  core  to  move  uniformly,  a  piston  is 
fastened  to  the  rod  /,  moving  in  a  copper  tube  placed  inside  the  solenoid  e.  When 
the  carbons  are  consumed  a  branch  current  passes 
through  the  electro-magnet  b  b,  which  attracts  its  arma- 
ture, and  lowers  the  frame  m  n.  The  spring  s  then 
comes  in  contact  with  the  ground  plate  of  the  lamp,  and 
makes  a  short  circuit 

Schwerd  and  Scharnweber's  Regulator.— 
Fig.  478  represents  a  lamp  by  Schwerd  and  Scham- 
weber.  e  is  the  iron  core,  /  carries  the  lower  carbon, 
z  z  the  upper  carbon  ;  u  serves  as  fly-wheel  to  the  clock- 
work ;  a  piston  d  moving  in  the  cylinder  gy  containing 
glycerine,  prevents  a  sudden  or  too  quick  motion  of  e. 

The  Brush  Lamps. — In  the  following  series  of 
lamps  the  clockwork  is  replaced  by  a  brake  ring. 
Fig.  479  represents  such  a  lamp  by  Brush.  The 
solenoid  a  consists  of  a  few  turns  of  thick  wire,  its 
core  consists  of  a  wrought-iron  tube  c,  the  weight  of 
which  is  partly  counter-balanced*  by  spiral  springs  r, 
adjustable  by  the  screws  d.  The  holder  b  of  the  upper 
carbon  moves  freely  in  the  tube  c.  The  lower  carbon- 
holder  can  be  adjusted  by  means  of  the  screw  g.  The 
iron  cylinder  supports  a  hook,  which  catches  under- 
neath the  ring  d,  so  as  to  lift  it  as  the  cylinder  rises. 
When  no  current  passes  through  the  solenoid  the  ring  d 
rests  on  the  ground  plate,  and  the  upper  carbon  is  per- 
mitted to  slide  down  until  it  touches  the  lower  carbon. 
When  a  current  passes  through  it  the  solenoid  attracts  c, 
and  raises  the  ring  d  by  means  of  its  hook.  The  edges 
of  the  ring  in  rising  catch  the  carbon-holder  b,  forcing 
it  to  move  upwards,  and  producing  the  arc  When, 
through  increase  of  the  resistance  by  the  consumption 
of  the  carbons,  the  current  becomes  weaker,  c  will  slowly 
sink  down,  causing  the  ring  again  to  rest  horizontally 
on  the  ground  plate  of  the  frame,  and  again  allowing  b 
to  slide  down. 

The  lamps  for  divided  light  have  the  same  regula- 
tion mechanism,  only  the  solenoid  a  has  double  turns, 
the  inner  coils  of  which  consist  of  thick  wire  connected 
with  the  main  circuit,  the  outer  of  fine  wire  connected 
to  a  branch  circuit  The  directions  of  current  in  the 
inner  and  the  outer  coil  are  opposite  to  one  another. 

The  action  of  the  solenoid  will  be  the  result  of  the  difference  of  the  magnetic 
moments  of  both  currents.      When  the  two  carbons  touch  at  the  begimiing, 


Fig.  478. — Schwerd  and 
Schamweber's  Lamp. 
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a  strong  current  will  flow  through  the  coil  of  thick  wire,  a  weak  one  througli 
the  thin  wire ;  the  iron  core  will  be  attracted  with  a  force  equal  to  the  differ- 
ence of  the  two  magnetic  moments,  thus  striking  the  arc  by  the  raising  of 
the  upper  carbon.  The  current  will  now  decrease  in  the  thick  coil  in  proportion 
with  the  consumption  of  carbons,  but  will  increase  in  the  coil  of  fine  wire.  The 
difference  of  the  magnetic  moments  of  both  coils  becomes  less  and  less,  allowing 
the  core  to  sink  down,  and  the  ring  becomes  more  and  more  horizontal,  allowing 


Fig.  479, — ^The  Brush  Lamp. 


Fig.  48a — Street  Lamp  by  Brush. 


the  upper  carbon-holder  to  fall.  To"  prevent  the  carbon-holder  going  down 
too  quickly  it  has  the  form  of  a  tube  and  contains  glycerine,  in  which  moves  a 
perforated  piston.  The  descent  of  the  tube  is  regulated  by  the  velocity  with 
which  the  glycerine  flows  through  the  piston,  and  the  motion  of  the  carbon- 
holder  is  therefore  checked.  The  lamp  has  a  second  branch  circuit,  which 
serves  the  purpose,  should  a  lamp  happen  to  go  out,  of  taking  it  out  of  the 
circuit  without  interfering  with  the  other  lamps.  An  electro-magnet  having  thick 
and  fine  wires  coiled  round  it  is  used.  If  the  current  is  interrupted  through 
some  cause  in  the  main  circuit,  a  powerful  current  flows  through  the  thin  wire 
of  the  electro-magnet,  causing  it  to  attract  the  armature,  so  as  to  bring  the  thick 
wire  coil  into  the  circuit     The  current  then  flows  through  the  armature  and  the 
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few  turns  of  thick  wire  to  the  next  lamp.     With  a  current  of  lo  amperes  the 
lamps  burn  eight  hours. 

Brush  constructed  lamps  which  bum  longer,  having  two  or  more  carbon 
couples.  A  lamp  with  two  carbon  couples,  fitted  as  a  street  lamp,  is  shown 
in  Fig.  480. 


Fig.  481. — Gerard's  Lamp. 


Fig.  482. — G6rard's  Lamp. 


Schulze's  Regulator. — Schulze  uses  for  his  lamp,  instead  of  the  single 
brake  ring,  a  frame  in  which  two  pulleys  can  turn,  when  they  are  not  pressed 
against  the  passing  carbon  in  consequence  of  the  slanting  position  of  the  frame. 
The  position  of  the  frame  is  determined  by  a  differential  solenoid  which 
influences  an  iron  tube  serving  as  core,  as  in  the  Brush  lamp. 

Gerard's  Lamp. — Fig.  481  represents  one  of  Gdrard's  lamps  (lampc 
k  glissifere).  The  spiral  spring  fastened  at  r  opposes  the  force  of  the  electro- 
magnet E.  When  the  magnet  is  currentless,  the  spring  r  draws  the  lever  to 
the  left,  and  thus  arrests  Sj  when  a  sufficiently  strong  current,  however,  flows 
through  E,  tf  is  attracted,  and  therefore  sets  free  s,  electro-magnet,  carbon- 
holder,  lever  and  spiral,     f  f  is  a  guide-rod. 
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The  lamp  shown  in  Fig.  482  is  intended  for  alternating  currents,  ss  are 
spiral  springs,  m  m  hollow  magnets,  b  b  the  brake  arrangement.  The  form  of 
a  differential  lamp  has  been  given  by  Gerard  to  this  lamp.  The  armatures  a  a 
are  placed  between  magnets  of  which  the  upper  couple  is  inserted  iu  the  main 
circuit,  and  the  lower  couple  in  a  branch  circuit. 
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Fig.  483. — Cance's  Lamp. 

Cance's  Lamp. — The  brake  arrangement  in  the  lamps  by  Cance  (Fig. 
483)  consists  of  a  female  screw  e  f  in  which  v  moves.  The  current  flows 
through  the  lamp  in  the  direction  indicated  by  the  arrows.  The  electro- 
magnets Bj  Bj  attract  the  cores  n  n  which  press  against  the  plate  L  l.  The 
plate  is  raised,  and  pushes  against  e  f. 

"Weston-Mohring's  Lamp. — This  lamp  is  represented  in  Fig.  484. 
The  armatjre  a  of  the  electro-magnet  e  Ej  is  fastened  to  the  springs  f  f,  and 
the  lever  h,  which  has  a  hole  to  let  the  upper  carbon-holder  k  pass  through. 
The  spiral  spring  s,  which  can  be  regulated  by  means  of  the  screw  r,  opposes 
the  force  of  attraction  of  the  electro-magnet  eEj.     As  long  as  there  is  no 
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current  passing  through  the  lamp  the  lever  h  is  in  its  lowest  position,  and 
allows  the  carbon-holder  k  to  slide  down  until  it  reaches  the  lower  carbon 
Ki ;  a  current  then  flows  through  the  coils  of  the  electro.  By  the  attraction  of 
its  armature  the  lever  h  is  drawn  upwards,  and  as  the  opening  of  the  lever  will 
no  longer  have  a  horizontal,  but  a  slanting  position,  the  edges  of  it  will  catch  the 
carbon-holder  and  force  it  to  move  upwards 
with  the  lever.  During  the  consumption  of  the 
carbons  the  attracting  force  of  the  electro  dimin- 
ishes, the  armature  a  sinks,  the  lever  h  moving 
with  it,  and  allowing  the  carbon-holder  to  slide 
down  again.  To  render  the  motion  of  the  arma- 
ture uniform,  a  piston  moving  in  a  cylinder  con- 
taining glycerine  is  listened  by  means  of  the  rod 
c  to  it.  The  electro-magnet  e  has  three  coils  on 
each  of  its  arms  :  that  which  is  nearest  the  soft 
iron  core  is  a  coil  of  thin  wire ;  upon  this  is  a 
coil  of  thick  wire,  and  the  last  layer  again  con- 
sists of  fine  wire.  The  coils  with  thick  wire  are 
inserted  in  the  main  current,  those  of  fine  wire 
in  a  branch  current  The  direction  of  current 
in  the  former  is  opposite  to  the  direction  of 
current  in  the  latter.  The  attracting  force  of 
the  electro  is  determined,  therefore,  by  the  dif- 
ference of  the  electric  forces  in  the  two  kinds 
of  coils.  By  making  use  of  the  differential  mag- 
net the  lamp  can  be  used  for  divided  light 

We  shall  next  consider  a  group  of  lamps  in 
which  the  force  of  gravity  moves  the  carbons; 
this  motion,  however,  is  not  regulated  by  a  brake 
ring,  but  by  the  catch  of  a  clockwork  and  electro- 
magnets. 

Serrin's  Regulator. — ^To  this  class  of  lamps  belongs  the  regulator  by 
Serrin,  constructed  in  1859.  The  upper  positive  carbon-holder  b  (Fig.  485)  has 
in  its  lower  third  a  rod  a,  the  teeth  of  which  are  geared  with  the  teeth  of  the  wheel  f. 
Upon  the  same  axis  as  f  is  a  wheel  G,  the  radius  of  which  is  one-half  of  f.  From 
G  runs  a  steel  chain  over  j  to  an  ivory  piece  which  is  connected  with  the  lower 
negative  carbon-holder  k.  At  the  bottom  of  the  lamp  case  there  is  an  electro- 
magnet E,  the  horizontal  armature  z  of  which  is  fastened  to  the  parallelogram  rstu. 
R  s  can  tiuii  about  r,  and  t  u  can  turn  about  t.  The  vertical  side  s  u  is  con- 
nected with  the  cross  piece  carr)ing  j.  To  prevent  the  parallelogram  fi-om  being 
drawn  down  by  its  own  weight,  there  are  two  springs  r  (the  second  is  not 
shown  in  the  drawing),  one  of  which  can  be  adjusted  by  means  of  the  screw  b 
and  the  lever  a.  The  springs  are  so  regulated  that  r  s  and  t  u  stand  hori- 
zontaUy.     The  last  wheel  e  forms  the  spur  wheel  in  which  the  three-cornered 


Fig.  484.— Weston- Mohring's 
Lamp. 
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click  d  catches.  When  the  upper  carbon  is  drawn  up,  as,  for  instance,  for 
the  purpose  of  fixing  a  carbon,  the  wheel  f  only  will  be  in  motion,  the  rest 
of  the  clockwork  being  at  rest.  The  arms  x  and  y  with  their  screws  serve 
for  the  exact  adjustment  of  the  upper  carbon.    The  current  flows  through  the 


Fig.  485.— Serrin's  Lamp. 


Fig.  486. — The  Serrin-Lontin  Lamp. 


metal  portions  of  the  lamp  into  the  carbon-holder  b,  through  the  carbons  to 
K,  through  the  spiral  /  /  to  the  clamp  z,  which  is  connected  with  the  electro- 
magnet E.  When  a  current  passes  through  the  lamp,  e  attracts  its  armature 
z,  and  the  side  s  u  of  the  parallelogram  descends  and  carries  with  it  the  lower 
carbon-holder.  The  upper  carbon-holder  b  is  raised  by  means  of  its  connection 
with  the  wheel  f.  The  carbons  are  thus  separated  and  the  arc  formed.  In 
spite  of  its  weight,  the  upper  carbon-holder  cannot  fall  on  the  lower,  as  the 
click  d  catches  in  the  spur  wheel  ^,  and  arrests  the  clockwork. 
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The  resistance  increases  with  the  consumption  of  the  carbons,  and  as  the 
current  becomes  weaker  so  the  electro-magnet  becomes  weaker.  The  springs, 
therefore,  come  at  length  again  into  action,  and  push  the  parallelogram  upwards, 
causing  the  click  d  to  be  raised,  and  the  clockwork  to  be  liberated.  The 
rarbon-holder  b  now  sinks,  and  g  is  raised  by  means  of  the 
wheel  F ;  the  chain  h  now  raises  the  lower  carbon-holder 
K,  i.e.  the  two  carbons  are  brought  near  to  each  other 
once  more. 

Lontin  modified  Serrin's  regulator  by  placing  the  electro- 
magnet A  in  a  branch  drcuit,  and  not  in  the  main  circuit, 
as  shown  in  Fig.  486.  An  arrangement  is  here  shown 
which  enables  the  regulator  to  be  used  for  divided  light 
also,  the  position  of  the  electro-magnet  and  the  form  of 
armature  being  the  same.  If  the  lamp  is  to  be  used  with 
alternating  currents,  the  diameters  of  the  wheels  f  and  g 
have  to  be  the  same,  for  the  two  carbons  are  consumed 
at  the  same  rate,  and  not  in  the  proportion  i  to  2,  as  in 
Fig.  485. 

Gramme's  Branch  Circuit  Lamp. — In  the  branch 
circuit  lamp  by  Gramme  (Fig.  487)  d  carries  the  upper  posi- 
tive carbon,  and  the  weight  of  d  serves  as  a  motor  for  pro- 
ducing the  motion  of  the  latter;  the  negative  carbon  is 
fastened  to  a  cross  piece  g,  which  is  connected  with  two 
rods  E  e;  these  have  at  their  upper  ends  the  wrought- 
iron  bar  c,  which  serves  as  an  armature  to  the  electro- 
magnet A  A,  which  is  inserted  in  the  main  cnrrent  The 
electro-magnet  b  is  inserted  in  a  branch  circuit  of  great 
resistance,  its  armature  is  fastened  to  the  lever  l  movable 
about  v ;  s  is  a  click  which  falls  in  with  a  spur  wheel, 
u  is  a  spring  which  tends  to  pull  off  the  armature  from  b, 
N  is  a  contact  spring,  and  m  a  contact  pin.  The  action  of 
the  lamp  is  as  follows:  When  the  lever  l,  to  which  the 
click  s  is  fastened,  is  at  rest,  s  is  moved  upwards,  through 
the  action  of  springs  r  r  and  the  joints  x  y,  and  the  spur 
wiieel  is  set  free ;  d  will  therefore  be  depressed  until  the 
two  carbons  touch  each  other.  The  current  will  enter  at 
the  -f  clamp,  will  then  flow  through  the  metal  parts  of  the  lamp,  through 
the  carbons,  through  the  rod  e,  to  the  electro-magnet  a  a  and  to  the  — 
clamp.  At  p  there  is  a  branch  circuit,  carried  from  the  main  current, 
which  flows  round  the  magnet  b  without  passing  the  arc.  The  current  will 
flow  through  the  pin  m,  through  the  insulated  contact  spring  n,  through  the 
magnet  a  and  at  p  back  again  to  the  lamp.  Whenever  a  current  passes 
through  the  lamp  the  electro-magnet  a  a  attracts  c,  forcing  the  rods  e  e  down- 
wards, and  with  them  the  lower  cai-bon,  thus  striking   the   arc.     The  lower 


Fig.  487.— A  Gramme 
Lamp. 
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carbon  remains  in  this  position  while  the  lamp  is  burning,  and  by  means  of 
the  fall  of  the  rods  e  e,  and  the  spring  u,  the  click  s  is  made  to  catch  in 
the  spur  wheel,  and  to  prevent  the  descent  of  the  upper  carbon-holder  d.  The 
electro-magnet  b  is  very  large,  and  the  coils  of  it  possess  a  high  resistance.  As 
the  carbons  are  consumed  the  resistance  in  the  circuit  increases,  consequently 
the  current  in  the  main  circuit  becomes  weaker,  but  that  in  the  branch 
circuit  is  strengthened.  This  continues  until  the  electro<magnet  b  attracts  its 
armature,  setting  the  spur  wheel  free,  and  allowing  the  carbon  to  sink  farther 
down;  but  at  the  same  time  contact  is  broken  with  the  spring  n  and  pin 
M,  and  the  current  through  the  magnet  ceases.  Now,  therefore,  the  spring  u 
draws  the  armature  off  again,  the  clockwork  is  arrested  and  further  descent  of 
the  carbon  prevented.     The  lamp  is  used  both  for  single  and  divided  lights. 

In  the  lamps  we  have  to  consider  next,  the  motion  of  the  carbons  is  brought 
about  by  the  weight  of  the  carbon-holder,  but  the  regulation  is  effected  by 
a  magnetic  brake.  To  this  group  belong  the  lamps  by  Crompton,  Burgin, 
Gulcher,  Hauck,  etc. 

Crompton's  Regulator  Lamp. — The  lamp  which  Crompton  exhibited 
at  Munich  is  shown  in  Fig.  488.  The  principal  electro-magnet  G  G  is  in- 
serted in  the  main  circuit,  and  the  auxiliary  magnet  c  c  in  a  branch  circuit 
When  the  two  carbons  touch  each  other  the  current  flows  through  the  electro- 
magnet G  G,  attracting  its  armature  and  raising  the  upper  carbon-holder  a 
little  by  means  of  the  wheel  r,  so  completing  the  circuit  By  increasing 
the  resistance  in  the  arc,  a  branch  current  will  be  made  to  flow  through  the 
electro-magnet  c  c,  which  will  now  attract  its  armature  and  take  off  the  brake  / 
from  the  wheel.  The  wheelwork  is  set  free,  and  the  upper  carbon  is  allowed 
to  descend.  At  the  same  time  the  lower  carbon  is  raised  because  the  two 
carbon-holders  are  connected  with  each  other  by  means  of  the  string  /,  which 
runs  over  the  pulleys  R.  By  this  arrangement  the  point  of  light  during  the 
time  the  lamp  is  burning  is  kept  at  a  constant  height 

Giilcher's  Lamp  (Fig.  489)  is  intended  for  divided  light,  although  it 
has  neither  branch  circuit  nor  differential  coils.  The  upper  positive  carbon 
is  fastened  to  the  iron  rod  f,  which  is  connected  with  the  negative  carbon- 
holder  by  means  of  a  string  and  pulleys,  in  such  a  manner  that  it  has  to 
move  through  twice  the  distance  of  the  lower  carbon-holder.  Two  pulleys 
are  fastened  to  an  axle,  the  diameters  of  which  are  in  the  proportion  of 
I  to  2  ;  the  string  of  the  positive  carbon-holder  runs  over  the  larger,  and  the 
string  of  the  negative  carbon-holder  over  the  smaller  pulley,  d  is  an  electro- 
magnet movable  about  c ;  k  is  a  spring  which  presses  against  the  electro-magnet, 
tending  to  turn  it  in  the  direction  of  l.  h  is  a  block  of  soft  iron,  j  a  piece 
of  wrought  iron  fastened  to  the  spring  e.  The  electro-magnet  has  semicircular 
poles  at  J,  and  on  the  opposite  side.  At  j  the  shoe  reaches  over  a  portion  of 
the  lower  side  of  the  magnet  Tl  e  screw  a  is  connected  with  the  positive  pole 
of  the  source  of  electricity.  The  current,  flowing  through  b  te  the  metal  ring  c 
through  the  coils  of  the  electro  and  its  iron  core,  and  then  through  the  iron 
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rod  F  and  both  carbons,  reaches  the  screw  g,  which  is  connected  with  the 
negative  pole  of  the  source  of  electricity.  As  soon  as  the  circuit  is  completed 
D  attracts  f,   but  is    attracted  at  the  same   time    by  the  soft   iron  piece   h; 


Fig.  488.— Crompton's  Lamp. 


the  consequence  is  that  the  magnet  turns  about  c,  so  that  the  upper  carbon- 
holder  F  is  pushed  upwards,  and  the  lower  carbon,  being  connected  with  f, 
is  depressed,  i.e,  the  carbons  are  separated  to  form  the  arc  Through  increase 
of  resistance  in  the  circuit  the  magnet  loses  power,  and  the  force  with  which  it 
attracts  h  becomes  less  and  less.  Finally,  the  weight  of  the  upper  carbon-holder 
overcomes  the  attraction  of  h,  and  the  magnet  turns  in  the  opposite  direction, 
until  it  is  arrested  at  l,  causing  the  carbons  to  approach  each  other.    To  prevent 
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violent  oscillations  of  the  magnet  when  the  lamp  is  lighted,  etc,  the  pole 
opposite  to  F  has  the  magn'^tic  brake  at  j,  so  that  the  force  of  the  soft  iron  piece 


Fig.  489.— The  Gulcher  Lamp. 


Fig.  490. — Hanging  Lamp. 


will  correspond  to  the  force  of  the  magnet  at  various  periods,  causing  it  to 
move  uniformly.  The  carbon-holder  and  the  shoe  touching  it  are  further 
provided  with  a  brass  jacket 
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Fig.  491. — Connectwrds  of  Gulcher  Lamps. 


The  whole  of  the  mechanism  in  the  lamp  shown  in  Fig.  490  is  arranged 
above  the  carbons^  so  as  to  be  used  for  rooms,  etc.  No  variations  are  to  be 
observed  in  the  light  of  this  lamp ;  it  is  almost  white,  and  free  from  any  tint  of 
violet,  which  is  common  to  the  lights  obtained  by  currents  of  Iqw  potential 

Let  us  next  show  how  this  lamp 
can,  in  spite  of  its  simple  construction, 
be  utilised  for  divided  light  Let  us 
assume  that  two  lamps  (a  and  b,  Fig. 
49o)are  to  be  inserted  into  a  circuit  in 
succession.  At  first,  when  the  lamp  a, 
having  its  branch  circuit  closed,  is 
burning,  the  circuit  of  the  second 
lamp  B  is  closed,  so  that  the  current 
coming  from  the  machine  will  have 
to  divide ;  one  branch  of  it  will  flow 
through  A,  and  a  second  branch 
through  B.     In  B  the  carbons  touch 

each  other,  and  therefore  the  resistance  here  will  be  less  than  in  a,  where 
the  current  has  to  overcome  the  considerable  resistance  of  the  arc;  it 
follows,  then,  that  the  electro-magnet  in  b  must  be  powerful  enough  to  separate 
the  carbons.  At  the  same  time  the  current  in  a  becomes  weaker,  and  the 
carbons  are  allowed  to  app'oach  each  other.  The  conditions  are  now  reversed ; 
the  carbons  are  brought  nearer  to  each  other  in  a,  and  separated  farther  from 
each  other  in  b,  so  that  the  magnet  in  a  is  strengthened  while  the  magnet  in  b 
is  weakened.  Again,  the  carbons  in  a  are  separated,  and  those  in  b  brought 
near  to  each  other.     And  this  is  continued  until  equilibrium  is  effected  in  the 

two  lamps,  which  gene- 
rally takes  place  in  a 
short  time.  It  is  evi- 
dent that  a  third  lamp 
c  may  be  inserted,  with 
a  similar  process  of 
oscillation,  and  will  be 
in  equilibrium  with 
the  two  ^rst  lamps 
considered  as  a  whole, 
and  so  on. 
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Fig.  492. — Arrangement  of  Circuit  ou  the  Giilcher  System. 


Uniform  distribution  of  current  for  the  several  lamps  may  be  brought  about 
by  parallel  joining,  if  in  any  portion  care  is  taken  that  the  cross  section  of  the 
conductor  corresponds  to  the  strength  of  current  required  at  that  particular 
portion.  In  order  to  obtain  this  a  bundle  is  made  up  of  as  many  wires  as  there 
are  lamps  ;  the  wires  are  all  of  the  same  strength,  and  correspond  to  the  strength 
of  current  Suppose  the  bundle  consbts  of  six  wires,  denoted  by  6  /  /  it  is  con- 
nected with  one  pole  of  the  machine  (Fig.  492),  and  is  then  conducted  to  the  first 
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lamp ;  here  one  wire  is  allowed  to  branch  off,  and  the  remaining  5  /are  conducted 
to  lamp  II ;  here  again  a  wire  branches  off,  and  the  refmaining  4  /  are  then  conducted 
to  lamp  III,  and  so  on  until  lamp  vi  is  reached,  where  only  one  wire  remains. 
A  second  bundle,  exactly  like  the  first,  is  connected  with  the  other  pole  of  the 
machine,  and  conducted  in  the  same  manner  to  the  several  lamps  until  only  one 
wire  is  left  for  lamp  i.  The  intensity  of  current  will  diminish  therefore  with  the 
cross  section  of  the  conductor ;  and  the  division  of  the  light  is  here  brought  about 
by  parallel  joining.  This  system  of  lighting  is  distinguished  by  the  safety  of  its 
lamps,  which  are  not  only  simple  in  construction  but  low 
in  price.  A  light  free  from  violet  discolorations  is  pro- 
duced even  by  currents  of  low  potential,  and  when 
several  lamps  are  inserted  in  the  same  circuit  The 
parallel  arrangement,  however,  requires  more  conducting 
material  than  a  serial  arrangement. 

TschikolefTs  Lamp. — We  will  now  consider  lamps 
in  which  the  regulation  is  brought  about  by  an  electro- 
motor. For  this  purpose  we  shall  select  the  differential 
lamp  by  Tschikoleff.  Although  the  lamp  has  not  been 
very  much  used,  it  may  be  considered  as  the  first  so-called 
differential  lamp.  It  is  represented  in  Fig.  493.  e  repre- 
sents an  electro-magnet  with  thick  wire  coils,  e^  an 
electro-magnet  with  coils  of  thin  wire  :  m  m  are  the  semi- 
circular poles  of  the  two  magnets,  which  surround  two- 
thirds  of  the  circumference  of  the  Gramme  ring  r  r.  The 
contact  brushes  are  fastened  to  cc^  The  axis  of  the 
Gramme  ring  is  continued  upwards  from  s^  to  s^,  the 
thread  of  the  screw  turns  from  s^  in  one  direction  to  s, 
in  the  other  to  s^  and  the  carbon-holders  form  the  female 
screws.  When  the  lamp  is  to  be  used  with  alternating 
currents,  the  distance  between  the  threads  in  both  screws 
is  the  same.  Screw  .S3  serves  to  raise  or  lower  the 
arc,  which  is  of  importance  when  a  reflector  is  to  be  used.  The  current  enters 
the  lamp  at  L ;  two  ways  are  then  open  to  it ;  one  portion  flows  through  the 
carbons  and  thick  wire  coils  of  the  magnet  e,  and  leaves  the  lamp  at  l^  ;  a  second 
portion  flows  from  l  through  the  thin  wire  coils  of  the  magnet  e^,  and  leaves 
the  lamp  at  Lj.  The  current  which  flows  through  the  arc  has  open  to  it,  besides 
the  way  through  E,  another  through  c  and  the  brush  of  the  Gramme  ring  through 
c^  and  back  to  l^,  so  that  there  are  three  branch  cunents  flowing  through  the 
lamp.  When  the  lamp  is  inserted  in  a  circuit,  the  greater  portion  of  the  current 
will  flow  through  the  carbons  touching  each  other,  then  through  part  of  the  coils 
of  the  electro-magnet  e,  and  so  through  a  portion  of  the  Gramme  ring.  The  coil 
E,  on  account  of  its  high  resistance,  will  have  an  almost  imperceptible  current 
flowing  through  it.  In  the  Gramme  ring  poles  are  formed,  the  connecting  line  of 
which  stands  perpendicular  to  the  connecting  line  of  the  two  magnet  poles  m  m. 


Fig.  493. — TschikolefTs 
Lamp. 
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The  strongly  magnetised  pole  m  will  cause  the  ring  to  turn  so  that  the  carbons 
are  separated  from  each  other.  As  the  carbons  are  consumed  the  resistance 
increases,  and  therefore  the  current  diminishes.  The  current  increases  propor- 
tionately in  the  branch  circuit  to  which  the  electro-magnet  e^  with  the  fine  coils, 
belongs,  until  the  pole  of  the  latter  becomes  more  powerful  than  that  of  the 
former,  and  causes  the  Gramme  ring  to  turn  in  the  opposite  direction ;  in  other 
words,  the  carbons  are  brought  near  each  other.  The  Gramme  ring,  and  with  it 
the  distance  between  the  carbons,  is  dependent  upon  the  differential  effect  of  the 
magnetic  forces  of  the  two  electro-magnets  e  and  e^.  To  move  the  Gramme  ring, 
one  of  the  magnetic  poles  must  have  attained  a  certain  strength,  that  is  to  say,  a 
certain  power  is  necessary  to  turn  the  ring,  because  the  friction  which  takes  place 
in  the  screw  has  to  be  overcome  by  the  attractive  force  of  the  magnet  The 
length  of  the  voltaic  arc,  therefore,  does  not  remain  absolutely  constant 

Lacassagne  and  Thiers  used  the  pressure  of  fluids  for  the  regulation  of  the  arc 
as  early  as  1855,  but  no  workable  results  were  obtained  until  quite  recently,  when 
Sedlaczek  and  Wikulill  constructed  their  lamps  for  ships  and  locomotive  engines. 

Sedlaczek-Wikulill's  Regulator  Lamp. — The  regulating  mechanism 
in  these  lamps  consists  of  two  vertical  cylinders  containing  glycerine,  in  which 


Fig.  494. — Sedlaczek  and  Wikulill*s  Lamp, 
with  Magnet. 


Fig.  495. — The  same  Lamp,  with  Centrifugal 
Governor. 


are  two  air-tight  pistons  moving  in  such  a  way  that  when  the  one  rises  the  other 
sinks ;  this  motion  is  brought  about  by  either  using  an  electro-magnet  or  by 
means  of  a  centrifugal  regulator.  Fig.  494  represents  a  section  of  a  lamp  with 
its  electro-magnet,  and  Fig.  496  the  perspective  view  of  the  same.  The  carbon- 
holders  o  and  u  are  fastened  respectively  to  the  pistons  o  and  u  ;  the  diameters 
of  the  latter  are  so  arranged  that  o  carrying  the  positive  carbon  moves  through 
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twice  the  distance  of  u  carrying  the  negative  carbon.  The  result  of  this  arrange- 
ment is  that  the  point  of  light  remains  in  the  same  position — a  condition  which 
is  necessitated  by  the  lamp  having  a  reflector.  The  piston  o  presses  upon  the 
fluid,  and  by  doing  so  raises  the  piston  u ;  this  motion  will  continue  until  the 
two  carbons  touch  each  other,  which  will  close  the  circuit,  and  set  the  electro- 
magnet E  in  action.  By  means  of  its  iron 
core  the  latter  pushes  the  piston  k  out  of 
aperture  h  in  the  horizontal  tube  which 
separates  the  two  vertical  cylinders  from 
each  other*  In  consequence  of  this 
moving  back  of  the  piston  K  the  fluid 
beneath  the  piston  u  sinks  a  little,  thus 
forming  the  arc  When  the  resistance  in 
the  circuit  increases  the  magnet  s  becomes 
weaker,  and  the  spring  /  presses  the  pis- 
ton K  back  again  into  h,  and  communica- 
tion is  again  restored  between  the  two 
vertical  cylinders.  The  piston  u  sends 
more  fluid  under  o,  and  the  two  carbons 
approach  each  other  until  their  distance 
becomes  so  small  that  the  magnet  attains 
its  original  strength,  and  by  attracting  its 
iron  core  again  cuts  ofl*  communication 
between  the  two  cylinders. 

Fig.  495  represents  a  lamp  with  a 
piston  d  connected  with  a  centrifugal 
regulator,  which  is  made  to  revolve  either 
by  means  of  the  light-producing  machine, 
or  by  a  motor.  When  the  machine  is 
started,  in  consequence  of  the  divergence 
of  the  balls  of  its  regulator  the  piston  d  is 
pushed  out,  stopping  communication  be- 
tween the  two  cylinders ;  the  lower  carbon 
sinks  and  the  arc  is  formed.  The  buniing  away  of  the  carbons  causes  a  greater 
resistance,  and  weakens  the  current  in  the  circuit.  This  causes  the  machine  to 
move  with  greater  velocity,  for  when  the  current  becomes  weaker  the  attraction 
between  the  rotating  armature  and  the  fixed  inductors  becomes  lessened,  and  thus 
the  work  to  be  done  by  the  motor  which  turns  the  armature  is  lessened  also ;  the 
motor  therefore  then  moves  with  greater  velocity.  Through  the  increased  speed 
of  the  machine  and  its  regulator  the  piston  d  is  pushed  out  farther  still,  until  with 
a  corresponding  length  of  the  arc  a  second  opening  u'  is  reached,  and  with  it 
communication  between  the  fluids  again  established,  causing  the  carbons  again 
to  approach  each  other.  The  current  becomes  stronger  again,  the  machine  rotates 
more  slowly,  and  the  regulator,  by  pressing  d  inwards,  again  closes  the  opening. 


Fig.  496. — Sadlaccek  and  Wikulill's  Lamp. 
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Solignac's  Regulator.— Solignac  uses  the  heat  produced  by  the  voltaic  arc 
for  the  regulation  of  his  lamp.  Fig.  497  shows  at  top  the  kmp  ready  for  use;  and 
below,  its  construction.  The  carbons  k  Kj  are  50  centimetres  long,  and  arranged 
horizontally ;  they  are  moved  towards  each  other  by  means  of  two  spring  cases  f, 
and  chams  or  strings  s  which  run  over  the  pulleys  r.  The  carbons  are  fastened  to 
the  pulleys  R,  which  move  between  the  guide-bars  t  Tj.     The  carbons  have  at 


^\'  497* — Solignac's  Lamp. 


their  lower  sides  small  glas^  rods  g,  the  ends  of  which  press  against  the  nickel 
joints  A,  the  position  of  which  may  be  adjusted  by  means  of  screws.  The 
current  enters  through  the  clamp  u,  passes  through  the  contact  rollers  c,  and 
enters  the  carbons  very  close  to  the  voltaic  arc,  so  that  while  the  lamp  is  burning 
it  need  only  go  through  a  few  centimetres  of  carbon.  The  whole  is  held  in 
position  by  means  of  the  plate  p  and  the  click  b,  which  serve  at  the  same  time  for 
the  conduction  of  the  current.  By  turning  the  screw  n  the  distance  between 
the  two  halves  of  die  lamp  can  be  diminished  or  increased,  and  by  means  of  this 
arrangement  the  arc  is  formed ;  at  present  this  is  done  by  hand.  The  tendency 
of  the  carbons  to  approach  each  other  is  counteracted  by  the  glass  rods,  which 
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touch  the  nickel  joints  at  a.  The  joints,  being  in  the  immediate  neighbour- 
hood of  the  arc,  cause  the  glass  rods  to  become  soft  through  the  heat  and  to 
bend,  as  shown  in  the  figure,  their  bending  being  due  to  the  pressure  of  the 
spring  F,  which  tends  to  draw  the  carbons  together. 

Schmidt's  Regulator.— In  the  lamps  by  F.  Schmidt  the  length  of  the 
arc  is  regulated  by  electro-magnetic  or  electro-dynamic  repulsion  or  attraction. 
The  four  coils  a,  b,  c,  d  (Fig.  498)  are  fastened  to  the  arms  of  two  levers,  which 
cross  each  other,  and  are  capable  of  turning  about  the  point  where  they  cross 
each  other.  Each  coil  consists  of  a  layer  of  thick  and  a  layer  of  thin 
wire,  which  are  perfectly  insulated  from  each  other.  The  wires  are  connected 
with  the  clamps,  so  that  the  thick  wires  and  the  carbons  k  Kj  are  inserted  in  the 
main  circuit,  and  the  thin  wires  in  a  branch  circuit ;  and,  moreover,  so  that  the 


Fig.  498. — Schmidt's  Lamp. 

two  coils  A  and  b  as  well  as  c  and  d  repel  each  other  when  the  current  passes 
through  the  turns  of  the  thick  wire,  but  attract  each  other  when  the  current  flows 
through  the  thin  wire,  a  and  d,  b  and  c  will  be  oppositely  influenced,  i>.  motion 
due  to  the  attraction  between  the  bobbins  a  and  b,  c  and  d  will  be  favoured  by 
the  repulsion  betwen  b  and  c,  a  and  d.  When  the  carbons  k  k^  do  not  touch 
each  other,  the  whole  current  will  flow  through  the  thin  wires,  and  will  cause  at- 
traction between  the  coils  a  and  b,  c  and  d,  and  repulsion  between  the  coils  b  and 
c,  A  and  D,  and  so  the  carbons  will  be  brought  to  touch  each  other,  thus  com- 
pleting the  main  circuit  The  current  now  will  divide  into  two  portions,  the 
larger  portion  flowing  through  the  main  circuit,  />.  through  the  carbons  and  the 
thick  wires.  The  dynamical  force  of  the  thick  spirals  will  be  greater  than  that 
of  the  thin  spirals  ;  but  the  current  in  the  thick  wires  causing  repulsion  between 
A  and  B,  c  and  d,  these  coils  and  their  carbons  must  separate.  The  arc  is  thus 
formed,  and  with  it  a  new  resistance  inserted  in  the  circuit ;  the  resistance  in- 
creases proportionately  to  the  consumption  of  the  carbons,  causing  a  gradual 
increase  of  the  current  in  the  branch  circuit  until  the  two  carbons  are  again  made 
to  approach.     Regulation  is  due,  therefore,  to  the  opposing  effects  of  the  two 
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currents  flowing  through  the  two  kinds  of  wires.  The  arrangement  of  the  coils 
may  be  altered,  but  as  no  practical  applications  have  as  yet  been  obtained  for 
this  kind  of  lamp,  we  only  describe  one  specimen. 


ELECTRIC    CANDLES. 

Here  the  size  of  the  voltaic  arc  is  not  made  constant  by  any  mechanism,  but 
is  fixed  once  for  all  by  construction.  The  parallel  position  of  the  carbons 
and  their  gradual  consumption  gave  rise  to  the  name  **  electric  candles."  The 
first  commercially  practical  candle  was  con- 
structed by  Paul  Jablochkoflf  in  the  year  1876. 
Wcrdermann  was,  however,  his  predecessor; 
the  invention  of  the  latter,  although  he  did 
not  intend  it  for  electric  lighting,  but  to  serve 
as  a  kind  of  borer  for  rocks,  was  constructed 
on  the  same  principle.  Werdermann  allowed 
an  arc  to  form  between  two  carbons  parallel 
to  each  other,  but  separated  from  each  other 
by  a  layer  of  air ;  and  caused  a  current  of  air 
or  steam  to  pass  between  them.  The  effect 
was  similar  to  that  produced  by  a  blow-pipe, 
but  of  such  high  temperature  that  in  a  few 
hours  the  hardest  granite  was  fused.  The 
air  pipe  here  took  the  place  of  an  electro- 
magnet Werdermann  not  only  prepared 
the  rod  for  the  Jablochkoff  and  other  candles, 
but  also  for  Jamin,  as  we  shall  see  later  on. 

TheJablochkofF  Candle.— The  candle 
by  Jablochkoff  consists  of  two  parallel  carbon 
rods  a  b  (Fig.  499),  which  are  separated  from 
each  other  by  a  layer  of  plaster  of  Paris  ; 
the  lower  portions  of  the  carbons  have  short 

brass  tubes  fastened  to  a  plate  ^,  against  which  two  metal  springs  e  and  g  press, 
and  the  current  is  conducted  through  the  latter  into  the  candle.  A  thin  plate  of 
graphite  c  is  laid  across  the  two  carbon  points,  and  is  held  in  position  by  a  paper 
band  d^  which  serves  also  to  light  the  candle.  When  the  candle  is  inserted  in 
the  circuit  a  current  passes  from  one  of  the  carbon  rods  through  the  connecting 
piece  at  the  top  to  the  second  carbon  rod,  and  then  back  again  to  the  source  of 
electricity.  The  connecting  piece  becomes  heated,  and  after  it  has  been  vola- 
tilised helps  to  form  the  arc  between  the  two  carbon  rods.  As  the  carbons  are 
consumed  the  insulating  layer  is  made  to  fuse  and  to  volatilise.  Since  the 
positive  carbon  is  consumed  twice  as  quickly  as  the  negative,  it  must  have  twice 
the  cross  section  of  the  negative.  This  proportion  is,  however,  not  exact,  and  as 
all  candles  are  not  consumed  at  exactly  the  same  rate,  alternating  currents  have 


Fig.  499.— Jablochkoff 8  Candle. 
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to  be  used.  A  candle,  the  carbon  rods  of  which  have  a  cross  section  of  four 
ifiilHraetres,  and  a  length  of  from  220  to  225  millimetres,  bums  about  i^  hours, 
producing  a  light  of  loo-candle  power.  Several  candles  can  be  inserted  in  one 
circuit,  the  light  intensity  of  the  sum  of  the  candles  being  greater  than  that  of  a 
correspondingly  large  single  candle.     The  reason  of  this  is,  that  not  only  is  the 
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Fig.  500. — Automaiic  luscrter. 


Fig.  501. — Automatic  Inserter. 


voltaic  arc  between  the  two  carbons  luminous,  but  so  also  ts  the  volatilising  sub- 
stance between  the  carbons.  When  from  two  to  five  candles  are  inserted  in  one 
circuit,  by  turning  a  commutator  one  candle  after  another  may  be  lighted.  This 
arrangement  is  very  inconvenient,  and  if  one  of  the  candles  should  go  out  from 
some  cause,  all  the  other  candles  in  the  same  circuit  would  go  out  too,  and 
could  only  be  relighted  by  turning  their  respective  commutators.  To  prevent 
this,  the  mechanical  contrivances  shown  in  Figs.  500  and  501  have  been  de- 
vised. Upon  a  ground  plate  of  transparent  material,  four  pairs  of  clamps  are 
arranged  to  receive  the  four  candles  of  the  lamp  and  conduct  the  current;  the 
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inner  four  have  thermostatic  pieces  of  steel  and  copper  attached,  which  become 
strongly  heated.  When  the  candle  has  burned  down  these  bend,  owing  to  the 
fact  that  the  two  metals  have  different  coefficients  of  expansion.  This  brings  the 
strip  of  two  metals  into  contact  with  the  opposite  metal  pin,  forcing  the  current 
to  flow  through  the  candles  and  through  the  coils  of  an  electro-magnet,  as 
shown  in  Fig.  501.  The  latter  attracts  its  armature,  which  causes  a  toothed 
shaft  to  turn  by  means  of  a  catch  and  spur  wheel  connected  with  the  armature. 
Underneath  this  shaft  is  placed  a  box  of  gutta-percha,  divided  into  as  many 


Fig.  502.— Moriji*s  Candle. 


Fig.  503. — Lamp  with  Four  Candles. 


]X)rtions  as  there  are  candles.  These  portions  are  filled  with  mercury,  and 
connected  with  the  several  candles.  The  electric  current  enters  the  shaft  and 
flows  through  the  comb  of  the  shaft,  dipping  into  the  mercury,  then  through 
the  candle  connected  with  the  mercury,  and  back  again  to  the  machine.  The 
turning  of  the  shaft  causes  the  immersion  of  the  next  tooth  and  the  insertion  of 
another  candle.  Meanwhile  the  metal  strip  of  the  candle  that  has  been  con- 
sumed has  cooled,  and  contact  is  broken,  so  that  the  current  ceases  in  the 
magnet,  the  aimature  falls  off,  and  the  catch  prevents  the  moving  of  the  cog- 
wheel. Although  this  contrivance  prevents  the  extinction  of  the  lamp,  it  does 
not  ascertain  whether  the  candles  have  ceased  burning. 

Instead  of  using  solid  insulating  substances  between  the  carbons,  air  has 
been  used,  and  the  candles  have  been  made  movable.  Such  were  the  candles 
by  Wilde,  Morin,  Jamin,  Siemens  and  Halske,  etc. 

Morin's  Electric  Candle. — Fig.  502  represents  an  apparatus  by  Morin  ; 
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the carbon  c  is  movable,  c'  is  fixed,  a  is  movable  about  the  axis  x  inside  the  sole- 
noid s.  The  excentric  e  is  fastened  upon  the  axis  x,  which  slides  with  its  circum- 
ference against  the  carbon-holder  of  c,  which  is  held  by  the  spring  plate  /  and 
pressed  against  e.  As  long  as  no  current  passes  through  the  lamp  the  two  carbons 
touch  each  other ;  when,  however,  the  current  enters,  a  moves  with  the  exceniric 
and  separates  the  carbons,  thus  forming  the  voltaic  arc ;  should  the  candle  go  out 

from  any  cause  it  turns  the  excentric  in 
such  a  manner  that  the  two  candles 
again  touch  each  other,  again  closing 
the  circuit  If  the  lamp  has  to  burn  for 
long,  more  than  one  candle  must  be 
provided.  Fig.  503  represents  a  lamp 
with  four  candles.  Here  the  solenoid 
is  horizontally  arranged  and  a  turns 
about  a  vertical  axis  ;  above  a  on  the 
same  axis  a  disc  is  fastened  horizon- 
tally, which  has  four  excentrics  corre- 
sponding to  the  several  movable  car- 
bons c  To  bind  the  carbon  to  its 
holder  zinc  wire  is  used,  which  melts 
when  the  candle  has  reached  z.  In 
order  to  break  the  circuit  when  the 
candle  has  been  consumed,  the  spring  r 
pushes  the  carbon  outwards  so  that  it 
falls  against  the  wire  loop  s ;  k  now 
turns,  and  the  next  excentric  is  brought 
into  action  and  causes  the  following 
couple  of  carbons  to  touch  one  another. 
Jamin's  Electric  Candle. — 
Jamin  also  uses  carbon  rods  insulated 
by  air  from  each  other ;  but  he  further 
surrounds  the  candles  of  his  lamp  with 
wire  H  (Fig.  504),  through  which  a  current  is  sent  to  force  the  voltaic  arc  towards 
the  ends  of  the  candles,  where  it  is  maintained  The  carbons  a  a'  a"  are  fixed, 
B  b'  b"  are  fastened  to  the  cross  piece  c  c',  which  is  connected  with  the  iron 
plate  E  F  by  means  of  the  rod  d  e  ;  opposite  to  c  c'  is  the  soft  iron  piece  g,  which 
becomes  magnetised  whenever  a  current  circulates  through  the  so-called  reaction 
coil  H  H.  If  G  is  demagnetised  (that  is,  if  the  lamp  has  no  current  going  through 
it)  the  plate  e  f  assumes  its  lowest  position  and  presses  with  its  weight  against 
the  carbons  of  the  several  candles,  or,  more  correctly,  presses  the  two  longest 
carbons  into  contact  with  each  other.  When  a  current  is  sent  through  the  wires 
K  L,  it  flows  through  the  reaction  coil,  and  then  through  the  carbons  that  touch 
each  other ;  G  becomes  magnetised,  attracts  e  f,  separating  the  carbons,  and 
forming  the  arc  in  the  couple  which  touched  each  other.     When  the  current  is 


Fig.  504. — ^Jamin*s  Candle. 
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interrupted  e  f  again  falls  off  from  g,  and  causes  the  two  carbons  to  touch  each 
other  once  more,  so  that  the  arc  will  be  formed  between  them  when  the  current 
is  again  passed  through  the  lamp.  If  a  candle  is  totally  consumed  the  next 
one  is  automatically  inserted  in  the  following  manner :  A  zinc  wire  which  is 
movable  is  fastened  to  v  against  the  fixed  carbon,  and  is  pressed  by  the  spring 
R.  {See  the  cross  section.)  If  the  candle  has  burned  down  to  the  zinc  wire  the 
latter  melts  off,  and  the  spring  r  presses  against  o,  giving  the  carbon  a  different 
direction  and  causing  the  candle  to  go  out.  The  next  candle  is  now  made  to  burn 
in  the  way  already  described.  Jamin's  candles,  in  spite  of  their  ingenious  arrange- 
ment, are  commercially  of  little  value.  The  candles  have  to  be  used  with 
alternating  currents,  and  require  some  kind  of  regulating  apparatus,  nor  can  their 
arrangement  be  called  simple  as  compared  with  regulator  lamps ;  besides,  the  light 
obtained  from  the  arc  of  a  candle  is  considerably  less  than  that  obtained  by  a 
regulator  lamp ;  the  proportion  according  to  Tresca  is  as  3  to  7. 

LAMPS   WITH    CARBONS    INCLINED    TOWARDS   EACH    OTHER. 

William  Edward  Staite  took  out  patents  for  several  lamps  (1846)  having 
carbons  inclined  at  an  angle,  one  of  which  is  shown  in  Fig.  505.  Two  carbon 
rods  are  so  arranged  as  to  meet  a  bar  of 
some  substance  capable  of  resisting  the  high 
temperature  of  the  arc  without  altering  the 
angle.  Staite's  lamp  has  been  modified  by 
Gerard,  Lescuyer,  Hedges,  Rapieff,  Clerc, 
and  others. 

RapiefTs  Lamp. — Fig.  506  represents 
a  lamp  by  Rapieff.  The  two  rods  s  s'  upon 
which  the  carbon-holders  d  and  d*  are  ar- 
ranged, are  fastened  to  a  ground  plate,  and 
each  carbon-holder  has  two  carbons  a  a'  and 
b  h\  forming  acute  angles  with  each  other, 
which  are  kept  in  this  position  by  means  of 
copper  pulleys.  The  ends  of  the  carbon  away 
from  the  arc  have  strings  fastened  to  them 
which  are  connected  with  a  counter-weight 
The  carbon- holder  d  and  the  rod  s'  are 


w. 


Fig.  505.— Staite's  Lamp. 


insulated  from  the  remaining  portions  of  the 

lamp ;  d'  is  movable  about  the  hinge  ^,  but  the  carbon-holder  d  is  fixed. 
The  screw  h  serves  to  raise  or  lower  the  voltaic  arc  The  carbon  couples 
are  independent  of  each  other ;  one  couple  may  be  consumed  more  quickly 
than  the  other,  yet  the  carbons  will  advance  in  such  a  manner  that  the  two 
couples  meet  at  one  point,  an  arrangement  which  has  the  advantage  of 
allowing  continuous  currents  to  be  used.  When  the  lamp  is  inserted  in  the 
circuit  the  current  passes  through   an  electro-magnet   placed  at  the   foot   of 
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the  lamp ;  the  electro  attracts  its  armature,  pulling  down  a  rod  going  through 
J,  and  thus  forming  the  arc  When  the  lamp  goes  out  the  current  through  the 
magnet  ceases,  and  the  carbons  approach  each  other  again.  In  order  that  when 
one  lamp  goes  out  all  the  lamps  in  the  same  circuit  shall  not  be  extinguished, 


Fig.  506.— RapiefiTi  Lamp. 


Fig.  507.— G^rard*s  Lamp. 


the  electro-magnet  is  so  arranged  that  when  no  current  passes  through  its  coil& 
to  the  lamp,  it  forms  a  branch  circuit  where  a  resistance  corresponding  to  the 
resistance  of  the  Ump  is  inserted. 

Gerard's  Lamp. — Gerard  also  uses  two  carbon  couples  in  the  construc- 
tion of  his  lamp ;  the  carbons  are  so  arranged  that  they  form  the  edges  of  a 
pyramid  (Fig.  507).  They  are  placed  in  tubes,  and  the  current  is  conducted  by 
means  of  contact  rollers  &steneid  near  the  points  of  the  carbons.    The  carbon 


Digitized  by 


Google 


The  Electric  Light. 


517 


couple  to  the  left  of  the  figure  is  fastened  to  a  ground  plate,  while  the  other 
couple  (to  the  right  of  the  figure)  can  move  about  a  joint.  An  electro-magnet 
is  placed  underneath  the  ground  plate,  and  its  armature  is. fastened  to  the 
tubes  of  the  right  carbon  couple ;  the  coils  of  the  magnet  are  inserted  in  a  branch 
circuit  Underneath  this  another  magnet,  the  armatures  of  which  are  bent  and 
directed  against  the  voltaic  arc,  is  arranged  and  inserted  in  the  main  circuit. 

Cicrc's  Soleil  Lamp. — The  lamp  constructed  by  Clerc  is  known  under 
the  name  of  die  Soleil  lamp.  One  of  the  earliest  models  is  shown  in  Fig.  508. 
Two  carbons  a  and  B  are  introduced  into  holes  drilled  in  a  marble  block.  The 
block  is  carried  by  the  case  g  g,  with  which  it  is  connected  by  means  of  screws. 
D  D,  inside  the  case,  are  copper  wires,  which  serve  as  conductors  for  the  current 
and  also  hold  the  carbons.    The  lamp  is  inserted  in  the  circuit  by  means  of 


Fig.  508— Soleil  Lamp.  Fig.  509.— Street  and  Maquaire's  Form  of  Soleil 

wires  l  l,  and  is  lighted  by  the  help  of  a  small  piece  of  carbon  r.  The  current 
enters  at  one  carbon,  flows  through  r  and  leaves  the  lamp  through  the  second 
carbon.  R  becomes  heated  and  evaporates,  thus  forming  the  arc ;  at  the  same 
time  the  portion  of  the  marble  block  between  the  carbon  points  becomes 
luminous  and  increases  the  arc  light  In  proportion  as  the  carbons  are  consumed 
they  sink  down  by  their  own  weight  In  later  constructions  it  was  thought  more 
convenient  to  form  the  block  of  several  parts.  The  two  pieces  k  k  consist 
of  chalk,  D  E  of  granite,  and  m  is  a  piece  of  white  marble ;  the  several  parts 
are  held  in  position  by  means  of  a  case  and  screws.  The  plan  has  this 
advantage,  that  when  the  marble  block  which  takes  part  in  the  production  of 
light  has  become  useless,  it  may  be  replaced  without  having  the  other  portions 
altered. 

This  somewhat  primitive  arrangement  has  been  gradually  modified.  The 
form  given  to  it  by  the  engineers  Street  and  Maquaire  is  shown  in  Fig.  509. 
The  prismatically  shaped  marble  block,  which  measures  only  3,  4,  and  5  centi- 
metres, is  scooped  out  to  hold  the  carbons  b  and  c  of  about  20  millimetres 
thickness.  A  canal  of  5  millimetres  wide  connects  the  scooped  openings  with 
each  other.  This  canal  is  funnel-shaped  on  one  side,  a  the  arc  is  formed 
in  the  funnel,  when  the  current  flows  firom  b  to  c  through  the  narrow  channel ; 
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the  funnel  serves  at  the  same  time  as  a  reflector.  The  carbon  c  has  a  bore 
through  its  whole  length  intended  for  a  thin  carbon  pencil  D,  the  lamp-lighter. 
The  working  of  the  lamp  may  be  better  understood  with  the  help  of  Fig.  51a 


Fig.  510. — ^Mechanism  of  Street  and  Maquaire's  Lamp. 


The  marble  block  is  enclosed  in  an  iron  box  a  b,  and  at  its  sides  c  d  there 
are  tubes  intended  for  the  carbons.  Through  these  tubes  the  carbons  are 
placed  in  the  bell-shaped  cavities  of  the  marble  block.     The  carbons  are  pushed 

against  each  other  by  means 
of  the  spiral  springs  /  X 
turning  the  arms  of  the 
bent  lever  h  h'  so  that  they 
press  against  the  free  ends 
of  the  carbons  and  tend 
to  push  them  towards  the 
middle  of  the  lamp.  The 
tubes  c  and  d  have  slits  in 
order  to  allow  of  the  for- 
ward motion  of  the  levers. 
The  arms  k  k'  of  the  lever 
are  turned  by  the  springs 
//,  so  that  they  come  in 
contact  with  m  or  m'  zs 
soon  as  either  of  the  car- 
bons is  consumed,  and 
thereby  the  lamp  is  put  out  of  circuit.  The  lighting  is  brought  about  as 
follows :  The  thin  carbon  rod  d  (Fig.  509)  is  fastened  to  a  metal  rod  0  o  (Fig. 
510)  which  is  clamped  by  means  of  the  screw  u  to  the  iron  tube  r;  a  little  weight 
p  moves  the  rod  ^,  with  its  carbon  rod  and  tube,  through  the  narrow  canal  of 
the  marble  block,  until  the  carbon  touches  the  carbon  b  (Fig.  509).  The  tube 
r  is  inside  another  tube,  which  has  at  e  a  solenoid,  through  the  coils  of  which 


Fig.  511. — Soleil  Lamp. 
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the  current  passes  before  it  passes  through  the  lamp.  The  metal  rod  0  is  con- 
nected with  the  coils  of  the  solenoid  by  means  of  a  branch  conductor  (at  screw 
tr).  As  soon  as  the  current  flows  through  the  coils  of  e  the  solenoid  attracts 
the  iron  tube,  moving  the  thin  carbon  away  from  the  carbon  of  the  lamp ;  at 
the  same  time  a  current  passes  through  the  branch  circuit  to  the  rod  0^  to  the 
carbon  rod,  and  so  to  the  opposite  carbon  of  the  lamp,  thus  causing  a  small 
voltaic  arc ;  when  the  carbon  rod,  in  its  backward  motion,  has  entirely  entered 
the  hollow  lamp  carbon,  the  arc  is  produced  between  the  two  lamp  carbons. 
What  has  been  described  not  only  takes  place  at  the  lighting  of  the  lamp,  but 
also  when  it  goes  out. 

This  lamp  can  be  used  with  continuous  as  well  as  alternating  currents,  and 
produces  a  very  steady  light.  Even  considerable  variations  of  current  do  not 
cause  extinction  of  the  lamp  ;  the  white-hot  marble  conducts  the  current,  which 
must  either  be  very  weak  indeed,  or  interrupted  for  some  time,  to  cause  the 
lamp  to  go  out  altogether.  The  marble  block  lasts  at  least  fifteen  hours,  and 
the  carbons  are  consumed  at  the  rate  of  two  millimetres  per  rod  an  hour.  The 
normal  length  of  the  carbons  is  10  centimetres,  but  longer  pieces  of  carbon  may 
also  be  used.  According  to  the  statements  made  by  the  engineers  of  the  com- 
pany, a  lamp  of  90  Carcel  burners  requires  i^  h.p.  ;  and  a  lamp  of  120  Carcel 
burners,  2  h.p.  The  price  of  the  lamp  is  200  francs,  that  of  the  carbon  3  francs 
per  metre ;  lamp-lighter  carbon  75  cent,  per  metre,  and  that  of  the  marble  block 
75  cent     Fig.  511  represents  a  complete  lamp. 

Heinrichs'  Lamp. — The  lamp  by  Heinrichs  is  in  principle  the  same  as 
those  by  Rapieff,  Gerard,  and  othefs,  but  it  has  bent  carbons,  whereby  the  same 
length  is  made  to  last  for  a 
longer  period,  k  k  (Fig. 
512)  represents  the  posi- 
tive carbon  couple,  movable 
by  means  oi  hh  about  the 
points  ^  ^  in  the  plane  of 
the  carbons.  To  the  pivots 
X  X  are  fastened  toothed 
wheels  r^  r^,  which  bring 
about  a  uniform  motion  of 
the  carbons  kk^  maintain- 
ing the  point  of  contact  at 
the  same  place.  The  wheels 
r^  ^1  are  placed  inside  a 
frame  which  is  fastened  to 
X,  connected  with  the  longer 
arm  At  of  a  lever,  the  shorter 
arm  a-^  of  which  is  formed 
by  the  armature  of  the 
electro  -  magnet    e.      The  Fig.  5i2.~Heinrichs*  Lamp. 
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negative  carbon  couple  k^  k^  moves  about  the  axis  Xj  Xy  The  wheelwork  of 
the  negative  carbons  is  held  by  a  larger  frame  r^  which  is  insulated  and  fastened 
to  the  case  of  the  lamp.  The  coil  w  w  above  the  electro-magnet  is  automatically 
inserted  into  the  circuit  when  a  lamp  is  extinguished,  and  compensates  the  resist- 
ance of  the  arc 

CARBONS    FOR    ARC    LAMPS    AND    THEIR    PRODUCTION. 

These  various  lamps  can  only  give  satisfactory  results  when  the  carbons 
have  all  the  properties  required.  Davy  used  rods  of  charcoal  for  his  first 
experiment,  but  soon  found  that  charcoal  was  not  hard  enough  for  purposes 
of  lighting  by  electricity.  Foucault  used  retort  coke,  but  even  this  substance 
did  not  answer,  owing  to  the  impurities  it  contained ;  metal  particles  mixed 
with  the  carbon  particles  will  be  brought  to  glow,  melt,  and  then  evaporate, 
causing  the  light  to  be  coloured,  the  carbons  to  spurt,  etc.  etc.  It  was  therefore 
necessary  to  manufacture  carbons  specially  for  this  purpose.  Without  attempting 
to  give  a  complete  list  of  those  who  have  done  much  towards  the  improvement 
of  lamp  carbons,  we  shall  name  a  few. 

Jacquelain's  Method  of  Preparing  Pure  Carbons. — Jacquelain 
prepared  artificial  retort  carbon,  free  firom  metallic  impurities,  from  tar,  which  he 
allowed  to  decompose  in  strongly-heated  furnaces.  The  light  obtained  with 
those  carbons  was  25  per  cent  higher  than  that  obtained  with  ordinary  retort 
carbon;  but  carbons  obtained  in  this  manner  are  too  expensive,  and  much 
labour  is  required  to  cut  the  very  hard  material  into  rods.  Jacquelain  has 
recently  given  the  following  receipt  for  the  production  of  pure  carbons :  Prismati- 
cally-shaped  coke  rods  are  made  white-hot,  and  first  exposed,  for  at  least  thirty 
hours,  to  a  stream  of  chlorine,  then  to  the  vapours  of  heavy  coal-tar;  in 
order  to  get  rid  of  silicic  acid  and  clay  matter,  the  carbons  are  treated  first 
with  soda  and  then  with  distilled  water;  hydrochloric  acid  is  used  to  get  rid 
of  the  iron  and  alkaline  earths.  The  carbons  are  then  allowed  to  remain  in 
diluted  hydrofluoric  acid,  at  15*  to  25'  C.  (i  vol.  to  2  vols.),  contained  in  a  leaden 
trough,  for  twenty-four  to  twenty-eight  hours,  and  are  finally  allowed  to  carbonise 
from  three  to  five  hours.  Carbons  that  are  thus  purified  give  a  far  more  constant 
light  than  carbons  that  are  unpurified.  The  following  table  gives  {v)  the  losses 
of  the  carbons  in  grammes  during  twenty-four  hours,  and  the  light  intensity  (^) 
compared  with  that  of  the  Carcel  lamp  : — 

9  k 

Graphite,  Alibcrt  245*0    55*14 

,,         treated  with  hydrofluoric  add     232*3     115*62 

Coke         183-4     71-90 

ft  )f  »>    soda      273-7     6944 

,,  ,,  „   hydrofluoric  acid     203*0    ^575 

Carry's  Mode  of  Making  Lamp  Carbons.— Carrd,  after  experi- 
menting for  a  considerable  time,  took  out  a  patent  (1876)  for  a  process  of 
producing  artificial  lamp  carbons,  consisting  of  powdered  coke,  calcined  soot. 
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and  a  specially  prepared  syrup  consisting  of  30  parts  of  cane  sugar,  and  1 2  parts 
of  gum ;  7  to  8  parts  of  this  syrup  are  mixed  with  5  parts  of  soot  and  15  of  coke. 
The  coke  used  has  to  be  of  best  quality,  well  powdered,  and  well  washed  with 
water  or  acids.  The  mixture  is  worked  into  a  paste,  compressed,  and  then  put 
through  a  mould  in  form  of  rods ;  the  rods  thus  obtained  are  placed  in  crucibles 
and  exposed  to  a  high  temperature  for  some  time ;  after  this  they  are  boiled  for 
two  to  three  hours  in  very  concentrated  syrup  of  cane  or  caramel  sugar.  During 
the  process  the  carbons  are  cooled  several  times  so  as  to  allow  the  atmospheric 


Fig.  513.  -Apparatus  for  Making  Carbons. 


l^ig-  5 M-— Apparatus  for  Treating  Carbons. 


pressure  to  press  the  syrup  well  into  all  the  pores  of  the  carbon.  The  rods  are 
now  well  washed  to  get  rid  of  the  syrup  sticking  to  the  surface,  and  then  again 
strongly  heated.  These  operations  must  be  repeated  until  the  carbons  have  the 
necessary  density. 

Napoli's  Carbons. — Napoli  uses  for  his  carbon  rods  a  specially-prepared 
carbon  made  by  dry  distillation  of  tar.  The  carbon  thus  obtained  is  ground 
to  powder  between  two  stones ;  by  adding  a  certain  quantity  of  tar  the  whole 
is  made  into  a  paste,  which  is  brought  into  moulds  (shown  in  Fig.  513)  con- 
sisting of  two  portions,  the  lower  of  which  is  bent  and  has  three  mouth-pieces ; 
the  bend  is  necessary  because,  owing  to  the  tenacity  of  the  mass,  the  pressure 
would  not  otherwise  be  conveyed  uniformly,  and  the  product  would  not  be 
homogeneous.     This  cylinder  is  surrounded  by  a  steam  pipe  for  the  purpose  of 
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maintaining  the  mass  pliable.  The  press  is  worked  by  a  hydraulic  engine. 
The  carbons  thus  obtained  are  gradually  brought  to  a  red  heat  so  as  to  decom- 
pose any  tar  still  present :  the  temperature  has  to  be  gradually  raised  in  order 
to  give  time  for  the  gases  to  escape.  The  carbons  after  being  allowed  to  cool 
are  again  heated  to  a  higher  temperature.  Carbons  thus  obtained  have  a  gre)  ish 
or  steel  colour,  and  are  sufficiendy  hard  and  dense.  75  millimetres  of  these 
carbons  are  used  by  a  lamp  during  one  hour,  whilst  250  millimetres  of  Carry's 
carbons  are  needed.  To  give  still  greater  density  to  the  carbons  they  are  brought 
into  a  cylinder  (Fig.  514)  which  is  surrounded  by  a  steam  jacket;  the  cylinder 
containing  the  carbons  is  then  exhausted,  and  the  fluid  is  allowed  to  enter  the 
cylinder  by  means  of  a  cock  at  the  bottom  ;  the  latter  is  then  closed  and  a  cock 
at  the  top  opened,  which  admits  steam  from  the  boiler  to  press  the  liquid  into 
the  pores  of  the  carbon.  The  liquid  is  allowed  to  flow  off,  and  steam  sent 
through  the  cylinder  to  cleanse  the  carbon  of  any  fluid  still  adhering  to  its 
surface.     The  carbons  are  finally  heated. 

When  an  arc  is  produced  between  two  carbons,  no  matter  how  they  may  be 
prepared,  not  only  are  the  carbons  heated  at  the  points,  but  also  to  a  length  of 
from  7  to  8  centimetres  from  the  point.  As  this  involves  a  loss  of  light,  an 
attempt  has  been  made  to  prevent  it  by.  coating  the  carbons  with  a  thin  metallic 
layer.  Experiments  made  by  Reynier  in  the  laboratories  of  Sautter,  Lemonnier 
et  Cie.,  with  Serrin  and  Carr^  carbons,  show  that  pointing  of  free  carbons  takes 
place  more  easily  than  that  of  metallised  carbons,  and  that  the  duration  of 
burning  is  longer  of  carbons  coated  with  copper  than  of  those  treated  with 
nickel. 

FITTINGS    AND    ACCESSORIES. 

Engines  used  for  Motors. — Generators  for  electricity  have  been  treated 
at  length,  and  we  have  found  that  machines  are  mostly  used,  and  that  the  cases 
where*  galvanic  batteries  are  employed  are  exceptional.  The  electrr  machine, 
however,  requires  some  kind  of  motor.  Simple  steam  engines  are  not  very 
well  adapted  for  this  purpose,  on  account  of  their  two  dead  points  which  give 
rise  to  irregularities ;  nor  are  all  irregularities  avoided  by  using  machines  with 
two  cylinders,  because  the  connection  of  the  two  machines  is  brought  about 
by  means  of  belts,  the  flexibility  and  elasticity  of  which  prevent  absolute  regu- 
larity of  motion.  The  machines  where  no  belting  of  any  kind  is  needed  (i>. 
steam  engines  with  rapid  rotation)  are  preferable  for  our  purpose.  The  axis 
of  the  motor  and  the  axis  of  the  dynamo  machine  may  consist  of  one  piece, 
or  the  two  axes  may  be  directly  coupled.  The  machines  generally  used  are  those 
constructed  by  Abraham,  Brotherhood,  Dolgoroucki,  Gwynne,  Tangye,  etc 
The  connection  of  a  Siemens  continuous  current  machine  with  a  three-cylinder 
machine  by  Brotherhood  is  shown  in  Fig.  515.  Fig.  516  shows  the  connection 
of  a  Gramme  machine  with  a  motor  by  Gwynne.  Gas  engines  may  be  used  with 
advantage  when  motors  of  small  power  are  required.  A  gas  engine  requires 
less  attention,  it  takes  up  less  room  than  a  steam  engine,  and  the  starting  and 
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stopping  of  a  gas  engine  are  much  easier  and  sooner  effected.  The  motors 
made  under  Otto's  patent,  especially  those  by  Messrs.  Crossley,  of  Halifax,  are 
at  present  largely  used,  and  there  seems  to  be  little  doubt  that  gas  motors  will 
come  more  and  more  into  use,  especially  as  they  are  being  constantly  improved. 
The  production  of  gases  intended  for  fuel  only  is  much  cheaper  than  that  of 
gas  for  lighting  purposes. 

To  utilise  water  power,  water  wheels  and  turbines  are  used;  the  axes  of 
turbines,  as  a  rule,  are  arranged  vertically,  those  of  water  wheels  horizontally. 


f*g'  515.— Brotherhood's  Engine. 

For  driving  dynamo  machines,  turbines  as  a  rule  are  preferred,  and  practice  has 
shown  that  ice  very  seldom  causes  interruption.  The  use  of  water  power  for 
electric  machines  has  great  advantages ;  but,  of  course,  it  can  be  only  applied 
when  there  is  a  systematic  distribution  of  water.  A  pair  of  turbines  are  shown 
in  the  illustration  on  page  633. 

Kinds  and  Positions  of  Lamps  for  Different  Purposes. — Lamps 
must  be  adapted  to  the  purposes  for  which  they  are  intended.  For  instance, 
a  printing  or  weaving  room  ought  to  have  lamps  which  will  give  a  steady  white 
light ;  a  photographic  studio  ought  to  have  a  light  rich  in  violet  rays ;  a  picture 
gallery,  a  soft  yellowish  light,  etc.  eta  The  height  of  suspension  and  the  distri- 
bution of  the  lamps  depend  upon  the  objects  to  be  lighted ;  calculations  and 
experiments  have  shown  that  the  most  favourable  height  for  a  lamp  would 
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be  that  which  is  about  07  or  0*66  of  the  radius  of  the  area  to  be  lighted ; 
should  the  nature  of  the  locality  to  be  lighted  make  this  impossible,  it  is  best 
to  throw  the  light  against  a  white  ceiling  and  have  it  reflected.  One  lamp  hung 
so  as  to  form  07  of  the  radius  of  the  circle  to  be  lighted,  and  having  a  light 
intensity  equal  to  the  450  normal  candles,  will  be  sufficient  for  an  area  of  2,000 
square  yards,  a  station  hall  of  1,400  square  yards,  a  foundry  of  500  to  600 
square  yards,  weaving  factory,  etc,  of  200  square  yards,  printing  room,  etc, 
of  150  to  250  square  yards. 


.«     '!B|. 
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Fig.  516. — Gwynne's  Motor  Engine. 

The  globes  which  as  a  rule  cover  the  lamps  are  not  only  used  for  protec- 
tion, but  also  to  prevent  the  casting  of  intense  shadows.  If  opal  or  translucent 
glass  globes  are  used,  they  become  as  it  were  sources  of  light,  the  surfaces  of 
which  compared  to  that  of  the  arc  are  very  large,  and  therefore  incapable  of 
casting  shadows.  By  using  these  glass  shades  a  certain  percentage  of  light  inten- 
sity is  lost,  which  varies  from  15  to  30  per  cent.,  according  to  the  kind  of  glass 
of  which  the  globe  is  made.  Certain  kinds  of  milk  glass  may  cause  a  loss 
of  as  much  as  60  per  cent,  and  for  this  reason  should  be  discarded.  An 
electrolier  for  glow  lights,  by  E.  Palme,  Sleinschonan,  Bohemia,  is  represented  in 

Fig-  517- 

The  rules  laid  down  by  German  fire  insurance  companies  to  prevent  fire  by 
electric  lamps  arie  as  follows :  Arc  lamps  are  not  admissible  for  rooms  where  there 
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Fig.  517.— Electric  Chandelier. 
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are  explosives,  or  substances  easily  inflammable ;  arc  lamps  have  to  be  provided 
with  globes  or  lanterns  that  are  closed  at  the  lower  end  by  ash  plates,  when 
used  in  rooms  where  easily  inflamihable  substances  are  worked  or  deposited. 
Glow  lamps  may  be  used  in  all  rooms,  but  they  must  be  surrounded  with 
globes  that  cover  the  contacts  between  lamp  and  leads,  when  used  in  rooms 
where  there  are  explosive  or  inflammable  substances. 

Standard  Measures  of  Intensity To  estimate  the  value  of  the  lamps 

of  an  electric  installation  we  must  know  their  light  intensity,  but  unfortunately 
no  absolute  unit  has  been  as  yet  agreed  upon.  In  France,  for  instance,  as  was 
pointed  out  on  page  224,  the  flame  of  a  Carcel  burner  is  taken  for  the  standard, 
this  flame  being  40  millimetres  in  height,  obtained  by  a  wick  of  30  millimetres 
diameter,  consuming  42  grammes  of  purified  rape  oil  per  hour.  In  England 
lamps  are  measured  by  spermaceti  candles  giving  a  flame  45  millimetres  in 
height,  and  requiring  777  grammes  per  hour.  In  Germany  paraffin  candles  are 
used,  20  millimetres  in  diameter,  producing  a  flame  50  millimetres  in  height 
The  wick  of  this  candle  consists  of  24  cotton  threads,  and  weighs  dry  o"668 
gramme  per  metre.  The  long  flame  is,  however,  unsteady,  and  this  standard 
is  therefore  now  disregarded,  and  most  cities  of  Germany,  in  their  cor^tracts 
with  gas  companies,  adopt  special  standards.  The  Munich  stearine  candle  con- 
sumes io*2  to  io*6  grammes  of  stearin  per  hour,  producing  a  flame  of  52 
millimetres.  The  candle  is  made  from  stearine,  which  contains  from  76  to  766 
per  cent,  of  carbon.  The  following  table  shows  the  numerical  relation  between 
these  units : 


Carcel  burner. 

Spermaceti  candle. 

German  Union  candle. 

Munich  i^ndle. 

I'O 

0134 
0132 
0148 

7-435 

I'O 

0977 

I'I02 

7607 
1-023 
I'O 
1*128 

6743 

0-887 
I'O 

As  these  units,  owing  to  their  complicated  composition,  etc.,  can  give  but 
approximate  results,  new  light  units  have  been  proposed  by  Violle,  Schwendler, 
Draper,  and  others.  The  light  unit  by  Hefner-Alteneck  consists  of  a  free  flame, 
which  rises  from  the  cross  section  of  a  massive  wick  saturated  with  amylacetate, 
which  fills  a  circular  German  silver  tube,  8  millimetres  inner,  and  82  milli- 
metres outer  diameter,  by  25  millimetres  height ;  the  height  of  the  flame  from 
the  wire  tube  measures  40  millimetres. 

It  has  been  pointed  out  on  page  223  that,  as  regards  England,  a  sperm 
candle,  one  of  six  to  the  pound,  consuming  120  grains  of  spermaceti  an  hour,  is 
the  unit  of  light  named  in  all  Acts  of  Parliament  which  prescribe  the  quality  of 
coal  gas  to  be  supplied  by  gas  companies.  There  is,  however,  a  considerable 
variation  in  the  amount  of  light  given  by  different  standard  candles,  and  even  by 
the  same  candles  at  different  times.     In  1879  the  Board  of  Trade  appointed  a 


Digitized  by 


Google 


The  Electric  Light.  527 

committee  to  inquire  into  and  report  to  them  upon  the  relative  merits  for 
measuring  the  light  given  by  coal  gas  of  the  standard  candle  and  of  some  other 
standards  which  had  been  proposed.  The  report  of  this  committee,  presented 
in  August,  188 1,  states  that :  "  Not  only  do  sperm  candles,  as  at  present  manu- 
factured in  accordance  with  the  Parliamentary  definition,  exhibit  intrinsic 
differences  which  unfit  them  for  use  as  a  standard,  but  the  method  of  using 
them  permits  of  variations  which  introduce  serious  errors  into  this  mode  of 
testing  the  illuminating  power  of  coal  gas.  For  these  reasons  we  consider  the 
sperm  candle,  both  from  the  uncertainty  attaching  to  the  material  and  manner  of 
manufacture,  and  from  its  liability  to  variations  in  mode  of  use,  to  be  so  un- 
trustworthy as  a  standard  of  light  as  to  render  the  introduction  of  a  more  trust- 
worthy standard  of  essential  importance."  The  committee  conclude  by  recom- 
mending that  for  the  determination  of  the  illuminating  power  of  coal  gas  the  use 
of  the  sperm  candle  should  be  discontinued,  but  no  other  standard  has  yet  been 
legalised.  The  "  pentane "  burner,  devised  by  A.  Vernon  Harcourt,  has-  been 
largely  used  in  the  experiments  on  lighthouse  illumination  "  Pentane  "  is  a  gas 
of  definite  composition,*  burning  with  a  uniform  but  somewhat  feeble  luminosity, 
and  its  flame  is  used  as  the  standard.  The  gas  is  burned  in  a  narrow,  slender 
jet,  the  absolute  luminosity  of  which  increases  as  the  height  of  the  flame  is 
increased.  The  light  to  be  tested  and  the  light  of  the  pentane  jet  are  cast  upon 
a  photometer,  and  the  jet  is  raised  or  lowered  until  the  necessary  equality  of 
illumination  is  obtained.  By  the  side  of  the  jet  there  is  a  vertical  bar,  upon 
which  a  horizontal  wire  of  platinum  slides  up  and  down.  When  the  test  is 
otherwise  complete,  the  horizontal  wire  is  brought  down  until  it  touches  the 
tip  of  the  pentane  flame,  the  height  of  which  can  thus  be  precisely  measured. 
The  precise  value  of  each  millimetre  of  the  pentane  flame  has  been  determined 
by  an  exhaustive  series  of  experiments,  with  the  result  that  the  determination  of 
its  height  allows  the  observer  at  once  to  read  off  the  luminosity  of  the  flame 
under  examination  from  previously-prepared  tables.  When  precautions  are  taken 
to  preserve  the  pentane  flame  from  being  affected  by  currents  of  air,  it  is  an  un- 
questionable improvement  upon  the  candle ;  and  its  adoption,  if  legalised,  would 
go  far  towards  the  removal  of  some  of  the  remarkable  discrepancies  which  may 
be  found  in  the  statements  of  rival  companies  with  regard  to  the  advantages  of 
their  respective  fuels  or  methods  of  consuming  them. 

Modes  of  Determining  Light  Intensity. — To  determine  the  light 
intensity  of  any  electric  lamp,  that  is,  to  compare  it  with  a  normal  flame,  the 
light  of  the  normal  candle  and  the  light  to  be  measured  are  both  allowed  to 
fall  upon  adjacent  portions  of  the  same  surface  or  of  similar  surfaces,  these 
being  usually  of  paper  rendered  translucent  by  oiling;  and  the  light  which 
renders  the  surface  more  luminous  is  removed  to  a  greater  distance,  until  perfect 
equality  is  obtained.  The  light  received  upon  a  given  area  from  a  given  source 
diminishes  as  the  square  of  the  distance  between  them  ;  and  hence  the  squares 

•  Pentane  is  a  paraffin  containing  5  atoms  of  C  to  12  of  H. 
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of  the  respective  distances,  when  the  illumination  from  the  two  sources  is  alike, 
furnish  a  measure  of  the  relative  value.  If  the  light  of  a  standard  candle  at  one 
foot  from  the  testing  service  is  exactly  balanced  by  the  light  from  a  given  lamp 
at  four  feet,  the  values  of  the  two  are  as  the  respective  squares  of  their  distances, 
or,  in  the  case  supposed,  as  sixteen  to  one.  The  lamp  would  be  said  to  be  of 
sixteen-candle  power. 

Foucault's  photometer  is  constructed  on  this  principle.  Fig.  518  represents 
a  photometer  constructed  by  Bunsen.  On  a  frame  ab,  consisting  of  white 
paper,  the  spot  m  is  made  transparent  by  means  of 
stearin  or  paraffin.  Sources  of  light  are  placed  at 
hoUti  sides ;  when  the  light  to  the  left  of  the  screen 
is  stronger  than  that  to  the  right,  the  stearin  spot 
will  appear  lighter  than  the  surface  of  the  paper  sur- 
rounding it  When  the  two  sources  of  light  are  of 
the  same  intensity,  the  surrounding  paper  and  the 
stearin  spot  appear  equally  light  In  order  that  both 
sides  of  the  paper  may  be  seen  at  once,  it  is  placed 
between  the  mirrors  m  n  and  m'  n',  so  as  to  bisect  the 
angle  between  them. 
Edison's  Apparatus. — ^The  form  Edison  gave  to  this  apparatus  is  shown 
in  Fig.  519.  The  screen  with  its  two  mirrors  moves  on  wheels  between  the 
normal  candle  and  lamp  to  be  compared,  which  are  at  opposite  ends.  The 
whole  apparatus  is  enclosed  in  a  blackened  box  to  prevent  Hght  from  entering. 


Fig.  518.— Bunsen's  Photo- 
meter. 


Fig.  519.— Edisoa  Form  of  Bunsen  Photometer. 

To  measure  the  intensity  of  a  glow  lamp  in  this  or  a  similar  way  is  not  a 
matter  of  difficulty ;  it  is,  however,  different  when  the  light  of  arc  lamps  is  to  be 
compared.  The  points  that  constitute  the  difficulty  are  the  immense  difference 
between  the  intensities  of  the  unit  of  light  and  the  arc  lamp ;  the  irregular 
radiation  of  the  light  of  an  arc  lamp  fed  by  continuous  currents,  and  the  various 
tints  of  the  lights  to  be  compared  Instead  of  using  the  unit  of  light,  it  may  be 
multiplied  so  as  to  give  some  intermediate  measure.  Even  for  comparing  lamps 
with  small  intensities,  either  some  intennediate  light,  such  as  a  petroleum  lamp, 
is  taken,  or  else  the  arc  light  is  allowed  to  pass  through  a  concave  lens  for  the 
puqx>se  of  weakening  it. 
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L.  Pfaundler  suggests  a  simple  means  for  mechanically  weakening  the 
intensity,  viz.  that  of  allowing  a  disc  (shown  in  Fig.  520)  to  rotate  between  the 
source  of  light  and  Bunsen's  stearine  spot  screen.    The  reduction  of  the  in- 


Fig.  520. — Photometric  Light  Discs. 


teiH^^will  be  the  greater  the  smaller  the  total  service  of  the  sectors  opened. 
In  order  to  make  one  disc  do  for  measuring  different  intensities,  H.  Hammerl 
makes  use  of  a  double  disc  (shown  in  Fig.  520  b),  consisting  of  two  cireular^ 


Fig.  521. — Globe  lit  by  Continuous  Current. 

discs  having  equal  segments  cut  out,  which  move  about  an  axis  at  their  centres, 
so  that  these  segments  may  be  made  larger  or  smaller,  as  required ;  the  sum  of 
the  angles  formed  by  the  open  segments  of  the  two  discs  is  read  oflf  a  scale  at  a. 
Arc  lamps  fed  by  alternating  currents  have  their  carbons  equally  pointed, 
and  the  light  they  give  out  is  therefore  uniform  in  all  directions.  If,  however, 
continuous  currents  are  used,   the  positive  carbon  becomes  blunt,  or  even 

Y 
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Kig.  522. — Photometric  Apparatus  at  Muaicb. 
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hollowed  out,  whilst  the  negative  carbon  becomes  pointed;  the  consequence 
is  that  the  greater  portion  of  the  light  comes  from  the  positive  carbon,  and 
no  longer  runs  horizontally,  but  makes  a  certain  angle  with  the  horizontal  plane. 
(According  to  Fontaine,  an  angle  of  from  50°  to  60'';  according  to  Hefner  von 
Alteneck,  37°.)  A  glass  globe  surrounding  a  lamp  fed  by  continuous  currents 
is  shown  in  Fig.  521. 

A  view  of  the  room  for  photometric  observations  at  the  Exhibition  for 
Electricity,  Munich,  1858,  is  given  in  Fig.  523.  In  this  room  there  were 
two  photometer  lines  or  scales,  a  b  and  b  c  (Fig.  522),  measuring  6  to  12 
metres.  At  a  the  normal  candle  or  the  argand  burner  i  could  be  placed. 
At  II  a  burner,  the  opening  of  which  was  one  millimetre  in  diameter.      At 

B  a  Siemens  gas  burner  or  a 
^  glow  lamp  was  placed,  and 
~SF^  at  c  the  arc  lamp  to  be 
examined.  At  a  and  h 
stood  the  movable  Bunsen's 
paper  screens ;  G  G  indicate 
apparatus  for  measuring  gas, 
between  which  the  regulator 
R  was  placed.  The  sper- 
maceti candle  was  taken 
as  the  light  unit,  but  in- 
stead of  using  the  candle 
directly,  a  series  of  steps  or 
grades  of  intensity  were  ar- 
ranged between  it  and  the  arc  lamp.  As  the  first  of  these,  the  gas  burner  11  was 
employed,  and  before  each  measurement  compared  with  the  candle  by  means  of 
the  photometer  a ;  the  burner  was  supplied  with  gas  by  a  gas-meter  of  one-candle 
power.  The  gas-burner  11  was  then  compared  with  the  argand  burner  at  a,  sup- 
plied with  gas  by  a  i6-candle  power  gas-meter,  a  was  then  compared  with  a 
Siemens  burner  at  b,  which  received  gas  from  a  gas-meter  of  30-candle  power. 
The  Siemens  burner  was  then  taken  as  a  measure  for  the  arc  lamp  at  c.  The 
unequal  radiation  was  compensated  for  by  measuring  the  intensity  in  a  horizontal 
direction  under  an  angle  of  from  30°  to  60°  ;  besides  this,  measurements  were 
made  under  angles  specially  mentioned  by  manufacturers.  For  this  purpose  a 
mirror  s  was  used,  which  was  movable  about  a  horizontal  axis  c,  whilst  the  lamp 
L  was  burning  at  a  constant  height 

Electric  as  Compared  with  Gas  and  other  Light. — Before  de- 
ciding to  adopt  the  electric  light  for  a  particular  purpose,  it  is  not  only  necessary 
to  consider  the  technical  perfection  of  the  apparatus  for  producing  it,  but  also 
whether  electric  light  would  be  advantageous  as  regards  its  properties.  The 
electric  light  not  only  surpasses  gas,  but  all  other  artificial  sources  of  light  in 
its  intensity,  although  some  declare  that  it  has  a  bluish  tint,  and  rather  resembles 
the  light  of  the  moon  than  that  of  the  suil     Experiments  made  with  sun,  gas. 
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and  electric  light  have  shown  that  gas-light  is  richer  in  red  rays  than  either  of 
the  others,  but  the  electric  light  is  richer  in  violet  rajrs  than  either  the  gas-light 
or  sun-light.  It  has  been  further  found  that  sun-light  is  more  luminous  in  its 
green  and  blue  constituents  than  the  electric  light,  but  that  the  latter  may  sur- 
pass the  former  in  red  and  violet.  To  show  that  the  electric  light  compared 
wiih  sun-light  appears  yellowish  or  reddish,  we  need  only  illuminate  a  portion  of 
a  surface  by  sun-light  and  a  portion  by  the  electric  light  The  colour  of  the 
electric  light  is  therefore  preferable  to  that  of  gas-light,  and  it  is  only  because 
we  are  at  present  accustomed  to  see  everything  in  a  reddish  light  that  we  find 
the  electric  light  cold  and  unnatural.  When  the  two  colours,  green  and  blue, 
are  seen  by  gas-light  it  is  often  difficult  to  distinguish  the  one  from  the  othw, 
although  by  electric  light  these  colours  are  easily  distinguished.  Sometimes 
it  is  of  the  greatest  importance  that  we  should  be  able  to  see  objects  in  theii 
natural  colours,  as,  for  instance,  in  weaving,  spinning,  and  printing  establish- 
ments, etc ;  here  the  advantages  of  the  electric  light  are  obvious.  Although 
the  electric  light  compared  with  sun-light  appears  reddish,  the  large  proportion 
of  violet  rays  that  it  contains  makes  it  available  for  photographical  purposes, 
where  gas-light  would  be  perfectly  useless. 

The  advantages  oi  electric  light  from  a  hygienic  point  of  view  cannot  be 
disputed.  Gas  and  all  other  artificial  lights  consume  great  quantities  of  the 
oxygen  in  the  air,  and  make  it  injurious  to  health  by  the  formation  of  CO}- 
The  results  of  experiments  made  by  F.  Fischer  with  different  sources  of  light 
to  determine  the  consumption  of  oxygen,  the  heat  produced,  and  the  formation 
of  carbon  dioxide  by  each,  are  given  in  the  following  table  : 


Quantity  of  O  necessary  for  the  Production  of  a 
Power  per  Hour. 

Generated. 

Source  of  Light. 

Quantity. 

Water  in 
Kilogram. 

CO»  at  o**. 

Heain 

Calorics. 

Electric  arc  light       

0*09  to  0*25  p 

Not  det 

5910158 

„       glow  light    

0-46  to  0*85  p 

— 

— 

290  to  536 

Gas,  Siemens  regenerative  burner 

0-35100*56  ohm. 

— 

• 

1,500 
4,860 

„   aiigand  burner 

08  ohm.  (-2) 

086 

046 

„    burner  with  two  openings      

Mineral  oil,  large  round  wick         

2  ohm.  ( -  8) 

214 

I  14 

12,150 

0-28  kg. 

037 

0-44 

3.360 

«,          small  flat  wick    

060    „ 

o-8o 

095 

7,200 

Rape  oil  cover  lamp         

0-43     M 

052 
085 
088 

o*6i 

4,200 

„       lamp  for  studying    

070    .. 

r*oo 

6,800 

Wax 

077     ,. 

118 

7,960 

Stearine      

092        M 

0*04 

130 

8.940 

TaUow        

100    „ 

1-05 

1*45 

9.700 

M.  V.  Pettenkofer's  results,  comparing  the  CO3  produced  by  gas  with  that 
produced  by  glow  lamps,  at  the  theatre  at  Munich,  are  given  in  the  following 
table  (the  readings  were  taken  in  an  empty  house) : — 

*  The  gases  produced  during  combustion  are  ccmducted  away  in  the  Siemens  leymuative  burner. 
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Gas. 

Electric  Ught. 

After  30  Minatesw 

After  60  Minutes. 

After  60  Minutes. 

Pit       

I.  balcony 

III.  balcony       

05 
II 

I '4 

06 

i*o 

2-0 

0-5 

At  an  international  hygienic  meeting  at  Turin,  Layet  pointed  out  that 
gas  not  only  affects  animal  life,  but  greatly  increases  the  danger  of  fire.  The 
electric  light,  however,  has  drawbacks  which  gas  has  not  Gas  is  conveyed 
from  the  place  of  production  to  the  places  where  it  is  consumed  easily  and 
without  loss;  but  electric  light  cannot  be  divided  without  loss  of  energy;  the 
greater  the  partition  the  greater  the  loss,  no  matter  how  carefully  the  leads 
are  carried  out  At  present  gas-light  has  this  advantage  over  electric  light,  that 
it  is  produced  at  large  centres  and  in  large  quantities.  The  loss  of  energy 
in  dividing  the  electric  light  would  considerably  diminish  if  large  centres  were 
established  for  its  production.  It  has  been  said  that  by  using  electric  light  the 
danger  of  fire  is  considerably  lessened ;  but  this  is  only  true  when  the  arrange- 
ments are  without  fault  As  long  as  the  currents  pass  through  proper  and 
sufficiently  insulated  conductors,  there  is  no  danger  whatever;  but  fire  may 
be  caused  when  a  short  circuit  is  produced,  and  this  may  happen  when 
branch  wires  become  connected  with  each  other  by  means  of  metallic  dust, 
thin  wires,  wet  or  saturated  wood,  etc.  etc.  Such  hnperfect  conductors  may 
become  heated,  and  finally  burst  out  into  flame.  In  arc  lamps,  through  an 
undue  increase  of  the  current,  it  may  happen  that  the  arc  does  not  form 
between  the  carbons,  but  between  the  metallic  portions,  which  it  then  melts. 
All  these,  however,  are  exceptional  cases.  The  electric  light  may  further 
become  dangerous  through  its  physiological  effects ;  cases  have  occurred  where 
persons  have  been  killed  by  coming  in  contact  with  conducting  wires;  but 
this  can  only  happen  when  currents  of  high  potential  are  used,  and  for  this 
reason  they  ought  to  be  avoided,  or,  where  this  is  not  possible,  perfect  insulation 
should  be  insisted  upon.  We  may  sum  up  the  advantages  and  disadvantages 
of  electric  light  and  gas-light  as  follows  :  Where  powerful  lights  of  great  inten- 
sity are  required,  electric  light  would  be  preferable  to  gas-light;  but  if  the 
lighting  consists  of  a  great  many  small  lights,  gas  is  preferable  to  the  electric 
light,  because  it  is  easily  divided  without  loss  of  energy.  Objects  are  seen 
by  electric  light  in  their  natural  tints,  whilst  by  gas-light  some  colours 
cannot  be  distinguished  at  all,  and  others  appear  different  For  chemical 
effects,  gas-light  is  altogether  impracticable.  The  electric  light  hardly  increases 
the  temperature  in  enclosed  spaces,  and  products  of  decomposition  injurious  to 
health  and  inanimate  objects  are  not  formed ;  whereas  gas  raises  the  tempera- 
ture considerably,  and  also  causes  the  formation  of  carbon  dioxide,  compounds 
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of  sulphur,  etc,  which  are  injurious  to  health  as  well  as  to  inanimate  objects. 
Although  the  comparison  of  cost  between  electric  light  and  gas-light  is  of  great 
importance,  little  can  be  said  about  it  at  present ;  plants  on  a  large  scale  will  pro- 
duce electric  light  cheaper  than  plants  on  a  small  scale ;  moreover,  the  cost 
greatly  depends  upon  whether  the  dynamo  machines  are  driven  by  steam,  gas, 
water  motors,  etc,  and  whether  glow  lamps  or  arc  lamps  are  used,  with  con- 
tinuous or  alternating  currents.  The  electric  light  could  not  be  the  cheaper 
if  fewer  than  fifteen  to  twenty  glow  lamps  were  required  ;  but  if  twenty  to  twenty- 
five  were  required,  the  electric  light  would,  in  some  cases,  prove  cheaper  than 
gas.  Glow  lamps  possess  the  advantages  of  gas  without  its  disadvantages,  and 
it  is  really  glow  lamps  that  will  have  to  compete  with  gas,  for  where  large 
powerful  lights  are  required  there  can  be  no  doubt  as  to  the  superiority  of 
electric  light  over  gas-light. 

The  adoption  of  the  electric  light  would  by  no  means  do  away  with  gas ; 
this  would,  on  the  other  hand,  probably  become  more  important  than  ever, 
although  its  form  of  utilisation  would  possibly  become  altered.  Using  gas 
for  heating  purposes  is  a  rational  utilisation  of  the  coal,  for  during  combustion 
of  the  gas  the  production  of  heat  is  far  in  excess  of  the  production  of  light, 
which  is  proved  by  the  heating  of  the  air  in  closed  spaces,  and  still  further  by 
the  following  statement : — Large  gas  engines  produce  one  horse-power  by  the 
consumption  of  a  cubic  metre  of  gas  per  hour.  With  such  an  engine,  by  using 
the  electric  arc  light,  a  light  of  1,700-candle  power  can  be  obtained ;  but  if  this 
quantity  of  gas  is  consumed  by  ordinary  gas  burners,  only  seven  flames  of  1  o- 
candle  power  each  are  obtained,  i.e.  a  light  of  70-candle  power.  It  is,  therefore, 
possible  that  the  electric  light  may  gradually  take  the  place  of  gas,  although  gas 
will  not  become  useless.  It  might  be  used  on  a  still  larger  scale  for  heating 
purposes,  especially  as  the  production  of  heat-gas  is  cheaper  than  that  of  light- 
gas.  This  would,  from  a  sanitary  point  of  view,  greatly  improve  the  buildings 
of  large  towns,  and  would  cause  their  atmosphere  to  be  purer  and  more  healthy 
by  freeing  it  from  smoke. 

APPLICATIONS    OF   THE   ELECTRIC   LIGHT. 

It  seems  far  easier  to  enumerate  the  few  cases  for  which  the  electric  light 
is  not  available  than  to  make  a  complete  list  of  those  where  it  can  be  used ; 
we  shall,  therefore,  only  give  a  few  of  the  most  important  applications. 

The  Lighting  of  Buildings  by  Electricity. — The  lighting  of  public 
buildings  by  electricity,  if  proper  precautions  be  taken  as  regards  conduction  and 
insulation,  would  diminish  the  chances  of  fire.  We  have  statistics  to  show  that 
within  the  last  twenty-five  years  about  290  theatres  have  been  burned  down,  28 
per  cent  of  which  were  opened  only  five  years,  1 5  per  cent  six  to  ten  years, 
18  per  cent,  eleven  to  twenty  years,  and  20  per  cent,  twenty-one  to  thirty  years. 
By  these  accidents  10,000  people  have  been  thrown  out  of  employment,  and  the 
damage  is  estimated  to  have  amounted  to  ;^7, 500,000. 


Digitized  by 


Google 


The  Electric  Light. 


535 


The  first  large  theatre  lighted  by  electric  light  was  the  Savoy  Theatre  in 
London;* soon  followed  others  in  Briinn,  Havana,  Boston,  Munich,  Mailand, 
Manchester,  and  Buda-Pesth.  The  plant  for  the  theatre  at  Briinn  has  been  fur- 
nished jointly  by  the  Soci^t^  6lectrique  Edison,  Paris,  and  the  company  of 
Brunckner,  Ross,  and  Consorten,  Vienna,  The  theatre,  which  covers  an  area  of 
about  2,100  square  metres,  accommodates  1,200  persons.  The  building  for  the 
machines  is  300  metres  distant  from  the  main  building.     Fig.  524  represents  the 


Fig  524.— Installation  for  the  Theatre  at  Bruon. 

arrangement  of  the  machinery.  In  the  boiler  room,  three  cylindrical  boilers  b 
are  bricked  in;  these  boilers  have  together  a  heating  surface  of  168  square 
metres.  Only  two  of  them  are  in  use  at  the  same  time ;  the  third  is  kept  as 
a  reserve  in  case  of  accidents.  The  steam  engine  a  is  a  no  horse-power 
high-pressure  machine  (by  Collmann),  making  105  revolutions  per  minute. 
The  fly-wheel,  of  4  metres  diameter,  transmits  the  energy  by  means  of  seven 
hempen  ropes,  40  millimetres  long,  to  a  shaft  e :  ordinarily  the  engine  is  not 
worked  to  its  full  power,  so  that  in  case  of  repair  being  necessary  one-half 
of  the  engine  can   do  the  whole  work.     The  driving-wheel  has  a  diameter 
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of  1*1  metre,  and  makes  300  revolutions  per  minute,  and  cotton  belts  transmit 
the  motion  to  four  Edison  and  three  Gramme  machines.  The  four  Edison 
machines  a  make  900  revolutions  per  minute,  and  each  is  capable  of  supplying 
a  current  for  250  Edison  lamps  of  i6-candle  power;  of  these  1,000  lamps, 
never  more  than  900  are  in  use  at  the  same  time,  so  that  in  case  one  machine 
should  become  damaged  the  remaining  three  can  be  worked  to  their  full 
power.  Of  the  Gramme  machines,  B  is  intended  for  the  five  arc  lamps,  c 
for  the  production  of  stage  effects,  and  d  for  working  a  ventilator,  e  is  the 
regulator,  by  means  of  which  greater  or  lesser  resistances  in  German  silver  wire 
may  be  inserted  in  the  circuit  of  the  electro-magnets.  The  currents  from  the 
machines  are  conducted  to  the  required  points  by  cables.  Fig.  525  represents 
the  arrangement  for  the  branching  off  of  the  current  conveyed  by  the  cable ; 


Fig.  525. — Arrangement  for  Distribution  of  the  Current. 

the  arrows  without  tails  indicate  the  leads  belonging  to  the  lamps  which  require 
no  regulation,  Le.  lamps  on  the  staircases,  halls,  etc.  The  tailed  arrows  indicate 
the  leads  of  the  parts  of  the  system  requiring  regulation,  such  as  are  on  the  stage, 
etc.  At  B  X  safety  wires,  consisting  of  lead,  are  arranged  within  the  building ;  the 
copper  wires  are  covered  with  fireproof  cotton,  and  safety  wires  are  inserted 
between  every  six  to  ten  lamps. 

Apparatus  for  Stage  Effects. — The  most  difficult  portion  of  the 
lighting  of  theatres  is  the  stage,  and  a  very  complicated  apparatus  is  required 
for  its  regulation.  The  regulators  used  in  the  theatres  at  Munich  and  Stutt- 
gart are  copies  of  the  model  that  was  exhibited  during  the  Exhibition  at 
Munich.  Fig.  526  shows  the  entire  arrangement,  and  Fig.  527  represents  a 
single  element  The  apparatus  consists  of  a  series  of  levers  m,  which  move 
over  a  number  of  contacts  arranged  in  a  circle.  The  several  circuits  are 
connected  on  one  side  with  the  lever  m  ;  on  the  other  side  with  the  contacts  xy. 
When  the  lever  is  in  contact  with  jr,  no  resistance  is  inserted,  and  the  lamps 
bum  with  their  full  power.     In  the  position  of  the  lever  shown  in  the  diagram, 


Digitized  by 


Google 


The  Electric  Light. 


S37 


Fig.  526. — Stage-Light  Regulatur. 


Fig.  527.— Stage-Light  Regulator. 

all  the  resistances  between  x  and  a  b  are  inserted  The  current  coming  from  a 
cannot  flow  over  b,  through  the  lever  m  to  reach  b^  without  first  passing  through 
the  resistance  coils  a  b.     By  moving  m  the  resistance  can  be  altered  at  pleasure, 
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i.e,  the  intensity  of  the  lamps  of  that  circuit  can  be  altered  When  all  or  several 
of  the  groups  of  lamps  have  to  be  regulated  at  the  same  time,  the  several 
handles  of  their  respective  levers  are  raised  by  means  of  a  horizontal  frame,  with 
which  they  are  connected,  and  which  moves  all  the  levers  when  a  wheel  is 
turned  {see  Fig.  526.) 

The  apparatus  used  in  Munich  and  Stuttgart  has  a  contrivance  by  means 
of  which  a  sudden  flash  is  effected,  imitating  lightning,  etc  Every  group 
of  lamps  has  a  corresponding  handle  (n,  Fig.  527),  by  means  of  which  contact 
between  the  spring  l  and  the  contact  c  may  be  made ;  by  taking  out  the 
resistance  of  the  group  of  lamps  for  a  few  moments,  they  are  caused  to  glow  up 
for  an  instant  at  their  maximum  intensity. 


Fig.  528. — Arrangement  for  Coloured  Stage  Effect  at  Munich. 


Care  has  to  be  taken  when  a  number  of  lamps  are  extinguished  at  the 
same  time,  that  the  remaining  lamps  may  not  have  too  powerful  a  current. 
By  Edison's  system  the  attendant  is  informed  of  this  by  a  signal,  and  he, 
by  the  help  of  a  rheostat  (e,  Fig.  524),  inserts  resistance  in  the  current 
of  the  electro-magnet  At  Stuttgart  the  weakening  of  the  current  b  made 
known  to  the  attendant  from  the  stage  by  a  green  light ;  the  increase  of  current 
by  a  red  light.  In  Munich  coloured  light  is  produced  by  placing  red  or  blue 
gelatine  screens  before  the  lamps  of  the  several  groups.  Fig.  528  represents 
an  arrangement  for  one  group.  The  iron  tube  t  carries  the  reflector  r,  having 
the  glow  lamps  on  its  lower  horizontal  portion.  The  tube  t  rests  with  its  ends 
upon  the  sides  of  a  wooden  box,  the  lid  c  c'  of  which  can  be  thrown  back  on 
either  side.  By  means  of  the  handle  m  the  lamps  and  reflector  can  be  turned 
as  required.  The  circular  discs  p  p  are  intended  to  hold  the  gelatine  cylinder 
o  o  open  for  one-third  of  their  circumference.  Coloured  light  is  obtained  by 
moving  o  c  by  means  of  wire  ropes  and  pulleys.  Brandt,  of  Berlin,  has  the  groups 
of  lamps  in  three  separate  circuits :  one  for  white,  the  second  for  green,  and  the 
third  for  red  lamps.  This  arrangement  facilitates  the  regulation  from  a  central 
point,  but  the  cost  is  considerably  increased,  as  three  times  the  number  of  lamps 
are  required  for  the  stage. 
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The  National  Theatre,  Buda-Pesth,  has  an  apparatus  made  by  the  firm  of 
Ganz  and  Ca  *  Here  four  machines,  for  producing  alternating  currents, 
supply  the  necessary  current ;  the  colour  effects  are 
produced  by  three  different  groups  of  lamps,  each 
group  having  a  separate  circuit ;  one  group  of  these 
lamps  remains  uncovered,  the  second  group  is 
covered  by  red,  and  the  third  group  by  green  glass 
plates  (Fig.  529).  By  using  the  alternating  current 
machines  of  twelve  circuits  each  (altogether  forty- 
eight  circuits),  the  light  regulation  is  effected  without 
the  insertion  of  resistances.  Each  group  of  lamps 
is  made  active  by  means  of  the  corresponding  number 
of  the  forty-eight  circuits,  each  of  which  forms  a 
separate  source  of  electricity.  The  lamps  of  the 
auditorium  have,  for  instance,  nine  of  such  sources  of  y\„  529.— Colour  Apparatus, 
current,  and  can,  therefore,  have  nine  different  de- 
grees of  intensity.  The  footlights  receive  twenty-one  currents,  which  can  be 
collected  and  distributed  by  a  commutator,  so  that  each  group  of  ten  lamps  can 
be  regulated  separately,  or  all  the  groups  can  be  manipulated  together. 


Fig.  530. — Sunrise  Apparatus. 


Fig.  531. — Apparatus  for  lUuminating  Actors. 


Apparatus  for  imitating  natural  phenomena,  and  for  throwing  the  light 
upon  individuals,  etc.,  is  very  often  used.  Fig.  530  represents  the  apparatus 
which  Duboscq  devised  for  the  representation  of  sunrise  in  the  opera  "  Der 
Prophet ;  **  it  consists  of  a  Foucault- Duboscq  regulator  fitted  with  a  parabolical 
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concave  mirror.  The  parallel  pencils  of  rays  are  allowed  to  &11  upon  a  trans- 
parent screen,  producing  a  circular  disc  of  intense  brilliancy;  this  disc  can 
be  made  to  move  by  moving  the  apparatus.     The  ordinary  apparatus  used 


533.— Trouv^s  Electric  Jewels. 


for  throwing  light  upon  the  actors  is  shown  in  Fig.  531.  For  the  imitation 
of  rainbows,  the  apparatus  in  Fig.  532  is  used  ;  the  lens  between  slit  and  prism 
ser\'es  the  purpose  of  concentrating  the  rays  of  light,  and  also  of  increasing  the 
bend  of  the  rainbow. 

Electric  Jewels. — ^Trouv^  makes  use  of  glow  lamps,  the  carbons  of  which 
have  a  very  small  resistance,  for  his  jewels.    Fig.  533  represents  a  hair-pin. 
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In  case  of  damage  the  lamp  is  easily  replaced  by  a  new  one.  The  wires  lead  to 
a  battery  consisting  of  zinc  and  carbon  rods  immersed  in  potassium  bichromate ; 
this  battery  is  enclosed  in  a  box  of  gutta-percha.  These  batteries  with  cases 
only  weigh  300  grammes,  and  supply  to  lamps  a  current  of  2  to  3  volts  for  about 
thirty  minutes.  The  battery  box  is  prismatically  shaped;  the  shortest  edges 
are  three  and  a  half  centimetres,  the  longest  five  to  six  centimetres  long.     In 


Fig.  534. — Diadem  Apparatus. 

the  ballet  of  the  new  opera,  "  La  Farandole,"  faint  glow  lights  resembling  will-o'- 
the-wisps  {ignis  fatuus)  play  on  the  heads  of  the  dancers.  These  are  produced 
by  the  apparatus  shown  in  Fig.  534.  The  dancer  wears  on  her  head  a  metal  ring 
holding  a  glow  lamp  and  a  star-shaped  metallic  mirror,  upon  which  pieces  of 
green  glass  are  fastened.  The  two  elements  which  supply  the  lamp  with  the 
current  are  contained  in  the  vessels  a  and  by  fastened  to  a  belt.  At  ^  is  a 
smart  current -breaker  which  enables  the  dancer  to  put  the  light  in  or  out 
The  battery  consists  of  a  chloride  of  silver  element  arranged  as  in  Scrivanow's 
battery  (see  p.  405). 

Electric  Light  for  Printing- Rooms. — The  unhealthy  effects  of  gas  are 
especially  felt  by  workmen  in  establishments  where  it  is  necessary  to  work  very 


Digitized  by 


Google 


542 


Electricity  in  the  Service  of  Man. 


near  to  the  light.  The  printing  office  of  Messrs.  Jaenecke  Brothers,  in  Hanover, 
has  been  recently  fitted  with  an  electric  lighting  system,  executed  by  Uppenbom 
and  Gackenholz.  The  plant  of  machinery  consists  of  three  Schuckert  flat-ring 
compound  machines  ;  one  of  these  machines,  placed  in  the  basement,  is  driven 
by  an  Otto  gas  engine,  and  is  intended  as  a  reserve.  All  the  machines  are 
joined  parallel  to  each  other,  and  in  order  to  avoid  reversion  of  the  poles  of 
their  electros,  their  negative  brushes  are  connected  by  means  of  short  wires. 
The  current  of  each  machine  may  be  regulated  by  means  of  resistances  inserted 
in  the  inducing  circuit.  The  current  coming  from  the  machine  has  first  to 
pass  through  a  contact-breaker  of  four  contacts,  consisting  of  an  ebonite 
cylinder,  with  two  metal  contacts  and  two  brushes  for  each  contact  The 
spark  is  by  this  arrangement  divided  into  four  sparks,  and  the  contact-breaker 
is  prevented  from  wearing  out  too  quickly.  The  currents  of  the  machine  then 
pass  into  two  main  conductors,  from  which  leads  spread  to  the  different  rooms. 
The  electric  apparatus  extends  over  the  machine  rooms,  two  composing-rooms, 
and  a  lithographic  room,  having  125  Edison  lamps  of  eight  candles,  eight  lamps 
of  ten  candles,  and  four  lamps  of  sixteen  candles,  distributed  as  follows  : 


Machine  room 


Lamps  of  8  candles. 
16 


No.  I  composing-room  ...  52 

No.  2        „          „         ...  so 

Lithographic  room          .•.  6 

Steam-engine  room        ...  i 


Lamps  of  lo  candles. 
6 

I 
I 


L^mps  of  16  candles. 

2 
2 


In  an  arrangement  like  this,  it  is  neces.sary  that  the  lamps  should  be  simple, 
easily  managed,  and  cheap.  Three  lamps  of  eight-candle  power  give  light 
to  the  central  passage  of  the  printing-room.     These  lamps  are  simply  screwed 

to  gas  tubes  which  hang 
from  the  ceiling,  and 
the  wires  are  conducted 
inside  the  gas  tubes. 
This  manner  of  fasten- 
ing the  lamp>  could  not 
be  adopted  for  the 
lamps  intended  to  give 
light  to  the  men  work- 
ing at  the  printing  ma- 
chines, as  the  lamps 
employed  must  be 
movable.  They  are 
therefore  constructed  as 
follows :  To  the  lower 
end  of  the  vertical  gas 
Fig.  535.— Lamps  for  a  Piinter's  Composing -room.  tube  a  rod,  bent  into  the 
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form  of  a  trapezium,  is  fastened ;  in  this  the  lamp,  with  its  reflector,  is  hmig.  Fig 
536  gives  a  general  view  of  the  printing-room.  The  trapezium  moves  in  a  semi- 
circle about  the  gas  tube,  and  the  lamp  itself  along  the  base  of  the  trapezium. 
The  lamp  can  thereby  assume  any  position  within  a  certain  radius.  It  b 
connected  by  means  of  a  flexible  cable  with  the  conducting  iron,  which  comes 
out  of  the  gas  tube.  This  room  has  also  a  set  of  hand-lamps,  which  are  supplied 
with  currents  from  leads  which  are  found  at  every  window-pillar  in  the  room, 
and  are  connected  with  Edison  contact  boxes.  Each  of  the  plugs  has  a  leaden 
wire  attached  to  guard  against  currents  which  are  too  strong.  The  lamps 
used  in  the  composing-rooms  are  shown  in  Fig.  535. 

Electric  Light  Companies  in  New  York. — ^The  largest  central  station 
for  electric  lighting  is  the  one  in  New  York  managed  by  Edison.  The  central 
station  at  Mailand  is  next  At  present  a  central  station  is  about  to  be  instituted 
at  Boston,  the  execution  of  which  has  been  undertaken  by  the  Merchants'  Electric 
Light-Power  Company.  Similar  stations  are  to  be  erected  in  Paris  and  Berlin. 
The  central  station  of  Mailand  was  instituted  by  a  committee  consisting  of 
the  members  of  the  most  important  banking  establishments  of  that  city ;  Messrs. 
Giuseppe,  Colombo,  and  Guzzi  were  consulted  as  experts.  The  reports  brought 
back  by  these  gentlemen  on  their  return  from  their  journeys  to  Paris  and  England 
caused  the  committee  to  vote  the  necessary  means  for  the  erection  of  a  central 
trial  station  on  a  large  scale ;  but  the  company  is  not  to  be  formed  before  this 
station  has  sufficiently  proved  its  efficiency.  The  central  station  is  close  to 
the  largest  theatres,  clubs,  shops,  etc.  The  building  covers  an  area  of  624 
square  metres,  and  consists  of  three  storeys,  of  which  the  ground  floor  is 
3  metres  underground.  Here,  for  the  present,  four  Edison  steam  dynamos  are 
placed,  each  of  which  is  capable  of  supplying  1,000  to  1,200  Edison  lamps  of 
sixteen-candle  power,  with  currents  requiring  from  120  to  140  horse-power. 
The  armatures  have  a  diameter  of  075  metres,  and  make  350  revolutions 
per  minute.  The  bearings  of  white  metal  in  which  the  steel  axis  runs,  are 
kept  cool  by  means  of  water.  The  cooling  of  the  armatures  is  brought  about 
by  air  currents.  Two  light  machines  are  driven  by  Porter  Allen  and  two  by 
Armington  and  Sims  engines.  The  shafts  of  the  steam  and  light  engines 
are  everywhere  coupled  directly,  and  not  by  bands.  All  the  steam 
dynamos  are  placed  parallel  to  each  other,  as  shown  in  Fig.  537.  The 
steam  for  the  engines  is  supplied  by  boilers  by  Babcock  and  Wilcox,  of 
which  there  are  five,  placed  under  the  machine  room.  Each  of  these  boilers 
can  supply  steam  for  two  dynamos.  The  difference  of  potential  of  the  currents 
is  kept  constant  at  about  no  or  120  volts.  A  current  of  1,200  amperes  is 
obtained  when  all  the  four  machines  are  in  action.  The  principal  consumer 
is  the  Theatre  de  la  Scala,  where  usually  1,600  lamps  are  required.  When 
"  Don  Carlos  "  was  given,  2,062  lamps  were  required.  The  leads  of  this  theatre 
are  about  400  metres  long,  and  their  contacts  are  so  well  calculated  that  the  loss 
of  potential  does  not  exceed  eight  volts. 

Use  in   Mining  and  Tunnelling. — Electric  lighting  has  become  of 
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great  importance  for  tunnel  and  similar  constructions.     The  boring  is  usually 
done  by  pneumatic  machines;  but  a  combined  application  of  electricity  for 


Fig.  538. — Electric  Light  in  the  Salt  Mines  of  Maros-Ujvar. 

lighting,  working  the  boring  machine,  ventilating,  eta,  might  prove  more  advan- 
tageous. At  the  construction  of  the  St.  Gothard  tunnel  the  pneumatic 
machines  employed  returned  only  from  4  to  8  per  cent  of  the  energy  bestowed 
upon  them.     In  the  Austrian   salt   mines  at  Maros  Ujvar  (Hungary),  which 
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Qjcsstt  an  area  of  24,000  square  metres,  and  employ  from  400  to  500  men, 
experiments,  made  in  1880,  led  to  the  adoption  of  the  electric  light,  the 
work  being  executed  by  J.  Neuhold,  agent  to  Siemens  and  Halske.  A  10 
horse-power  movable  steam  engine  drives  the  Siemens  light  machine  as 
well  as  the  generating  machine.  The  winding  machine  and  the  locomotive 
are  supplied  with  steam  from  the  same  source.  The  total  intensity  of  the 
fifteen  lamps  is  that  of  4,000-candle  power.  All  the  lights  are  required  only 
during  the  eight  working  hours;  during  extraction  one-half  of  the  lamps  is 
Uken  out  of  circuit,  and  the  locomotive  works  at  a  rate  of  5  horse-power  only. 
The  conducting  wires  to  and  from  the  engine  are  mosdy  covered,  but  in  dry  por- 
tions of  the  mine  uncovered  wires,  insulated  in  very  much  the  same  way  as  the 
wires  of  telegraph  lines,  are  sometimes  used.  The  leads  and  lamps  are  arranged 
as  follows :  Two  leads  leave  the  Ught  machine ;  the  one  with  insulated  wires 
is  conveyed  to  the  salt  pit  and  conducted  to  the  different  chambers,  each  of 
which  has  two  lamps  resting  on  salt  pyramids ;  the  other,  consisting  of  wire 
which  is  not  insulated,  is  conveyed  to  four  lamps,  one  in  each  chamber  (besides 
the  two  connected  with  the  insulated  wire),  and  also  to  three  lamps  distributed 
over  the  passage  of  the  entering  shaft  The  lamps  are  lowered  as  the  depth 
of  the  shaft  increases;  this  has  happened  once  in  two  years.  The  carbons 
of  the  lamps  are  20  centimetres  long  by  0*5  centimetres  broad,  producing  an 
arc  of  from  3  to  4  millimetres  in  length.  During  the  insertion  of  new  carbons, 
that  is,  after  every  four  hours,  the  current  is  passed  through  single-branch  lamps. 
The  total  expense  per  annum  amounts  to  ;^625.  Compared  with  the  previous 
expenditure  for  tallow,  oil,  etc.,  it  is  found  that  the  electric  lighting  is  not  much 
more  expensive,  although  the  lighting  is  better  and  less  injurious  to  health. 
Fig.  538  represents  a  portion  of  the  mine  taken  from  a  photograph.  As  another 
instance  of  electric  lighting,  the  copper  mines  at  Rio  Tinto,  in  the  province  of 
Huelva,  Spain,  as  shown  in  Fig.  539,  .may  be  given.  The  hills  where  these 
mines  are  situated  have  strongly  inclined  slopes  and  valleys,  or  trenches,  the 
widest  being  about  106  metres  across.  The  lighting  arrangements  have  been 
executed  by  the  firm  of  Siemens,  London. 

The  Lighting  of  Railway  Stations. — The  electric  light  has  proved 
of  such  advantage  for  railway  stations,  that  ahready  almost  all  the  larger 
stations  have  a  system  of  electric  lighting.  The  apparatus  of  the  new 
central  station,  Strasburg,  opened  in  August,  1883,  is  amongst  the  largest  of 
this  kind.  The  position  of  the  different  buildings,  lines,  etc.,  may  be  seen 
from  Fig.  540.  The  Alsace  Electric  Company  (Ungerer  and  Schulze)  were 
entrusted  with  the  execution  of  this  undertaking.  The  firm  of  Siemens  and 
Halske  furnished  the  machines,  lamps,  material  for  leads,  etc.,  for  the  arc  lights. 
Ungerer  and  Schulze  furnished  the  material  for  the  glow  lamps ;  the  steam  engines 
and  boilers  were  supplied  by  the  Carlsruhe  Machine  Factory  at  Carlsruhe.  The 
buildihg  containing  the  machines  is  divided  into  two  portions;  one  portion 
contains  the  five  boilers  which  supply  the  different  machines  with  steam,  and 
also  the  offices  for  heating  purposes.     To  produce  one  horse-power  the  boilers 
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require  1 7  kilogramme  of  coals  ;  the  time  for  getting  up  steam  is  forty  minutes. 
A  pipe  from  the  boiler  room  leads  into  the  room  where  the  steam  and  light 
engines  are  placed,  and  from  it  pipes  branch  off  to  the  different  machines  and 
offices.  The  machine  room  is  again  divided  by  a  passage,  on  one  side  of  which 
are  placed  fourteen  continuous  current  machines,  by  Siemens,  for  feeding  60  arc 
lamps,  and  on  the  other  side  three  Edison  machines  for  250  lamps,  of  16 
normal  candle  power  each,  and  another  machine  for  450  of  such  lamps.  Each 
side  has  three  compound  machines  of  45  horse-power,  making  150  revolutions  per 
minute.  The  Siemens  continuous  current  machines  feed  the  60  arc  lights,  so  that 
for  every  machine  there  are  five  lamps  supplied  with  9  amperes  at  about  45  volts. 
Two  of  such  machines  serve  as  reserves.  All  the  machines  are  connected  by 
means  of  underground  wires  to  a  commutator,  from  which  the  leads  go  to  the 
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Fig.  541. — Plan  of  the  Circuits. 

several  lamp  circuits.  Fig.  541  shows  the  arrangement  for  five  machines  and 
25  lamps.  The  positive  brushes  of  the  machines  are  connected  with  the  metal 
rails  I  to  5  of  the  commutator  marked  +,  the  negative  brushes  with  the  rails 
I  to  5  of  the  commutator  marked  — .  The  metal  rails  crossing  each  other  at 
right  angles  are  well  insulated  from  each  other,  and  are  connected  with  the 
corresponding  pioles  of  the  lamp  circuits.  These  rails  can  be  joined  in  couples 
by  having  a  plug  inserted  at  the  point  where  they  cross.  This  arrangement 
permits  the  connection  of  any  of  the  lamp  circuits  with  the  different  machines. 
If,  for  instance,  it  were  required  that  machine  4  should  feed  the  lamps  of 
circuit  B,  plugs  would  have  to  be  inserted  at  the  point  of  crossing  of  rails  a 
and  B,  at  the  +  and  -  ends.  The  leads  are  all  underground ;  but  those  of  the 
arc  lamps  consist  of  Siemens'  patent  cables  having  a  length  of  13,000  metres. 
The  currents  intended  to  feed  the  glow  lamps  have  first  to  pass  a  regulator,  so 
as  to  obtain  a  constant  potential  between  the  poles,  and  then  to  pass  through 
the  leads  as  constructed  by  Edison,  which  have  been  ahready  described.  The 
lamps  for  the  arc  light  are  Siemens'  differential  lamps  for  continuous  currents ; 
they  have  carbons  1 1  millimetres  in  diameter,  and  200  and  380  millimetres  in 
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length,  which  are  capable  of  burning  from  ten  to  eleven  hours.     Outside  the 
buildings  the  lamps  have  the  form  shown  in  Fig.  542.     Platforms  and  halls  have 


Fig.  542.— Strasburg  Pedestal  Lamp.  Fig.  $43.— Strasburg  Hanging  Lamp. 

lamps  as  shown  in  Fig.  543.  Supports  for  the  Edison  incandescent  lamps  have 
been  furnished  by  the  firm  of  Schafer  and  Hauschner.  All  the  glow  lamps  of 
10  or  i6-candle  power  are  constructed  for  the  same  potential 
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Lighting  in  Railway  Trains. — The  electric  light  may  not  only  be  used 
advantageously  for  the  lighting  of  railway  stations,  but  also  for  the  lighting  of 
the  rolling  stock.  A  description  of  the  locomotive  engine-lamp,  by  Sedlaczek- 
Wikulill,  has  been  given  already ;  this  lamp  is  placed  in  a  lantern  containing  a 
reflector,  which  is  fastened  to  the  chimney  of  the  engine.  The  lamp  can  be 
moved  sideways  from  the  place  of  the  engine-driver,  to  throw  light  on  curves, 
etc  By  means  of  a  light  of  4,000  normal  candle  power  it  is  possible  to  see  as 
far  as  two  kilometres,  and  the  lights  of  signals  are  not  at  all  affected,  but  are 
distinctly  recognised  at  great  distances.     In  spite  of  the  jolting  to  which  the 


fig.  544. — Electric  Light  on  a  Locomotive. 

lamp  on  the  engine  is  exposed,  it  bums  with  a  steady  and  quiet  light  The 
current  for  the  lamp  is  supplied  by  a  Schuckert  flat-ring  machine,  which  is 
set  in  motion  by  a  Brotherhood  steam-engine,  which  receives  steam  from  the 
boiler  of  the  locomotive  engine.  The  lights  on  steam  engines  are  generally 
fastened  in  front  of  the  boiler,  as  shown  in  Fig.  544.  The  chief  engineer, 
M.  PoUitzer,  says  in  his  report  of  the  Exhibition  at  Vienna :  "  Such  an  arrange- 
ment is  of  great  importance  for  tunnel  examinations,  night  work,  etc  ;  it  is  also 
the  cheapest  system  of  electric  lighting,  because  no  separate  steam  generation 
is  required." 

Lighthouses  and  Harbours. — The  electric  light  is  used  for  lighthouses, 
on  ships,  harbours,  etc  Experiments  with  electricity  for  this  purpose  were  made 
for  the  first  time  under  Faraday's  direction,  at  Blackwall  lighthouse,  in  1857,  then 
at  the  South  Foreland  in  1858,  and  at  Dungeness  in  1862.  The  result  was  not  at 
first  very  satisfactory,  owing  to  the  inefficiency  of  the  machines,  but  the  results 
obtained  later  on  by  means  of  the  Alliance  machines  gave  rise  to  renewed  studies 
and  experiments.     Lighdiouses  are  not  only  distinguished  from  each  other  by 
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their  lights,  but  also  by  the  manner  in  which  they  display  them  ;  as  regards  the 
intensity  of  their  light  we  distinguish  between  lighthouses  of  the  first,  second, 
and  third  order,  etc  Lighthouses  of  the  first  order  have  large  lights,  and  are 
used  at  points  of  importance.  The 
light  of  some  is  arranged  so  as  to  light 
up  the  whole  of  the  horizon ;  of  others 
two-thirds  of  the  horizon ;  and  so  on. 
The  seaman  must  also  be  able  to  re- 
cognise the  different  lighthouses  by  the 
peculiarity  of  their  lights.  We  have, 
therefore,  lights  that  increase  and  di- 
minish in  intensity;  others  that  give 
out  coloured  lights  at  certain  intervals, 
etc.  The  distance  that  these  lights 
can  be  seen  depends  upon  the  in- 
tensity of  the  light  itself,  its  height 
above  the  sea-level,  and  the  medium. 
Fog  diminishes  the  distance  consider- 
ably. The  distance  through  which  the 
light  is  seen  will  still  further  be  di- 
minished if  the  source  of  light  be 
richer  in  violet  than  in  red  rays. 
Electric  light,  being  richer  in  violet 
rays  than  the  light  of  an  oil-lamp, 
will  be  considerably  more  weakened' 
through  fog  than  the  latter;  practi- 
cally, however,  the  electric  light,  even 
under  these  circumstances,  is  superior 
to  oil,  owing  to  its  far  greater  intensity. 
To  send  the  concentrated  light  in  the 
desired  direction,  concave  metallic  mir- 
rors were  formerly  used ;  practice,  how- 
ever, soon  proved  these  to  be  easily 
affected  by  atmospheric  influences.  In 
place  of  a  reflecting  apparatus,  refract- 
ing discs  are  used  at  present,  />.,  ap- 
paratus consisting  of  glass  lenses  and 
prisms,  arranged  on  a  plan  suggested 
by  the  celebrated  physicist  Fresnel.  These  compound  lenses  have  been  manu- 
factured for  some  time  by  the  firm  of  Sautter,  Lemonnier,  et  Cie.,  Paris,  also 
by  Messrs.  Chance,  in  Great  Britain ;  but  have  recently  been  also  manufactured 
by  the  Vienna  firm  of  E.  Kraft  und  Sohn.  Fig.  545  represents  the  optical 
apparatus  constructed  by  the  Paris  firm  for  the  lighthouse  on  the  island  of 
Razza,  in  the  Bay  of  Rio  Janeiro.      The  light  consists  of  two  white  flashes 


545. — Apparatus  lor  Li|;hthouse. 
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and  one  red,  at  an  interval  of  fifteen  seconds  between  each  series  of  flashes. 
Underneath  the  lantern,  which  is  3*5  metres  in  diameter,  is  placed  the  motor 
from  which  the  motion  is .  transmitted  by  means  of  the  tube  //,  and  toothed 
wheels.  By  means  of  the  lever  a  the  optical  apparatus  can  be  arrested  in 
its  motion.  The  screws  g  serve  to  centralise  the  apparatus.  As  it  is  essential 
that  the  light  should  not  be  interrupted,  precautions  have  been  taken  accordingly. 
Should  the  lamp  become  inactive,  it  is  easily  replaced  by  a  second  one.  The 
platform  upon  which  the  lamp  is  placed  moves  about  a  vertical  axis  in  such 
a  manner  that  the  second  lamp  can  easily  be  made  to  take  the  position  of  the 
first  To  guard  against  unforeseen  circumstances  an  oil-lamp  is  also  arranged 
on  a  support,  which  can  be  brought  to  take  the  position  of  the  first  lamp  by 
moving  the  platform,  llie  oil-lamp  in  the  figure  has  dotted  lines.  Two 
Gramme  continuous  current  machines  supply  currents,  one  of  which  serves 
as  an  auxiliary.  As  motors,  two  10  horse-power  steam  engines,  by  Chaligny, 
are  used.  At  some  of  the  French  lighthouses  Alliance  machines  are  still  in 
use;  at  present,  however,  magneto-electric  machines  by  De  Mdritens  are  pre- 
ferred for  this  purpose. 

The  lighthouses  at  La  H^ve  stand  on  the  high  rock  of  the  same  name ;  but 
they  themselves  are  only  of  moderate  height ;  between  the  towers,  which  are 
about  60  metres  distant  from  each  other,  is  the  machine  house,  containing  four 
Alliance  machines — two  machines  for  each  tower.  For  ordinary  purposes, 
however,  only  one  machine  is  required  for  each  tower,  and  only  during  fogs, 
storms,  etc,  are  bo.h  machines  worked.  Each  tower  has  four  lamps,  but  this 
has  proved  an  unnecessary  precaution.  Fig.  546  represents  the  lighthouses 
as  they  appear  at  night 

Lighting  of  Ships. — The  electric  light  is  of  great  service  on  board  ship, 
and  especially  for  purposes  of  reconnoitring,  etc.,  on  war  vessels.  The  greatest 
mission  of  the  electric  light  in  a  future  war,  no  doubt,  will  be  the  warding  off  of 
torpedo  boats,  and  to  this  use  great  attention  is  being  paid  by  all  nations.  The 
torpedo  boats  are  from  30  to  40  metres  in  length,  by  a  breadth  of  about  2  metres, 
and  less  than  i  metre  water  draught  In  the  fore  portion  of  the  vessel  is  arranged 
the  apparatus  for  throwing  the  torpedo  overboard.  Considering  that  these  little 
boats  move  with  great  rapidity,  and  are  not  easily  detected,  as  they  emit  no 
smoke  from  their  chimneys,  means  must  be  found  to  prevent  their  approach. 
The  idea  of  surrounding  the  man-of-war  with  nets,  etc.,  has  been  given  up  as 
impracticable,  as  the  net  might  easily  be  caught  by  the  screw,  etc 

If  torpedo  boats  are  to  be  made  harmless,  they  must  be  made  visible,  which 
seems  only  possible  by  means  of  a  powerful  electric  light  Hence  men-of  war 
must  be  provided  with  the  electric  light  The  machine  most  frequently  in 
use  for  marine  purposes  is  the  Gramme  continuous  current  machine.  The 
German  navy  uses  Siemens  machines,  and  quite  recently  the  Chinese 
ironclad,  Ting-Yuen^  has  been  provided  with  Schuckert  machines.  For 
motors,  high-speed  steam  engines  are  mostly  used,  the  shafts  of  which  are 
dii-eclly    coupled   to    the   shafts  of  the    light    machines.      Such   motors  are 
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constructed  by  Brotherhood,  Dolgoroucki,  and  Abraham.  These  motors, 
as  a  rule,  are  supplied  with  steam  from  the  ship's  boiler;  it  is,  however, 
better  to  use  separate  boilers,  so  that  the  light  may  be  used  at  all  times. 
As  regards  the  style  of  lamps,  those  are  most  frequently  used  that  can 
be  regulated  by   hand,  because  the  mechanism  of  most  lamps  does  not  act 


r-^ 


Fig.  547. — Mangin's  Regulator. 


Fig.  548. — Mangin's  Projector. 


reliably,  owing  to  the  motion  of  the  vessel.  For  signal  lights,  however,  a  hand 
regulator  would  not  be  practicable,  and  for  this  purpose  the  lamp  by  Sedlaczek 
Wikulill  will  prove  of  service. 

Mangin's  Projector. — The  lamps  by  Sautter,  Lemonnier  et  Cie.,  and  pro- 
jectors by  Mangin,  shown  in  Figs.  547  and  548,  are  mostly  used  for  navies.  The 
lamp  is  fiastened  to  a  metallic  case  gg,  bent  at  an  angle  of  30^.     This  position 
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is  necessary,  owing  to  the  irregular  emission  of  light  rays  from  an  arc  produced 
by  continuous  currents.  To  light  the  lamp,  the  upper  carbon-holder  k  is 
brought  into  the  desired  position  by  means  of  the  joints  tn  and  n  ;  the  wires  are 
then  fastened  to  the  pole-clamps  of  the  lamp,  and  the  double  screw  a  a  is 
turned  by  means  of  wheel  b  until  the  two  carbons  touch  each  other,  b  is  then 
turned  in  the  opposite  direction,  and  then  the  arc  is  produced.  By  turning 
B  the  carbons  will  move  away  from   each  other,   because    the  threads  a  a 


Fig.  550. — Schuckerl's  Projector. 

are  cut  in  opposite  directions.  In  order  to  keep  the  burning  point  constant 
as  regards  position,  the  threads  of  the  screws  have  to  be  cut  in  the  proportion  of 
I  to  2,  because  the  carbons  are  unequally  consumed.  Should  the  point  move, 
it  can  be  set  right  again  by  means  of  the  screw  c.  The  guiding  rod  z  2 
prevents  d  d  from  moving. 

Mangin's  projector  consists  of  this  lamp,  placed  in  a  cast-iron,  well- ventilated 
drum.  The  rays  emitted  by  the  arc  are  concentrated  by  the  concave  mirror  a. 
Glass  plates  or  lenses  at  G  scatter  the  rays,  a  consists  of  a  glass  mirror,  silvered 
on  its  convex  side.  By  means  of  two  axes  any  position  may  be  given  to  the 
apparatus.     If  the  arc  is  exacdy  opposite  to  the  focus  of  the  mirror,  the  pro- 
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jector  will  send  out  parallel  pencils  of  light ;  but  if  the  lamp  is  moved  in  any 
other  direction,  the  projector  will  produce  a  scattered  or  more  centred  light 
The  efifect  of  such  a  projector  is  shown  in  Fig.  549.  Besides  the  Mangin  pro- 
jector, the  Austrian  navy  makes  use  of  an  auxiliary  projector,  devised  by 
the  engineer  M.  Burstyn  ;  this  auxiliary  projector  consists  of  a  metal  tube,  which 
is  fastened  sideways  to  the  projector,  and  inside  this  metal  tube  there  is  a  plane 
mirror,  movable  in  all  directions.  By  means  of  this  apparatus  light  can  be 
thrown  upon  objects  by  the  side  of  the  main  stream  of  light  The  projectors 
by  Sautter,  Lemonnier  et  Cie.,  Siemens,  and  Schuckert,  which  are  furnished 
with  a  system  of  lenses,  serve  the  same  purpose  as  Mangin's. 

Schuckert' s  Projector. — This  apparatus  has  been  constructed  for  the 
Chinese  vessel  Ting-  Yum  by  Schuckert ;  the  back  view  of  this  projector,  with 
the  door  removed,  is  shown  in  Fig.  550.  The  lamp  is  similar  to  the  one  just 
now  described  ;  the  two  guiding  rods  are  insulated  above  and  below,  and 
the  lower  guiding  piece  is  insulated  from  the  screw.  The  current  passes  through 
the  metallic  portions  of  the  projector  into  the  screw  and  the  upper  guiding 
piece,  and  so  through  the  carbons  and  the  flexible  cable,  which  is  connected 
with  the  right-hand  guide-bar  leading  to  the  pole-clamp.  The  lamp  can  be 
moved  in  various  directions  by  means  of  slides  and  thermometer  screws,  for 
the  purpose  of  centring  the  arc.  The  rays  of  light  are  caught  by  a  mirror 
fastened  to  the  guiding  rods  of  the  lamp  (left  out  in  the  figure),  and  thrown 
back  upon  the  lenses.  A  dispersing  lens  might  be  placed  before  the  Fresnel 
lenses,  in  order  to  spread  the  pencils  in  a  horizontal  direction. 

Most  of  the  larger  steamers  are  lighted  inside  by  electric  light,  especially 
English  ^nd  American  ships.     The  following  may  serve  as  examples  : — 

The  Lighting  of  Passenger  Ships. — The  packet  City  of  Richmond^ 
of  the  Inman  Line,  has  been  lighted  since  1881  with  Swan  lamps;  the  Servia^ 
of  the  Cunard  Company,  with  lamps  by  Swan  and  Siemens,  having  a 
Siemens  dynamo  machine,  which  is  driven  by  a  Brotherhood  motor  with 
three  cylinders.  The  steamer  Chdteau  Leoville^  sailing  between  Bordeaux  and 
New  York,  the  property  of  a  French  company,  is  lighted  by  Swan  lamps. 
The  large  packet  boat  Austral^  belonging  to  the  Orient  Company,  by  Siemens 
lamps  distributed  over  the  saloon,  machine-room,  offices,  and  passages.  The 
yacht  Namouna^  the  largest  and  finest  private  steamship  of  America,  built  pur- 
posely for  Mr.  J.  Gordon- Bennet,  director  of  the  New  York  Herald,  has  120 
Edison  B  lamps,  each  of  eight  normal  candle  power.  The  light  machine  is 
driven  by  its  own  motor,  which  receives  steam  from  the  ship's  boilers.  The 
large  steamer  Arizona^  sailing  between  Liverpool  and  New  York,  is  lighted 
by  300  Swan  lamps,  for  which  two  Siemens  continuous  current  machines  supply 
current  Shark's  Caledonian  machines,  which  transmit  their  power  by  means 
of  ropes,  are  used  to  drive  these  light  machines,  as  shown  in  Fig.  551. 
The  electric  apparatus  for  the  packet  Normandie  was  furnished  by  the  firm 
of  Siemens,  London.  To  light  the  machine-room,  boiler,  goods-rooms,  and 
out-places,  sixteen  differential  lamps  are  used.     390  Swan  lamps  light  the  cabins, 
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passages,  and  saloons.     Two  continuous  current  machines  and  one  alternating 
current  machine  furnish  currents  for  these  lamps,  as  well  as  a  secondary  battery 


Ed 


X 
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of  fifty  Faure's  elements.  Each  of  the  continuous  current  machines  is  capable  of 
supplying  300  Swan  lamps  with  current,  so  that  only  one  machine  need  be 
worked,  and  the  other  can  be  kept  as  a  reserve.  The  alternating  currtnt 
machine  feeds  ninety  Swan  lamps  and  the  sixteen  arc  lamps^  of  which  tflfelve 
can  be  used  at  the  same  time.     The  dynamo  machines  are  driven  by  sieatn 
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is  inserted,  where  it  causes  the  armature  d  to  be  attracted  If,  however,  the 
current  in  the  lamp  is  interrupted — a^  for  instance,  by  the  extinction  of  a  lamp 
— the  armature  d  falls  off,  making  contact  at  k,  and  causing  the  bell  t  to  ring. 
Each  lamp  bears  four  Jablochkoflf  candles  with  carbons  of  6  millimetres,  but 
the  two  first  lamps  have  two  supports  of  two  candles  each,  and  have,  therefore, 
two  back  wires.  In  the  foot  of  each  candle-holder  there  is  a  commutator  o  o' 
of  six  plates,  which  the  current  has  to  pass.  This  complicated  arrangement 
serves  a  double  purpose  :  first,  the  current  might,  with  the  help  of  commutator 
H,  be  sent  at  any  moment  fi'om  the  machine-room  into  the  candles  i  or  2 ; 
secondly,  by  changing  the  plugs  of  commutator  o  o'  the  candles  3  may  be 
connected  with  the  leads.  The  current  will  flow  first  through  the  leads  l, 
commutator  h,  leads  l",  and  then  into  candle  i  of  the  first  lamp,  candle  i  of  the 
second  lamp,  and  so  on ;  it  then  passes  over  l',  a,  p'  back  to  the  machine. 
When  the  candles  i  are  consumed,  or  extinguished  from  other  causes,  the 
current  is  interrupted  in  the  leads  ll',  and  the  bell  t  begins  to  ring.  By 
moving  the  lever  of  commutator  h  to  the  second  contact,  the  candles  2  will 
be  made  to  bura  The  current  now  flows  in  the  following  way : — From  l  over 
H,  through  the  dotted  leads  into  candle  2  of  the  first  lamp,  then  into  candle  2 
of  the  second  lamp,  and  so  on,  returning  through  lead  l  back  again  to  the 
machine.  An  attendant  goes  from  candlestick  to  candlestick,  and  by  insertion 
of  the  plugs  connects  th^  two  upper  metal  pieces  of  commutator  o  o',  pre- 
paring the  passage  for  the  current  into  candles  3.  By  turning  the  lever  of 
commutator  h  (into  the  first  position),  the  candles  3  will  be  made  to  burn. 
The  current  will  flow  as  follows : — Through  l  l"  into  the  upper  metal  piece 
to  the  left  of  the  first  commutator  o  o',  through  the  plug,  ii^to  the  metal  piece 
to  the  right,  then  to  candle  3  of  the  first  lamp,  and  so  on  :  and  then  back 
through  leads  l'  to  the  machine.  After  these  examples,  it  is  easy  to  determine 
the  direction  of  the  current  for  candles  4.  All  four  candles  might  be  made  to 
bum  during  the  same  night.  When  no  interruption  takes  place,  only  two  are 
needed,  as  the  light  is  only  required  during  three  hours.  To  take  a  lamp  out 
of  circuit,  the  upper  metal  piece  to  the  left  and  the  lower  metal  piece  to  the 
right  are  connected  with  the  middle  pieces,  which  are  opposite  to  them,  by 
means  of  trunnions.  The  rest  of  the  circuits  are  arranged  like  the  one  just 
now  described.  All  the  leads  go  to  the  general  commutator  e,  which  is  placed 
in  the  machine  building,  along  with  the  numbered  electro-magnets  a  and 
commutator  h.  Fig.  553  is  intended  to  give  an  idea  of  the  general  efiect 
obtained  by  this  arrangement. 

Street  Lighting. — Electric  lighting  for  streets  and  public  places  is  more 
used  in  America  than  in  Europe ;  but  not  only  are  the  streets  of  New  York 
lighted  by  electricity,  but  also  those  of  very  much  smaller  towns.  A  greater 
regularity,  however,  has  been  attained  in  the  systems  adopted  in  European 
towns — as,  for  instance,  in  the  Leipziger  Strasse,  Berlin — so  that  the  greater 
use  of  electric  lighting  for  streets  in  America  than  in  Europe,  must  be  due 
to  other  causes  than  greater  perfection  from  a  technical  point  of  view. 
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The  first  trial  for  public  places  and  streets  was  made  in  1877,  in  the  Avenue 
de  rOp^ra,  Paris;  the  Jablochkoff  candles  used  here,  however,  did  not  give 
satisfactory  results,  owing  to  the  unsteady  and  coloured  light  produced  In 
1879  Siemens  and  Halske  had  a  trial  lighting  of  the  Kaiser  Gallerie,  Berlin,  using 
a  divided  arc  light  for  the  first  time  in  the  differential  lamp.  The  differential 
lamp,  as  we  know,  allows  the  insertion  and  removal  of  lamps  without  disturbing 
the  remaining  ones  in  the  same  circuit. 

Lighting  of  the  Leipziger  Strasse,  Berlin.— Without  going  into 
details,  we  shall  give  the  description  of  a  system  which  has  been  in  use  for 
two  years,  and  has  given  perfect  satisfaction;  we  mean  the  arrangements 
for  the  electric  lighting   of  the  Leipziger  Strasse,    Berlin.      The   apparatus 


Fig.  554. — The  Leipziger  Strasse,  Berlin. 

consists  of  four  dynamo-electric  machines  (Siemens  and  Halske),  each  of 
which  is  capable  of  furnishing  current  for  twelve  differential  lamps.  To  drive 
these,  four  Otto-Langen's  gas  engines  of  12  horse-power  are  used,  which  are 
independent  of  each  other,  and  drive  one  light  machine  each.  One  of  the 
machines  with  its  gas  motor  is  not  used,  but  kept  as  a  reserve.  By  means  of 
the  general  commutator  each  of  the  machine  systems  can  be  connected  with 
any  of  the  lamp  circuits.  The  whole  of  the  machinery  is  contained  in  a 
building  in  the  Wilhelm  Strasse.  The  leads  are  underground,  and  consist  of 
three  circuits,  which  are  independent  of  each  other,  and  whose  respective  lengths 
are  1,974,  1,887,  and  1,480  metres.  The  distance  from  the  machine  building  to 
the  nearest  lamp  is  350  metres.  The  cable  for  the  leads  consists  of  a  copper 
wire  of  3*4  millimetres  diameter,  covered  witfc  a  prepared  jute  insulation ;  over 
this  lead  is  wound,  and  then  again  tarred  jute ;  to  prevent  wilful  damage  the 
cable  has  been  covered  with  bricks.  The  distribution  of  the  lamps  may  be 
§een  in  Fig.  554.  The  lamp  supports  have  the  form  of  Fig.  542,  and  stand  at  a 
distance  of  7*5  metres  from  each  other,  and  are  5*5  metres  high ;  twenty-five 
lamps  light  a  part  of  the  Leipziger  Strasse,  22  metres  wide  and  820  metres  long; 
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eleven  lamps  give  light  to  the  Potsdamer  P.latz.  The  carbon  rods  have  a 
diameter  of  11  millimetres,  and  bum  nine  hours,  which  is  sufficient,  as  the 
lamps  need  only  bum  till  midnight.  The  intensity  of  each  lamp  is  880  normal 
candle  power,  measured  under  an  angle  of  30  degrees.  The  city  of  Berlin  had 
to  pay  26,040  marks  for  the  first  year  to  the  firm  of  Siemens  and  Halske.  The 
working  expenses  came  to  13,906*41  marks ;  repairing,  540*41  marks ;  salaries, 
3}836'34  marks;  rent,  etc,  781  marks;  lamp  carbons  5,472-85  marks:  i,e,  2, 


Fig.  555.  —Portable  Electric  Lighting  Apparatus. 

total  of  24,537  01  marks  from  20th  September,  1882,  to  20th  September,  1883. 
The  technical  results  for  the  first  trial  year  were  regarded  as  perfectly  satisfactory'. 
Bricks  were  not  found  to  be  a  sufficient  guard  against  damage  to  the  cables, 
but  this  was  quite  easy  to  remedy,  either  by  laying  the  cables  deeper  than  0-5 
metres,  or  by  using  a  better  means  of  protection. 

Transportable  Lighting  Apparatus  is  of  great  importance  in  cases 
of  accident,  such  as  the  giving  way  of  bridges,  etc.  Such  lighting  systems 
are  especially  of  value  for  military  operations,  artillery  attacks,  sieges,  recon- 
noitring purposes,  etc  etc  The  French  and  German  armies  already  possess 
such  lighting  carriages.  The  apparatus  used  at  present  by  the  French  army 
consists  of  forty  lamps  of  the  largest  kind  (/>.  of  an  intensity  of  30,000  normal 
candle  power)  intended  for  the  defence  of  the  coast   and   fortresses ;  twelve 
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of   medium    size,    of    19,200    normal    candle  power,    and  eight    of    12,000 
normal  candles.      A    movable   lighting    system    as   constructed    by    Sautter, 


Txmonnier  et  Cie.,  is  repre- 
sented in  Fig.  555.  Upon  the 
four-wheeled  carriage- frame  a 
Field  boikr  is  placed,  an 
eight  horse-power  steam  en- 
gine by  Brotherhood,  and  a 
continuous  current  Gramme 
machine  for  12,000  normal 
candles.  Beside  the  Gramme ' 
machine  is  placed  a  Mangin 
projector,  the  cable,  and  a 
box  containing  tools.  I'he  projector,  however,  is  not  fastened  to  the  carriage- 
frame,  but  may  be  placed  at  any  distance  up  to  1,000  metres.  The  German  army 
uses  Siemens  machines,  which  are  driven  by  steam  engines  by  Dolgoroucki.  The 
apparatus  constructed  by  Schuckert,  and  by  Mesthaler  and  Co.,  differs  in  several 
particulars  from  the  one  described.  The  steam  engine,  which  drives  a  Schuckert 
flat  ring  machine,  is  placed  upon  a  four-wheeled  frame.    The  lamp  (by  Piette  and 


Fig.  557.— Schuckeit's  Pedestal  Extended. 
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Krizik)  is  placed  upon  a  separate  little  carriage,  having  a  frame-work  as  shown  in 
Fig-  556.  The  lamp  is  easily  lifted  by  means  of  wheel-work.  The  lifting  of 
the  lamp  to  a  height  of  10  metres,  as  shown  in  Fig.  557,  takes  only  five  mmutes. 
Experiments  made  with  this  apparatus  during  the  Exhibition  at  Munich 
showed  that  twenty  minutes  were  sufficient  for  having  it  in  perfect  working  order. 
In  certain  cases  only  very  small  lights  are  required,  but  lights  that  must 
be  enclosed  in  air-tight  globes;  such  lights,  for  instance,  would  be  service- 
able for  rooms  containing  explosive  matter,  and  coal  mines.  To  the  oldest 
movable  electric  lamps,  if  this  name  may  be  applied  to  the  apparatus,  belongs 
the  lamp  devised  by  Dumas  and  Benoit  (Fig.  558).     It  consists  of  a  Geissler 


Fig.  558. — Dumas*s  Portable  Lamp. 


ri^-  559.— Puluj's  Portable  Lamp. 


tube,  having  the  form  of  a  spiral,  enclosed  for  protection  in  a  cylinder.  The 
Geissler  tube  is  made  to  glow  by  means  of  an  induced  current.  The  induction 
apparatus  is  placed  in  the  leather  case  together  with  two  elements.  This 
apparatus,  however,  ought  not  to  be  used  in  places  containing  explosive  gases, 
in  consequence  of  the  high  potentials  of  the  induced  currents ;  for,  in  spite  of 
the  most  careful  insulation,  sparks  might  be  produced  which  would  cause  an 
explosion  of  the  gases.  Fig.  559  represents  a  lamp  by  Puluj ;  it  consists  of  a 
little'  wooden  or  ebonite  box,  20  centimetres  wide  and  25  centimetres  high,  in 
which  six  Daniell  elements  are  placed.  To  diminish  the  inner  resistance  of  the 
elements,  linen  sacks  were  substituted  for  the  earthenware  cells.  The  zincs  can 
be  taken  out  of  the  sulphuric  acid  and  hooked  to  an  iron  rod.  A  glow  lamp 
is  fastened  to  one  side  of  the  box.  For  concentration  of  the  light  a  little  metal 
reflector  may  be  placed  behind  the  lamp.  The  lamp  has  an  intensity  of  from 
six  to  seven  normal  candles,  and  the  smallest  model  bums  from  six  to  seven 
hours.     The  complete  apparatus  weighs  seven  kilogrammes. 
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Wachter's  Mining  Apparatus. — Puluj's  lamp  may  be  used  with  advan- 
tage in  most  of  the  above-mentioned  cases,  but  for  exploring  mines  the  apparatus 
constructed  by  Wachter,  and  shown  in  Fig.  560,  is  used.  At  the  right  hand 
of  the  operator  in  the  figure  is  placed  the  apparatus  which  supplies  the  air 
for  breathing ;  a  thick  gutta-percha  tube,  which  may  have  a  length  up  to  100 
metres  and  more,  leads  to  the  waist  of  the  man,  and  from  this  a  thin  tube 
runs  over  the  back  to  the  mouth-piece.  The  lamp  may  be  held  in  the  hand  or 
fastened  to  the  coat.    The  weight  of  the  lamp  is  300  grammes.      A  silken 


Fig.  560.— Wachter's  Mining  Apparatus. 

String,  having  a  double  metallic  wire,  leading  from  the  waist  of  the  man  to 
the  lamp,  allows  it  to  be  moved  about  The  electric  current  is  conveyed 
along  two  insulated  copper  wires,  which  are  arranged  inside  the  linen  cover  of 
the  gutta-percha  tube.  To  the  belt  of  the  man  a  key  is  fastened,  which,  when 
pressed,  causes  an  electric  bell,  fastened  to  the  box  of  the  galvanic  battery  b,  or 
a  hand  machine  placed  near  the  air-pump,  to  ring,  and  by  signal  indicates 
whether  too  much  or  not  sufficient  air  is  sent  through  the  apparatus.  The  bell 
serves  also  as  a  signal  in  case  the  lamp  should  go  out  or  break,  and  it  only 
ceases  ringing  when  the  cause  of  disturbance  is  removed.  As  the  source 
of  electricity  Wachter  prefers  a  small  hand  machine  to  any  kind  of  battery  (as, 
for  instance,  a  Gramme  machine.  Fig.  232).  The  machine  is  always  ready  for 
use,  whilst  a  battery  has  first  to  be  filled,  and  might,  in  the  hurry,  give  rise  to 
such  irregularities  as  bad  contacts,  etc  The  attention  of  the  authorities  of 
fire  brigades,  theatres,  and  other  similar  institutions,  should  be  drawn  to 
Wachter's  life-saving  mine  apparatus. 
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Medical  Uses  of  the  Electric  Light-Specula.— The  science  of 
medicine  owes  much  to  the  artificial  sources  of  light  for  means  of  examining  such 
portions  of  the  body  as  cannot  be  directly  seen.     As  instances  we  may  mention 

the  larynx  mirror  used  by  Liston,  1840,  and 
reintroduced  by  Czermak,  1858,  and  the  eye 
mirror  (speculum  oculi),  with  the  help  of  which 
Helmholtz  obtained  for  the  first  time  a  sight  of 
the  structure  of  the  living  eye,  etc.  As  a  rule, 
day-light  or  a  lamp  is  used   for  such  examina- 


Fig-  562.  -  Frontal  Apparatus. 


tions,  the  rays  being  concentrated  by  means 
of  a  concave  mirror ;  but,  as  we  shall  now 
show,  the  use  of  a  glow  light  in  such  cases 
is  extending.  A  second  method  of  making  the 
body  under  examination  visible  is  to  introduce 
the  source  of  light  itself,  and  for  this  purpose 
the  electric  light  alone  can  be  used. 

Hedinger,  in  Stuttgart,  uses  for  the  exami- 
nation of  the  ear  and  nose  the  simple  apparatus 
with  reflected  light  shown  in  Fig.  561.  It  consists  of  a  small  concave  mirror, 
before  which  a  platinum  spiral  is  stretched,  the  ends  of  which  are  connected 
with  conducting  wires  insulated  from  each  other  and  leading  to  a  large-surfaced 
battery.  When  contact  is  made,  the  wire  becomes  heated,  and  by  means  of 
the  concave  mirror  sends  the  light  to  the  place  under  examination.  The  mirror 
has  a  hole  at  its  optical  centre  for  observations.     More  recently  an  apparatus 


Fig.  561.— Aural   and   Nasal 
Apparatus. 
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with  stronger  light  has  been  exhibited  by  several  instrument  makers,  under  such 
names  as  a  Traumatoscope,  Frontal-Photophore,  etc.  Fig.  562  represents  such 
an  apparatus  consisting  of  a  glow  lamp  placed  in  a  short  cylinder,  which  has  a 
lens  in  front  and  a  concave  mirror  at  the  back.  The  whole  apparatus  is  con- 
structed by  Jirasko,  of  Vienna;  it  weighs  from  300  to  400  grammes,  and  the 
lamp  has  an  intensity  of  twelve-candle  power.  If  the  light  is  to  be  introduced 
into  a  cavity,  such  as  the  stomach,  the  platinum  wire  has  to  be  surrounded  by  a 
tube  round  which  water  circulates. 


Fig.  563. — Leiter's  Apparatus. 

loiter,  of  Vienna,  has  constructed  a  series  of  apparatus  which  differ  in  form 
according  to  the  purposes  they  are  intended  to  serve,  but  are  similar  in  principle. 
To  the  metal  holder  k  k  (Fig.  563)  is  fastened  the  funnel  /,  and  the  silver  rod  with 
its  three  channels  dr,  ^,  and  /  Channel  a  is  connected  with  the  water  pipe  //,  and 
channel  b  with  the  discharge  tube  e.  The  direction  of  the  water  is  indicated  by 
arrows.  A  silver  wire  g,  terminating  in  a  cup  at  h,  enters  /at  /.  To  insulate  this 
silver  ^ire  a  fine  capillary  glass  tube  is  placed  over  it.  The  cup  h  is  made  to  hold 
one  end  of  the  platinum  wire,  as  shown  in  the  separate  diagram  a  in  Fig.  563. 
The  second  end  of  the  platinum  wire  is  fastened  in  the  same  manner ;  the  cup 
is  not  insulated  from  the  silver  rod,  and  therefore  is  in  electrical  connection 
with  the  metal  holder  k  k,  d  represents  a  cross  section  of  the  rod  c  g  shows 
the  instrument  ready  for  use.     The  observation  tube  a  a  is  drawn  separately ;  the 
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water  circulates  through  the  tubes  i  and  h.  Contact  is  made  and  broken  by 
means  of  the  spring  clip  e  e.  The  lighting  rod,  as  may  be  seen  from  the  cross 
section,  takes  up  only  a  very  small  portion  of  the  observation  tube,  f  and  e 
represent  the  different  forms  of  the  observation  tubes. 


Fig.  564.— Gastroscopc  in  Use. 

The  gastroscope  has  to  be  bent,  as  shown  in  Fig.  564.  Prisms  arranged  in 
the  bend  of  the  tube  allow  an  insight  into  the  stomach.  The  arrangements  tor 
current  and  water  supply  are  the  same  as  ahready  described.  The  gastroscope 
has,  however,  in  addition  a  fine  channel  through  which  air  is  forced  by  means  of 
india-rubber  balls,  in  order  to  inflate  the  stomach 


Digitized  by 


Google 


Electricity  in  the  Service  of  Man, 


ELECTRO-CHEMISTRY  AND   METALLURGY. 

History.— Pats  van  Trostwyk  (1789)  pointed  out  that  electricity  was  capable 
of  decomposing  water ;  to  show  this  he  used  gold  wires,  which  he  allowed  to  dip 
in  water,  connecting  one  of  them  with  the  inner,  and  another  with  the  outer 
coating  of  a  Leyden  jar,  and  passing  the  discharge  through  the  water.  The  gas 
bubbles  collected  proved  to  consist  of  oxygen  and  hydrogen  gas.  WoUaston 
used  (180 1 )  fine  gold  wires,  fused  in  little  glass  tubes  or  covered  with  sealing- 
wax,  one  of  which  was  connected  to  the  rubber,  the  other  to  the  conductor  of 
an  electrical  machine.  He  dipped  the  points  of  these  into  water,  and  oxy- 
hydrogen  gas  was  evolved  by  turning  the  machine.  If  silver  wires  were  allowed 
to  dip  into  a  solution  of  copper  sulphate,  the  wire  connected  with  the  rubber  of 
the  machine  was  found  to  be  coated  with  copper.  In  1843  Armstrong  proved, 
with  the  help  of  the  steam  electrical  machine,  that  electricity  decomposes  water 
into  its  elements,  viz.,  H  and  O.  Although,  from  a  scientific  point  of  view,  these 
experiments  are  of  interest,  no  practical  value  has  been  derived  from  them. 

In  1805  Brugnatelli,  Professor  at  the  University  of  Pavia,  showed  that  by 
means  of  the  current  from  a  Volta  pile  silver  coins  may  be  coated  with  a  layer  of 
gold  ;  he  made  use  of  an  ammoniacal  solution  of  chloride  of  gold,  in  which  the 
coins  to  be  gilded  were  placed,  being  connected  by  means  of  a  silver  wire  with 
the  negative  pole  of  the  pile,  while  the  positive  pole  was  in  direct  connection 
with  the  gold-bath.  Almost  at  the  same  time  Jacobi,  in  Dorpat,  and  Spencer, 
in  Liverpool,  made  their  discovery  of  electrotyping.  In  February,  1837,  Jacobi 
observed,  in  experiments  made  with  a  galvanic  battery,  that  different  layers  of 
copper  could  easily  be  separated  from  the  negative  electrode ;  struck  with  the 
exactitude  with  which  these  copper  layers  had  imitated  forms  of  electrodes,  he  at 
once  made  use  of  his  discovery  for  practical  purposes.  In  1838  Jacobi  laid 
before  the  Academy  of  St  Petersburg  copper-plates,  which  were  the  imitations 
of  drawings  engraved  upon  other  copper- plates.  The  Emperor  Nicholas  allowed 
the  inventor  the  necessary  means  for  the  further  perfection  of  his  process 
(1840).  In  the  same  year  Spencer  had  obtained  similar  results.  De  la  Rive 
was  the  first  who  introduced  electro-plating  in  commerce.  In  1846  Boettger 
produced  iron  deposits,  and  in  1859  Jacquin  discovered  how  to  cover  copper- 
plates with  steel.  In  recent  times  electrotyping  in  iron  has  been  brought  to 
high  perfection  by  Klein  at  St  Petersburg,  whose  bas-reliefs  exhibited  during  the 
Exhibition  at  Vienna,  1883,  were  very  much  admired.  The  firms  of  Christophle, 
Paris,  and  Elkington  and  Mason,  Birmingham,  have  already  brought  this  branch 
of  electro-manufacture  to  high  perfection. 

This  branch  of  industry  may  be  divided  into  three  groups,  viz.,  electro- 
chemistry, electro-metallurgy,  and  electro-deposition. 


Digitized  by 


Google 


Electro-Chemistry  and  Metallurgy  573 


ELECTRO-CHEMISTRY. 

Electro  -  Dyeing.  —  Many  of  the  dyes  used  at  the  present  time  are 
obtained  from  coal-tar,  either  by  reduction  or  by  oxidation.  For  these  re- 
actions, Goppelsroeder,  of  Basel,  makes  use  of  electricity,  thus  introducing 
electro-dyang,  Goppelsroeder,  in  various  experiments,  has  succeeded  in  (i) 
forming  and  fixing  dyeing  matter  upon  different  fibres;  (2)  tracing  white 
patterns  upoji  a  coloured  ground;  (3)  placing  patterns  of  different  colours 
upon  a  coloured  ground ;  (4)  preventing  oxidation  of  the  colours  during 
operation;  (5)  preparing  a  solution  of  the  reduced  or  hydrogenised  dyeing 
niiitter. 

The  formation  and  fixing  of  aniline  black  upon  cloth  or  paper  is  brought 
about  in  the  following  manner :  The  cloth  is  saturated  with  a  diluted 
solution  of  an  aniline  salt,  and  then  placed  upon  an  insulated  metal  plate ; 
this  plate  must  not  be  capable  of  being  influenced  by  the  reactions  which  take 
place.  One  pole  of  a  battery  or  electric  machine  is  connected  with  the  plate 
which  is  placed  upon  the  wet  cloth,  and  has  the  pattern  or  writing  drawn  upon 
it,  and  is  then  connected  with  the  second  pole  of  the  machine;  when  the 
current  passes  through  the  plates,  a  black  copy  is  produced  upon  the  cloth. 
The  time  required  for  the  current  depends  upon  the  conductivity  of  the  solution 
of  the  aniline  salt,  the  temperature,  the  strength  of  current,  etc,  but  need  not 
exceed  one  minute  or  so. 

If,  instead  of  being  connected  with  the  plate,  the  second  pole  of  the  machine 
is  connected  with  a  carbon  pencil,  or  some  substance  not  acted  upon,  it  is 
possible  to  write  with  the  pencil  upon  the  saturated  cloth  almost  as  quickly  as 
with  an  ordinary  pencil.  The  writing  or  drawing  thus  produced  is  probably  fixed 
upon  the  fibres.  To  prevent  the  writing  from  running,  substances  such  as  gum 
or  glue  are  added  to  the  aniline  solution,  in  order  to  make  it  thicker.  This 
method  may  be  employed  for  marking  the  pieces  in  bleaching,  dyeing,  and 
printing  establishments,  because  this  marking  resists  all  further  operations. 

A  similar  method  may  be  employed  for  destroying  the  colour.  For  this 
purpose  cloth  dyed  with  red  or  indigo-blue  is  soaked  in  a  solution  of  chlor- 
aluminium,  ordinary  salt,  or  saltpetre.  When  the  current  is  allowed  to  pass 
through  the  first  two  salts,  chlorine  is  evolved  ;  the  nitric  acid  is  liberated  when 
saltpetre  is  used.  Both  chlorine  and  nitric  acid  convert  the  colours  into  white 
oxidation  products,  producing  the  desired  tracings  in  white  upon  a  coloured 
ground.  These  tracings  may  be  obtained  in  other  colours  than  those  which 
represent  the  ground  colour,  by  choosing  such  salts  as  form  bases  through  electro- 
lysis This  causes  a  new  colour  to  be  formed  upon  the  parts  acted  upon,  when 
the  cloth  is  immersed  in  a  bath  of  different  colour,  for  it  takes  out  the  ground 
colour,  and  gives  a  different  tint  to  the  etched  places.  Goppelsroeder  experi- 
mented thus  upon  cloth  dyed  with  Turkish-red  or  indigo-blue,  by  impregnating 
it  with  hydrochloride  of  aniline.     The  current  here  etches  away  the  original 


Digitized  by 


Google 


574  Electricity  in  the  Service  op  Man. 

colour  and  deposits  aniline  black.  By  this  means  drawings,  writings,  etc, 
in  black  may  be  obtained  on  red  or  blue  grounds. 

Metals  are  also  used  in  printing,  being  fixed  and  deposited  by  means 
of  the  current  upon  the  fibre.  For  this  purpose  the  cloth  is  saturated  with 
a  solution  of  the  prepared  metal  salt,  and  is  then  exposed  to  the  effects 
of  the  negative  electrode.  The  oxidation  of  the  colours  during  the  process 
is  prevented  by  means  of  the  negative  electrode.  To  prevent  oxidation  of 
the  colours  in  the  vats,  the  negative  electrode  is  allowed  to  dip  into  the  colour- 
solution,  whilst  the  positive  electrode  dips  into  a  small  vessel  containing  a 
conducting  fluid.  This  vessel  is  connected  with  the  vat,  either  by  means 
of  a  simple  tube,  an  earthenware  cell,  or  parchment  The  hydrogen  evolved 
at  the  negative  pole  prevents  oxidation  of  the  mbcture  in  the  vat. 

Goppelsroeder's  Method  of  Indigo  Dyeing. — ^To  prepare  indigo  dye- 
base,  Goppelsroeder  proceeds  as  follows : — Indigo,  finely  powdered,  is  mixed  with 
potash,  and  the  mixture  is  placed  partly  in  an  earthenware  cell  and  partly  in  a 
larger  copper  vessel ;  the  earthenware  cell  is  then  placed  in  the  copper  vessel,  and 
the  latter  connected  with  the  negative  pole  of  a  battery  or  machine,  while  the 
positive  pole,  to  which  a  platinum  sheet  is  attached,  is  placed  in  the  earthenware 
cell  The  H  given  off  at  the  negative  pole  converts  the  indigo-blue  into  indigo- 
white,  which  dissolves  in  the  alkaline  fluid.  This  conversion  takes  place  at  an 
ordinary  temperature. 

Electrical  Bleaching. — The  electrical  current  has  been  used  by  Naudin, 
W.  A.  Tichomiroff,  and  A.  P.  Lidoff  for  bleaching  purposes.  Chlorine  is 
of  great  importance  for  bleaching  purposes ;  but  as  it  is  difficult  of  transport 
in  its  gaseous  form,  or  even  in  solution,  a  compound  of  a  metal  with  chlorine  is 
generally  used,  such  as  calcium,  sodium,  or  potassium  chloride.  Chlorine  is 
usually  obtained  either  by  heating  a  mixture  of  common  salt,  m.anganese  dioxide, 
and  sulphuric  acid,  or  a  mixture  of  HCl  and  manganese  dioxide  Tichomiroff 
and  Lidoff  produce  the  hydrochloride  direct  from  ordinary  salt  by  means  of  the 
current.  If  a  current  is  allowed  to  pass  through  a  solution  of  sodium  chloride, 
it  is  decomposed  into  its  elements,  viz.,  chlorine  and  sodium ;  the  latter  unites 
with  the  water  to  form  caustic  soda,  which  is  acted  upon  by  the  chlorine  set  free, 
and  hypo-chloride  is  formed.  The  quantity  of  this  bleaching  salt  formed  by  the 
current  not  only  depends  upon  the  intensity  of  the  current  itself,  but  also  upon 
the  temperature,  concentration,  chemical  property,  etc,  of  the  solution.  As 
most  metals  are  acted  upon  by  chlorine,  carbon  is  generally  used  for  electrodes. 

Potassium  chloride  is  the  most  convenient  for  the  preparation  of  bleaching 
liquids  by  means  of  the  electric  current.  After  the  material  to  be  bleached 
has  been  cleaned  of  fats,  resins,  eta,  it  is  immersed  in  the  fluid  and  left  for 
some  time.  As  HCl  and  free  chlorine  are  produced  and  retained  by  the  fibres, 
it  is  necessary  that  the  cloth  should  be  well  washed  after  it  is  taken  out  of  the 
bleaching  liquid ;  the  substances  added  to  free  the  material  firom  adhering 
chlorine  are  caustic  soda,  potash,  or,  still  better,  sodium  bisulphide.  Ticho- 
miroff and  Lidoff  think  that  the  material  residues  of  salt  lakes  might  be  made  use 
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of  for  bleaching  purposes,  and  that  the  electrical  naachines  could  be  driven  by 
available  water-power.  Naudin  and  Bidet  try  to  make  use  of  electro-bleaching 
for  commercial  purposes  in  the  following  manner :— The  vat  m,  Fig.  565,  contains 
a  salt  solution,  through  which  the  current  from  the  machine  d  is  allowed  to 
pass.  The  two  electrodes  e  are  not  far  from  each  other,  so  that  the  sub- 
stances set  free  may  be  allowed  to  act  upon  each  other.  The  sodium  separated 
out  at  the  negative  electrode  is  converted  into  caustic  soda,  which  again  is 
reacted  upon  by  the  chlorine  evolved  at  the  positive  electrode,  and  forms 
sodium  hypo-chloride.     The  bleaching  salt  thus  formed  bleaches  the  matter 


^s: 


Ji'ig.  505.  - iLlectro-Bleaching  Apparatus. 


placed  in  vessel  n,  where  the  hypo-chloride  salt  again  is  decomposed,  forming 
sodium  chloride,  HCl,  etc  This  fluid  is  then  removed  by  means  of  the  pump 
p  through  the  tube  b,  back  again  to  m,  when  it  is  again  decomposed  by  means 
of  the  electric  current  Neglecting  certain  reactions  which  take  place  during  the 
passage  of  the  electric  current,  the  same  chlorine  may  be  used  again  and 
again  to  form  the  bleaching  salt  As  it  is  possible  in  this  continued  process  to 
regenerate,  so  to  say,  the  compounds  of  chlorine,  this  process  might  become 
practicable  and  remunerative  for  commercial  purposes. 

Rectification  of  Alcohol  by  Electricity. — Another  application  of 
electrolysis  is  that  of  the  rectification  of  alcohol  This  method  was  invented 
by  Naudin,  and  introduced  into  Boulet's  factory,  at  Bapaume-les-Rouen. 
Alcohol  is  obtained  from  potatoes,  grains,  and  the  refuse  of  a  beetroot  sugar 
manufactory,  such  as  sugar-scum,  molasses,  etc  etc  During  fermentation  not 
only  ordinary  alcohol,  but  also  larger  or  smaller  quantities  of  the  so-called  homo- 
logous alcohols  are  obtained,  which  cause  an  unpleasant  taste  and  smell,  and 
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to  which  is  given  the  name  of  fusel  oils.  Alcohol  containing  these  fusel  oils 
cannot  be  employed  for  many  purposes,  and  it  has,  therefore,  to  be  freed  from 
them.  The  methods  employed  for  depriving  the  alcohol  of  these  impurities 
were  oxidation  of  the  fusel  oils,  conversion  into  compounds  less  disagreeable, 
or  entire  removal  by  means  of  carbon.  The  different  processes  of  purification, 
however,  are  accompanied  by  considerable  loss  and  increase  of  price.  Naudin, 
according  to  his  reports  in  La  Lumi^re  iUctrique^  has  got  rid  of  the   fusel 

oils  in  alcohols  in  a  far  more  economi- 
cal way  by  means  bf  electricity. 

Naudin's  Method  of  Rectifi- 
cation.— Naudin  supposes  that  the 
bad  taste  and  smell  are  caused  by 
certain  incomplete  alcohols,  the  so- 
called  aldehydes,  />.  compounds  that 
are  converted  into  real  alcohols  by  the 
further  addition  of  hydrogen  atoms. 
The  conversion  of  these  aldehydes  into 
alcohols  can  be  brought  about  by 
hydrogen  in  the  status  nascendi  (nas- 
cent state),  that  is  to  say,  just  liber- 
ated from  combination,  for  experience 
shows  that  two  bodies  combine  with 
greater  readiness  when  one  of  them 
or  both  are  in  the  act  of  separating  out 
from  a  compound.  Naudin's  method 
of  purification  is  subdivided  into  the 
following  groups  :  (i)  treatment  of  the 
first  products  of  the  distillation  of  the 
fermented  liquid  by  a  zinc-copper  pile, 
ix,  by  hydrogenation  ;  (2)  acidulation 
of  these  products  by  a  thousandth 
part  of  sulphuric  acid,  and  electrolysing  in  a  series  of  voltameters ;  (3)  neutralisa- 
tion of  the  acid  by  zinc  or  iron ;  (4)  rectification,  according  to  one  of  the  usual 
methods. 

Hydrogenation  of  the  first  products  of  distillation  takes  place  in  vessel  p,  Fig. 
566,  which  may  consist  of  either  wood  or  metal.  In  this  vessel  plates  represented 
by  the  waved  lines  b  b'  b"  are  arranged  above  each  other,  but  separated  from  each 
other  by  other  plates  represented  by  the  lines  a  a*  a".  To  facilitate  the  separation 
of  the  hydrogen  bubbles  during  reaction,  the  plates  are  perforated  and  inclined 
towards  the  bottom  of  the  vessel.  105  rows  of  zinc  plates  are  contained  in  a  vessel 
of  150  hectolitres  capacity,  which  represent  a  generating  surface  of  1,800  square 
metres,  or  12  square  metres  to  every  hectolitre.  The  zinc  plates  have  to  be  well 
cleaned  ;  they  are  first  washed  with  a  solution  of  caustic  soda,  then  with  a  solution 
of  HCl,  and  finally  with  water.     The  zinc-copper  battery  (according  to  Gladstone 
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Fig.  566. —Electric  Hydrogenator. 
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and  Tribe)  is  obtained  by  means  of  copper  which  is  deposited  on  the  zincs 
in  a  powdered  condition.  For  this  purpose,  a  solution  of  copper  sulphate  is 
forced  into  p  by  means  of  pump  o  until  the  whole  vessel  is  filled  with  it.  Tlie 
zinc  plates  are  allowed  to  be  in  contact  with  the  copper  sulphate  solution  for 
twenty-four  hours.  The  solution  is  then  renewed,  and  this  process  repeated 
several  times.  The  pile  is  now  ready  for  use,  and  remains  active  for  eighteen 
months  or  two  years.  The  products  to  be  purified  are  introduced  by  means 
of  the  tube  e,  and  left  in  the  vessel  from  six  to  forty-eight  hours,  the  time  varying 
with  the  amount  of  impurities  and  the  temperature.  We  may  here  mention  that 
under  +  5°  C  the  pile  does  not  act, 
and  above  +  35°  C  a  violent  re- 
action takes  place  which  destroys 
the  copper  coating. 

By  the  normal  action  a  steady 
evolution  of  hydrogen  and  oxygen 
takes  place  during  the  decomposi- 
tion of  the  water.  The-  hydrogen 
hydrogenises  tfie  aldehyde,  and  de- 
prives the  products  of  their  fusel 
oil,  whilst  the  oxygen  forms  zinc 
oxide.  In  order  to  secure  a  uniform 
reaction  throughout  the  vessel,  the 
fluid  is  made  to  circulate  through 
the  tube  f  and  the  tube  d  by  means 
Qf  a  pump.  When  this  operation 
is  finished  the  purified  products  are 
allowed  to  flow  into  the  reservoir  r 
by  means  of  the  tube  h.  Tube  n 
indicates  the  height  of  the  fluid  in 
the  vessel.  During  the  process  zinc  oxide  is  formed,  and  is  precipitated  upon  the 
plates  in  the  form  of  a  white  powder,  interrupting  the  reaction  as  soon  as  the  action 
of  precipitation  has  become  sufficiently  strong.  To  prevent  this  a  little  HCl  is 
added  to  the  products  every  eight  days  (5  kilogrammes  of  acid  to  150  hectolitres  of 
the  liquid).  The  lid  of  the  vessel  has  a  hole  in  it  through  which  the  unused  H  is 
allowed  to  escape,  and  in  order  that  the  alcohol  vapours  which  escape  along 
with  it  may  not  be  lost,  a  condenser  is  connected  with  the  vessel.  In  most  cases 
the  above  process  is  sufficient  for  the  purification  of  the  products  of  distillation, 
and  they  are  then  conveyed  to  the  distilling  apparatus.  If  the  liquid  still  con- 
tains impurities  it  has  to  pass  through  a  series  of  voltameters,  where  it  is  exposed 
to  the  effects  of  a  powerful  electric  current.  The  voltameters  consist  of  cylindrical 
glass  vessels  a  a'  (Fig.  567),  125  millimetres  in  diameter,  and  600  millimetres 
high,  having  ebonite  lids  through  which  the  two  tubes  b  c,  b'  c',  and  the 
electrodes  4-  e,  -  e  pass.  The  fluid  circulates  in  the  direction  indicated  by  the 
anows.     Copper  sheets  are  used  at  present  for  electrodes  instead  of  platinum 


Fig.  567.  —  Naudin*s  Voltameters. 
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electrodes.      The  small  openings  in  the  lid  are  closed  by  corks,  and  act  as 
safety-valves  in  case  the  tubes  become  closed  up. 

The  complete  apparatus  is  shown  in  Fig.  568.  The  products  of  distillation 
flow  from  reservoir  a  into  the  vessels  b,  where  the  first  hydrogenation  takes  place 
(the  zinc  plates  are  here  arranged  vertically).  Pj  is  the  pump  which  causes  the 
fluid  to  circulate.  The  fluid  is  then  allowed  to  flow  to  vessels  c,  and  from  those, 
by  means  of  the  pump  p,  it  is  forced  into  the  vessels  d,  where  it  is  acidulated 
with  y^Vzy  ^^^  ^^  H2SO4.     From  here  the  fluid  is  brought  to  the  voltameter  f. 


i^ 


^ig*  568. — I/audin*s  Apparatus  for  Rectifying  Alcohol. 

but  has  to  pass  through  a  small  vessel  e,  which  regulates  the  supply  by  means  of 
a  cock  which  acts  automatically.  From  the  voltameter  the  fluid  is  conveyed 
to  the  vessels  g,  where  it  comes  in  contact  with  the  zinc  which  absorbs  the  acid. 
The  purified  products  are  conveyed  from  here  to  the  distilling  columns,  not 
given  in  the  drawing,  h  is  a  reservoir  for  the  copper  sulphate  solution,  and  k  a 
tube  for  the  conveying  of  steam  to  heat  the  liquids.  The  electric  current  is 
furnished  at  present  by  a  Siemens  machine,  the  magnets  of  which  lie  in  a  branch 
circuit.  The  current  is  regulated  by  means  of  resistance  coils.  A  commutator 
allows  of  the  insertion  or  exclusion  of  the  voltameters  in  the  circuit  The 
machine  requires  four  horse-power.  Naudin  gives  the  following  data  regarding 
the  cost  of  the  old  and  new  methods  of  purifying  alcohols,  assuming  the  alcohol 
to  be  obtained  from  maize  :  one  hectolitre  of  purified  alcohol  by  the  old  method 
costs  1 1 77   francs,  one  hectolitre  purified  by  means  of  electricity  costs  9*20 
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francs.      It  ought,  however,  to  be  added  that  alcohol  obtained  from  certain  raw 
materials  cannot  be  completely  purified  by  the  old  method  at  all. 

We  must  not  leave  unnoticed  the  use  of  electrolysis  for  purposes  of  simple 
analysis.     The  facility  with  which  the  galvanic  current  separates  out  metals 


Fig.  569.— A  Vessel  for  the  Electrolytic  Analysis  of  a  Solution  containing  Copper. 


from  their  solutions  led  to  its  use  some  time  back  for  quantitative  analysis. 
Gibbs  and  Luckow  first  determined  copper  quantitatively  by  this  method.  The 
determination  of  copper  by  electrolysis,  although  quite  as  exact  as  other 
methods,  requires  much  less  attention  and  labour.  The  forms  of  apparatus 
used  for  this  purpose  are  all  the  same  in  principle,  although  varying  in  details, 
ue,  in  all  of  them  the  electric  current  separates  the  copper  at  the  negative 
electrode  from  the  different  solutions.  Christophle  used  the  apparatus  shown 
in  Fig.  569  for  the  determination  of  the  copper  in  the  bath  for  galvanotyping. 
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This  consists  of  the  platinum  vessel  a  resting  upon  the  metal  tripod  b,  which 
is  connected  with  the  negative  pole  of  the  source  of  electricity.  The  platinum 
spiral  c  forms  the  positive  pole.  The  glass  funnel  d  is  placed  over  the  vessel  a 
to  prevent  loss  by  spoiling,  etc.  Two  elements  joined  in  series,  or  a  small 
Gramme  machine,  or  a  Clamond  thermo-pile  are  used  for  the  purpose.  Not 
only  may  copper  be  precipitated  by  this  method,  but  also  other  metals,  such  as 


Pig*  S7^ — Siemens*  Apparatus  for  the  Separation  of  MetaU. 


nickel,  cobalt,  silver,  mercury,  etc  Cobalt  and  nickel,  for  instance,  are  not 
separated  out  by  means  of  the  electric  current  from  an  acidulated  solution, 
although  they  are  precipitated  from  an  alkaline  solution,  hence  they  can  thus 
easily  be  separated  from  copper.  The  copper  is  first  separated  out  from  the 
acidulated  solution ;  the  remainder  is  then  made  alkaline  by  adding  ammonia, 
and  then  the  cobalt  and  nickel  are  precipitated. 

ELECTRO-METALLURGY. 

The  Separation  of  Iron  Ores  by  means  of  Magnets. — Cases  where 
magnetic  ores  have  to  be  separated  from  non-magnetic  ores  occur  frequently  in 
practice,  and  for  some  time  powerful  magnets  have  been  used  for  their  separation. 
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Chenot  and  Froment  (1852)  constructed  an  electric  ore-separator  {klectro-trieuse). 
Similar  instruments  have  been  constructed  by  Bavin,  Siemens,  Edison,  Wasser- 
mann,  and  others.  The  ore-separator  by  Siemens  is  shown  in  Fig.  570.  The 
rotation  axis,  which  consists  of  steel,  carries  the  driving  gear  and  a  brass 
spiral ;  the  latter  is  surrounded  by  a  brass  cylinder  which  touches  tangentially 
the  inner  walls  of  the  drum.  The  drum  consists  of  iron  discs,  separated  from 
each  other  by  small  intervals,  which  are  taken  up  by  brass  rings.  The  iron  discs 
are  connected  with  each  other  outside  by  means  of  iron  bars.     Before  fixing 


Fig*  57 '•  —Bavin's  Apparatus  for  the  Separation  of  Metals. 

the  bars  insulated  wires  are  wound  round  the  iron  rings,  so  that  when  a  current 
passes  through  the  wires  the  iron  becomes  magnetised.  The  iron  rings, 
together  with  the  iron  rods,  form,  therefore,  peculiarly  -  shaped  horse-shoe 
magnets,  the  poles  of  which  are  circular.  The  smooth  inside  of  the  drum 
represents  a  continuous  series  of  north  and  south  poles.  When  the  apparatus 
is  in  use  the  axis,  with  its  spiral  and  drum,  rotates,  whilst  the  brass  cylinder 
remains  fixed.  The  ores  to  be  separated  are  introduced  by  means  of  a  funnel 
into  the  apparatus,  and  fall  upon  the  inside  of  the  drum  (the  magnetic  portions 
are  indicated  by  the  full  arrows,  the  non-magnetic  portions  of  the  ore  are 
indicated  by  the  dotted  lines).  The  magnet  poles  attract  the  magnetic  portions 
of  the  ore,  whilst  the  unmagnetic  portions  fall  gradually  to  the  lowest  portion  of 
the  drum,  and  finally  leave  the  apparatus.  The  portions  sticking  to  the  magnets 
are  taken  along  with  the  drum,  scraped  off,  and  pushed  by  the  rotating  spiral 
through  the  brass  cylinder.     If  all  the  poles  of  the  ore-separator  were  equally 
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strong  the  ore  would  be  attracted  by  the  first  poles.  To  prevent  the  overcrowd- 
ing of  the  ores  at  these  points,  Siemens  gives  the  first  rings  only  a  few  turns 
of  wire,  increasing  them  as  he  goes  on.  The  strength  of  current  depends 
upon  the  nature  of  the  ore,  and  has  to  be  determined  experimentally.  The 
instrument  is  capable  of  separating  twenty  tons  of  ore  per  day.  Siemens 
constructed  this  apparatus  for  a  Belgian  company,  where  Spanish  zinc  ores 
are  utilised.  The  zinc  ore  called  calamine  or  cadmia  (carbonate  of  zinc)  is 
usually  found  mixed  with  carbonate  of  iron,  and  is  very  difficult  to  separate. 

Formerly,  during  the  whole  of  the  process 
of  roasting  and  calcination  fhe  iron  had  to 
be  carried  along  with  the  zinc  ore,  causing 
a  great  expenditure  of  coal.  A  simple 
roasting  is  sufficient  now  to  make  the  ore 
particles  containing  iron  paramagnetic,  and 
they  can  then  be  easily  separated  by  means 
of  the  apparatus. 

Bavin's  apparatus  for  a  similar  purpose 
is  shown  in  Fig.  571;  it  consists  of  two 
cylinders  a  and  b  arranged  one  above  the 
other.  The  surfaces  of  these  cylinders  con- 
sist of  protruding  soft  iron  rings  ccc^  which 
are  separated  from  each  other  by  means  of 
copper  strips  000,  Each  iron  ring  is  con- 
nected with  horse* shoe-formed  magnets  aaa 
in  such  a  manner  that  one  ring  is  magnetised 
by  one  pole,  and  the  next  ring  to  it  by  the 
other  pole,  c  and  d  are  rotating  brushes 
that  brush  off  the  magnetised  ore.  The 
motion  of  the  rotating  portions  is  brought 
about  by  means  of  the  belt-wheel  G,  which 
drives  the  toothed  wheels  j  and  i  and  h,  as 
well  as  the  wheel  k  and  l  connected  with 
the  brushes.  The  material  is  introduced  through  the  funnel  e,  and  falls  upon 
the  hopper  f,  which  obtains  its  motion  by  a  system  of  pulleys  and  ropes  x 
and  V.  The  upper  cylinder  possesses  four,  the  lower  cylinder  five,  iron  rings ; 
these  are  arranged  next  to  each  other  in  such  a  manner  that  the  iron  rings  of 
the  lower  cylinder  are  opposite  the  copper  strips  of  the  upper,  and  vice  versa. 
The  magnetised  particles  then  that  have  not  been  attracted  by  the  upper 
cylinder  are  sure  to  be  attracted  by  the  lower  cylinder.  Of  the  magnets  which 
magnetise  the  iron  rings  there  are  fifteen  in  the  upper  and  twenty  in  the  lower 
cyUnder,  each  having  an  attraction  of  fivt  kilogrammes. 

Edison's  magnetic-ore  separator,  shown  in  Fig.  572,  is  distinguished  by  its 
great  simplicity.  Instead  of  allowing  the  ore  to  come  in  contact  with  the 
magnets,  the  magnets  are  arranged  so  as  to  act  at  a  distance.     The  particles 


Fig*  572.— Edison's  Apparatus  for  the 
Separation  of  Metals. 
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containing  iron  on  their  way  to  the  bottom  of  the  apparatus  are  attracted  by 
powerful  magnets,  in  order  to  pass  which  they  have  to  deviate  from  their  original 
direction.     The  box  to  the  right  of  the  drawing  covers  the  magnets. 

In  preparing  the  clay  for  the  making  of  porcelain,  electro-magnets  have  been 
resorted  to.  To  obtain  perfectly  white  porcelain,  it  is  necessary  that  the 
material  should  be  free  from  iron.  Pilliduyt  and  Sons  remove  the  iron  by 
using  magnets.  The  solution  is  allowed  to  pass  between  the  poles  of  a  magnet, 
which  retain  the  particles  of  iron.  The  apparatus  used  is  capable  of  purifying 
from  500  to  600  kilogrammes  of  material  daily;  it  was  found  that  12  kilo- 
grammes of  porcelain  clay  contained  about  one  gramme  of  iron.  The  apparatus 
is  cleaned  twice  a  day  by  simply  cutting  off  the  current  and  forcing  water  with 
considerable  pressure  through  the  tubes  near  the  magnets. 

The  Use  of  the  Current  in  the  Mercurial  Process  of  Separating 
Gold  and  Silver. — The  usual  method  of  obtaining  gold  or  silver  from  ores 
which  contain  them,  is  to  powder  the  whole  and  then  treat  with  mercury ;  an 
amalgam  of  the  metal  is  formed,  from  which  the  pure  metal  is  obtained  by  dis- 
tilling off  the  mercury.  This  method  answers  very  well  if  there  be  no  compounds 
of  sulphur  in  the  ore ;  the  presence  of  these  compounds  making  the  mercury 
impure  and  destroying  its  bright  surface,  prevents  the  particles  of  gold  from 
mixing  with  it.  Guerout  mentions,  for  instance,  that  with  an  ore  containing 
1,250  grammes  of  gold  per  ton,  the  gold  could  not  be  extracted  from  the 
sulphurous  ore  by  means  of  mercury,  as  the  expense  would  be  comparatively 
too  high.  Several  methods  of  cleaning  the  mercury  have  been  proposed,  such 
as  adding  sodium,  or  a  stream  of  chromic  acid,  etc.,  but  these  methods  have 
practically  proved  of  no  avail.  Richard  Barker,  by  employing  the  electric 
current,  has  at  last  obtained  the  desired  result  He  observed  that  when 
mercury  is  connected  with  the  negative  pole  of  a  source  of  electricity,  and 
the  water  flowing  over  it  with  the  positive  pole,  any  impurities  contained  by 
the  mercury  are  driven  away  from  the  negative  pole  to  the  positive  pole 
(/>.  the  water  anode),  giving  to  the  mercury  its  bright  surface  again.  On 
these  principles  Barker  took  out  a  patent  for  his  electric  process  of  obtaining  gold 
and  silver  from  ores.  The  ore,  powdered  and  diluted  with  water,  flows  over  the 
slighdy  inclined  plane  a  a  (Fig.  573),  passing  the  mercury  contained  in  the 
troughs  a  «,  the  bright  surface  of  which  retains  the  particles  of  gold,  whilst  the 
other  compounds  are  allowed  to  flow  off  with  the  water.  To  retain  the  bright 
surface  of  the  mercury,  Barker  connects  the  troughs  containing  it  with  the 
negative  pole  of  an  electric  machine,  so  that  the  mercury  becomes  the  kathode. 
The  positive  pole  of  the  machine  is  connected  with  the  water,  making  it  the 
anode.  The  current  coming  from  the  negative  pole  of  the  machine  flows 
through  the  wire  m  into  the  mercury  trough  i,  from  it  through  the  connecting 
wire  m  to  the  mercury  trough  2,  and  so  on.  The  conveying  of  the  positive 
current  for  troughs  i,  2,  3  is  shown  in  Fig.  574-  Four  metal  bars  s  are  fastened 
parallel  to  the  axis  of  the  shaft  upon  a  wooden  shaft,  set  in  motion  by  means 
of  the  pulley  c  and  string.     These  bars  are  held  in  position  by  rings  placed  at 
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the  ends,  and  in  the  middle  of  the  shaft.  To  these  metal  bars,  metal  wires  e  are 
fastened  radially,  the  length  of  which  is  so  measured  that  during  the  rotation  of 
the  shaft  their  ends  dip  into  the  water,  but  do  not  touch  the  surface  of  the 
mercury.  The  contact  pin  v,  connected  with  the  positive  pole  of  the  machine, 
slides  upon  the  disc  opposite  to  c ;  by  this  arrangement  the  metal  bars  and  the 
projecting  wires  become  anodes.  Pieces  of  wood  r  are  fastened  to  the  wooden 
portions  of  the  shaft  between  the  metal  bars  in  a  way  similar  to  that  in  which 


^-w^^.^    ^^.^.^^   ^s^^,,^ ^^^^ 


Fig-  573.— Separation  of  Gold. 
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Fig-  574-— The  Stirrers. 


the  wires  are  attached  ;  but  the  former  are  longer  than  the  latter,  and  therefore 
dip  into  the  mercury  during  the  rotation  of  the  shaft,  keeping  the  mercury  well 
stirred,  and  thus  facilitating  amalgamation. 

The  shafts  b  (Fig.  573)  are  used  over  the  mercury  troughs  4,  5,  and  6, 
with  their  pieces  of  wood  r  only  as  stirrers ;  the  positive  current  is  not  conveyed 
through  the  shafts  as  before,  but  through  the  wires  «,  which  dip  into  the  water, 
and  are  fastened  to  the  metal  rods/  The  troughs  7  and  8  have  no  stirrers,  and 
their  current  passes  through  the  metal  pin  j,  fastened  to  the  shaft  d.  This 
arrangement,  as  may  be  seen  from  the  drawing,  only  allows  the  current  to  pass 
twice  for  every  full  revolution  of  the  shaft;  as  the  troughs  9  and  10  have  no 
shafts  at  all,  the  current  is  conveyed  by  means  of  the  metal  wires  gy  which  are 
fastened  to  the  metal  rods  /  It  is  said  that  satisfactory  results  have  been 
obtained  by  means  of  this  process. 
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Electro -Smelting. — The  heating  effects  of  the  galvanic  current  have 
also  been  utilised  for  metallurgy.  To  obtain  a  high  temperature,  two  methods 
have  been  employed,  viz.  the  oxyhydrogen  blow-pipe  and  the  regenerating 
furnace.  The  voltaic  arc,  however,  produces  a  temperature  which  considerably 
exceeds  that  obtained  by  the  former  method,  and  Siemens  has  used  it  in  an 
apparatus  by  means  of  which  refrac- 
tory metals  may  be  fused,  t  (Fig. 
575)  is  a  crucible  consisting  of  gra- 
phite, or  another  similar  substance 
not  easily  fusible,  h  serves  as  a 
kind  of  jacket,  containing  pieces  of 
charcoal,  or  a  similar  substance  that 
conducts  heat  badly.  There  is  a 
hole  in  the  bottom  of  t,  through 
which  an  iron,  platinum,  or  carbon 
rod  passes.  There  is  also  a  hole 
in  the  lid  of  the  crucible,  through 
which  the  negative  electrode  passes. 
The  negative  pole,  consisting  of 
pressed  carbon  of  considerable  di- 
mensions, is  suspended,  by  means  of 
a  copper  strip  at  a,  from  the  beam 
ab;  to  the  end  b  is  fastened  a 
hollow  cylinder  of  soft  iron,  which 
moves  freely  inside  the  spiral  s, 
which  has  a  resistance  of  about  50 
ohms.  The  attracting  force  of  s 
may  be  balanced  by  means  of  a 
weight  One  end  of  the  spiral  is 
connected  with  the  positive,  the 
other  end  with  the  negative,  pole 
of  the  arc  The  resistance  of  the 
arc  may,  therefore,  be  adjusted  as  re- 
quired by  sliding  the  weight  q  along  the  beam.  If  the  resistance  in  the  arc  is  in- 
creased by  any  cause,  the  current  passing  through  the  coil  also  increases,  and  the 
force  of  attraction  overcomes  the  counterweight,  causing  the  negative  electrode  to 
dip  deeper  into  the  crucible.  If  the  resistance  in  the  arc  diminishes,  the  weight 
forces  the  cylinder  back  into  the  spiral,  lengthening  the  arc  until  equilibrium  is 
restored  between  the  acting  forces.  Besides  the  automatic  regulation  of  the  arc, 
it  is  of  importance  for  the  success  of  the  smelting  that  the  metal  to  be  fused 
should  form  the  positive  pole,  as  here  the  highest  temperature  is  obtained 
William  Siemens  melted  one  pound  of  filings  in  an  apparatus  similar  to  the  one 
here  described  in  thirteen  minutes ;  the  crucible  had  a  depth  of  20  centimetres, 
and  the  current  used  could  supply  a  light  equal  to  6,000  normal  candles. 


•     —    ®        I — \ — I       /y  .^m^ 


Fig.  575. — Siemens*  Electro-Smelting  Apparatus. 
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When  a  carbon  rod  is  used  as  the  negative  pole,  the  metal  to  be  fused  might 
undergo  a  chemical  change;  if  this  is  to  be  avoided,  the  negative  electrode 
must  consist  of  a  substance  that  causes  no  change.  Siemens  uses  a  so-called 
water  pole  for  this  purpose,  ue,  a  tube  of  copper  through  which  water  is 
allowed  to  circulate  (drawn  in  the  figure  separately).  As  regards  the  expenses 
of  electric  melting,  Siemens  found  that  by  using  a  dynamo-electric  machine, 
driven  by  a  steam  engine,  one  pound  of  coal  could  melt  nearly  one  pound  of 
cast  steeL  The  following  points  show  the  advantages  of  this  process :  (i)  theo- 
retically the  temperature  obtainable  is  unlimited ;  (2)  the  fusing  takes  place  in  a 
perfectly  neutral  atmosphere;  (3)  the  process  needs  no  lengthy  preparations, 
and  can  be  conducted  under  the  eyes  of  the  operator ;  (4)  by  using  ordinary 
materials  difficult  to  fuse,  the  degree  of  heat  practically  obtainable  is  very 
high,  as  in  the  electric  crucible  the  fusing  material  has  a  higher  temperature 
than  the  crucible  itself;  whilst  by  the  ordinary  method  the  temperature  of 
the  crucible  surpasses  that  of  the  melting  material 

Uses  of  Electricity  in  the  Separation  of  Metals. — Electricity  is 
far  more  extensively  employed  for  the  separation  of  metals  than  for  the  purposes 
just  now  described.  Siemens  and  Halske  have  for  some  time  paid  particular 
attention  to  this  branch  of  industry,  and  have  constructed  special  machines 
for  the  purpose.  By  the  Refiners'  Trading  Company,  Hamburg,  six  Gramme 
machines  are  used.  The  main  object  of  this  establishment  is  to  produce  copper 
of  almost  absolute  purity  (for  instance,  analyses  of  the  metal  produced  gave  99*95 
per  cent  of  copper).  The  royal  metals  contained  in  the  copper  are  also  obtained 
in  a  separate  state,  so  that  they  can  be  utilised.  Alloys  containing  copper  and 
.  silver  are  directly  separated  into  copper  and  silver.  The  copper  obtained  fi-om 
German  coins  during  the  year  1877 — 1878  amounted  to  115,000  kilogrammes, 
the  silver  to  33  kilogrammes,  and  gold  to  23-5  kilogrammes.  The  daily  pro- 
duction of  copper  during  twenty-four  hours  in  1881  was  1,600  kilogrammes. 
The  electric  purification  of  copper  which  has  already  passed  the  refining  furnace, 
and  contains  only  about  2  per  cent  of  impurities,  is  perhaps  the  simplest  method 
of  obtaining  the  pure  metal  on  a  large  scale.  Siemens  gives  the  following 
description  of  the  method : — The  machines  *c  (Fig.  261)  and  Cj  are  speci^ly 
adapted  for  this  case,  and  the  former  is  capable  of  separating  out  6  centi- 
metres, the  second  3  centimetres  of  pure  copper  in  twenty-four  hours,  from 
twelve  baths  joined  in  series,  c^  requires  10,  Cg  5  horse- power.  The  surface 
of  the  electrode  of  each  bath  must  have  30  square  metres ;  for  instance,  thirty 
plates  of  raw  material  having  an  area  of  0*5  x  2  metres  will  be  required,  and  as 
many  plates  of  pure  copper.  The  cross  section  of  the  leads  has  to  be  20 
square  centimetres.  Machines  may  be  constructed  for  every  kind  of  metal 
separation  by  the  electric  current  To  construct  machines  larger  than  Cj  is 
disadvantageous  from  many  causes;  it  is,  therefore,  better  to  use  several 
machines.  When  the  raw  material  contains  other  metals  besides  copper,  greater 
energy  is  required  in  proportion  to  the  impurity  of  the  raw  material  Most 
energy  is  required  when  the  material  does  not  consist  of  impure  metal,  but 
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has  to  be  separated  from  a  solution.  In  this  case  for  kathodes  we  must 
use  carbon,  platinum,  lead,  or  other  substances  which  do  not  easily  oxidise. 
To  obtain  the  silver  from  lead,  Keith  casts  thin  plates  of  the  lead,  covers 
them  with  muslin,  and  uses  these  as  anodes  in  a  decomposition  cell  which 
contains  lead  sulphate  and  sodium  acetate  in  solution  (70  to  85  grammes  ot 
lead  sulphate  to  780  grammes  of  sodium  acetate).  For  kathodes  lead  plates  are 
used.  The  lead  crystallises  out  at  the  kathode,  whilst  in  the  sack  surrounding 
the  anode  silver  and  the  other  metals  are  retained.  The  solution  must  be 
constantly  stirred,  in  order  to  prevent  polarisation. 

Ores  containing  Sulphur. — Not  only  are  impure  metals  purified  by  means 
of  the  electric  current,  but  metals  have  been  directly  separated  from  their  ores. 
Bias  and  Miest  took  out  a  patent  for  their  method  of  obtaining  metals  from  ores 
containing  sulphur.  If  the  same  metal  as  that  contained  in  the  bath  is  used 
as  an  anode,  the  metal  contained  in  the  bath  will  separate  out  at  the  kathode, 
and  the  sulphur  will  be  thrown  down  at  the  anode.  Ores  containing  antimony 
and  arsenic  also  yield  these  up  at  the  anode,  but  mostly  in  the  form  of  oxides, 
which  may  easily  be  separated  by  means  of  the  current  Bias  and  Miest  break 
the  ore  in  pieces  first  (such  as  copper  pyrites,  etc),  and  then  press  it  into  moulds 
made  of  steel,  under  a  pressure  of  100  atmospheres,  first  cold  and  then  at  600°. 
The  plates,  when  cool,  are  fastened  to  iron  rods  and  hung  in  the  bath,  and 
are  then  connected  with  the  positive  pole  of  a  machine.  If  the  ore  happens 
to  be  zinc  sulphide,  the  bath  consists  of  zinc  sulphate,  nitrate,  or  chloride. 
A  metal  not  soluble  forms  the  kathode. 

Aluminium  and  the  Allied  Metals.^-Bunsen  succeeded  in  obtain- 
ing aluminium  by  electrolysis  from  the  double  salts,  sodium  chloride  and 
aluminium  chloride,  as  has  been  already  mentioned.  The  separation,  however, 
is  somewhat  difficult,  and  requires  a  careful  regulation  of  the  temperature. 
Ordinarily  the  aluminium  is  obtained  by  decomposing  the  double  salt  mentioned 
with  sodium.  The  price  of  aluminium  depends  upon  the  cost  of  sodium,  of 
which  one  kilogramme  usually  costs  about  40  francs.  According  to  the 
Bulletin  de  la  Compagnie  Internationale  des  Telephones^  a  method  has  been  dis- 
covered for  producing  sodium  which  would  make  the  price  of  one  kilogramme 
only  I  franc.  As  aluminium  compounds  are  greatly  distributed  over  the  surface 
of  the  earth,  and  this  metal  is  of  great  value  for  many  technical  purposes,  the 
reduced  price  of  from  10  to  20  francs  per  kilogramme,  instead  of  300  francs, 
as  at  present,  would  cause  it  to  be  largely  used 

Graetzel  has  also  taken  out  a  patent  for  obtaining  aluminium,  magnesium, 
and  all  the  alkaline  metals.  The  principle  of  his  method  is  that  by  means 
of  a  proper  apparatus  the  kathode  is  exposed  to  the  influences  of  a  reducing 
gas,  and  protected  from  the  gases  that  are  evolved  at  the  anode.  The  apparatus 
shown  in  Fig.  576  is  especially  intended  for  obtaining  aluminium.  It  consists 
of  a  crucible  ^,  which  has  a  metal  vessel  ^,  serving  as  a  kathode.  The 
crucible,  which  is  made  of  fire-clay,  or  some  similar  substance,  is  protected 
from  the  direct  flame  by  the  jacket  h ;  with  graphite  crucibles,  this  jacket  is 
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not  needed.  The  crucible  is  closed  by  a  lid  of  the  same  substance,  which  has 
an  opening  for  the  vessel  ^,  and  also  openings  for  the  tubes  a  a\  The  vessel 
e  (drawn  separately  in  the  figure)  consists  of  porcelain,  having  a  lid  at 
the  top,  which  has  a  piece  of  carbon  c  as  an  anode.  The  tube  /  of  this  vessel 
conveys  away  the  gases  evolved  at  the  anode.  The  opening  at  the  lower 
portion  allows  of  the  circulation  of  the  molten  salt  (aluminium  chloride).  A 
reducing  gas  is  introduced  through  the  tube  a,  and  again  escapes  at  a!.  In 
the  vessel  c  are  also  placed  the  rods  d^  consisting  of  equal  portions  of  clay  and 
carbon ;  for  obtaining  magnesium,  d  consists  of  magnesia  and  carbon.  The 
carbon  unites  with  the  oxygen  of  the  clay,  and  the  aluminium  with  the  chlorine 


Fig.  576. — Apparatus  for  the  Separation  of  Aluminium. 

evolved  at  the  anode.  The  aluminium  chloride  produced  in  this  manner  unites 
with  the  molten  mass.  Several  of  these  pieces  of  apparatus  may  be  united, 
having  the  same  tubes  for  the  passage  of  the  gases.  The  production  of  mag- 
nesia for  use  in  the  separation  of  aluminium  is  carried  out  on  a  large  scale, 
but  several  difficulties  have  still  to  be  overcome. 

ELECTRO  (OR  GALVANOPLASTIC)  DEPOSITION. 

Here  we  distinguish  between  two  distinct  branches :  the  making  of  objects 
that  are  coated  with  a  thin  metal  layer  comes  under  the  head  of  electro-plating, 
and  that  of  objects  forming  copies  of  others  comes  under  the  head  of  electro- 
typing  (called  by  the  Germans  galvanoplastic  and  galvanosiegie).  The  sources 
of  electricity  used  for  both  branches  of  electro-deposition  are,  as  a  rule,  galvanic 
elements,  thermo-piles,  or  electric  machines.  Only  those  elements  can  be 
employed  that  furnish  a  constant  current,  such  as  Daniell,  Meidinger,  Bunsen, 
Grove,  Smee,  etc  Thermo-piles  are  very  useful,  but  are  too  expensive,  and 
furnish  only  a  weak  current.     In  large  establishments  machines  are  mostly  used. 
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For  electro-deposition,  and  all  kinds  of  electrolysis,  currents  of  small  potential 
(so-called  quantity  currents)  are  required ;  therefore,  when  elements  are  used, 
the  plates  must  be  large,  or  else  a  number  of  small-plated  elements  have  to 
be  joined  parallel. 

Machines  for  Electro-Plating. — If  machines  are  used  they  have  to  be 
constructed  with  small  internal  resistance.  Such  machines  are  constructed  by 
Gramme,  Schuckert,  Siemens,  and  Ferraris  on  the  Continent,  and  in  England 
by  Elmore,  Paterson  and  Cooper,  Oppermann,  and  others.  The  machines  of 
Siemens  and  Schuckert  have  already  been  described.  The  machine  by  Gramme 
(Fig.  577)  is  easily  distinguished  from  the  ordinary  model,  page  252,  for  it  has 
double  the  pumber  of  electro-magnets,  and  therefore  four  independent  poles, 
of  which  every  two  have  the  same  polarity :  one  of  the  couples  is  united  by 
the  upper,  the  other  couple  by  the  lower  shoe.  The  iron  cores  of  these 
electro-magnets  possess  a  diameter  of  120  millimetres,  by  a  length  of  410 
millimetres;  round  each  of  these  a  copper  sheet  of  1*1  millimetre  in  thickness 
is  wound  thirty-two  times.  The  resistance  in  these  electro-magnets  is,  there- 
fore, 0-00I2  ohm,  when  joined  in  series ;  when  the  eight  magnets  are  joined 
in  two  groups  the  resistance  is  0*00028  ohm.  The  shoes  of  the  electro- 
magnets surround  a  ring  of  peculiar  construction.  This  ring  has  a  diameter 
of  365  millimetres,  and  a  length  of  442  millimetres.  It  consists  of  forty 
divisions,  of  which  twenty  are  connected  ^lith  the  sectors  of  the  right-handed 
commutator,  and  twenty  with  the  sectors  of  the  left-handed  commutator.  Each 
coil  consists  of  seven  copper  bands  of  2*8  millimetres  in  thickness,  and 
10  millimetres  in  breadth,  which  are  insulated  from  each  other  by  intervals 
of  air.  Every  two  succeeding  coils  form  a  division  of  the  ring.  The  re- 
sistance of  the  armature  when  the  two  portions  are  joined  in  series  is  0*0004 
ohm,  and  sinks  to  0*0001  ohm  when  they  are  joined  parallel.  When  joined 
in  series  a  current  of  8  volts  is  obtained  by  500  revolutions  per  minute, 
when  joined  parallel  the  e.  m.  f.  is  equal  to  4  volts.  The  resistance  of  all  the 
copper  turns,  when  joined  parallel,  is  equal  to  0*00038  ohm.  The  machine 
has  four  brushes  corresponding  to  the  two  commutators  ;  each  of  these  brushes 
is  double,  and  each  double  brush  has  a  contact  surface  of  24  square  centimetres. 
The  machine  weighs  2,500  kilogrammes,  of  which  the  copper  weighs  735.  By 
15  horse-power,  1,000  kilogrammes  of  copper  can  be  deposited  per  day. 

Arrangements  for  Preventing  a  Reversion  of  the  Poles. — With 
electrolytic  baths  care  has  to  be  taken  to  prevent  changes  of  the  polarisation  of 
the  electrodes.  During  the  starting  of  a  dynamo-electric  machine,  the  generation 
of  current,  as  we  know,  is  brought  about  by  the  weak  residual  magnetism  of  the 
iron  cores.  The  direction  of  the  currents  depends  upon  the  polarity  caused  by 
the  residual  magnetism.  When  the  machine  stops  the  generation  of  current 
ceases,  and  the  current  produced  by  the  polarisation  of  the  electrodes  can 
flow  into  the  coils  of  the  machine.  Now  this  polarisation  current,  as  we  have 
seen,  flows  in  the  opposite  direction  to  the  primary  current ;  hence,  flowing 
through  the  coils  of  the  magnets,  it  may  reverse  their  polarity.     If  then  the 
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machine  is  set  in  motion  again,  the  poles  are  changed,  making  the  anode  of 
the  bath  a  kathode,  and  the  kathode  an  anode.  The  current  will  now  dissolve 
the  metal  at  that  place  where  it  was  deposited  before.  A  reversion  of  the  poles 
may  thus  take  place  at  every  stoppage  of  a  dynamo-electric  machine,  and, 
indeed,  if  polarisation  is  very  strong,  reversion  of  the  poles  may  take  place  even 
when  slackening  the  speed.  During  the  normal  speed  of  a  machine  change 
of  polarity  will  be  impossible,  as  only  such  machines  are  used  as  are  capable 
of  furnishing  currents  suitable  for  the  purposes  for  which  they  are  required. 


lLJ 

Fig.  578.— Arrangements  for  Neutralising  Polarisation  Currents. 

There  are  three  ways  of  preventing  this  undesirable  change  of  polarity :  (i) 
by  making  the  magnets  independent  of  the  circuit  of  the  decomposition  cells ; 
(2)  by  having  the  magnets  in  a  branch  circuit ;  (3)  by  using  a  current-breaker. 
The  magnets  are  independent  of  the  circuit  of  the  decomposition  cells  when 
machines  with  permanent  steel  magnets  are  used,  or  when  a  small  generating 
machine  is  used  for  the  electro-magnets  3  or,  lastly,  when  a  portion  of  the 
armature  coils  is  exclusively  connected  with  the  coils  of  the  electro-magnets. 
Gramme  adopted  this  principle  in  the  construction  of  his  first  machines,  and 
it  is  still  adopted  by  Schuckert,  Fein,  and  others,  by  means  of  a  double  ring  and 
two  commutators.  A  separate  machine  for  the  electro-magnets  would  only  be 
economical  for  large  installations.  When  the  m^gn^ts  are  in  a  branch  circuit 
the  reversion  of  the  poles  by  the  polarisation  current  cannot  take  place ;  this 
may  easily  be  seen  from  Fig.  578.     In  a  the  current  coming  from  the  armature 
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separates  at  /j ;  one  branch  flows  to  the  bath,  the  other  to  the  coils  of  the 
electro-magnet ;  the  two  branches  unite  again  at  /j.  In  b  the  polarisation 
current,  which  has  the  oppofsite  direction  to  the  current  of  the  machine,  flows  to 
/i,  branches  off"  here,  and  the  two  branches  unite  isigain  at  /j.  In  both  a  and  b 
the  current  flows  in  the  same  direction  through  the  coils  of  the  arms  of  the 
electro-magnets.  Gramme  prevents  the  change  of  poles  by  the  insertion  of  a 
current-breaker.  This  consists  of  an  electro-magnet  inserted  in  the  circuit,  the 
armature  of  which,  when  attracted,  makes  contact  in  the  circuit.  If  the  machine 
stops  from  any  cause  the  armature  falls  off",  and  breaks  contact  between  the 
machine  and  the  decomposition  cell.  The  polarisation  current,  therefore,  will 
not  be  able  to  enter  the  electro-magnets,  and  cannot  alter  their  polarity. 

A  machine  by  Weston  is  much  used  for  electro-decomposition  in  America. 
Fig.  579  shows  the  complete  machine  h,  with  its  current-breaker  c,  and  Fig.  580 

gives  the  details  of  construction.  The 
machine  consists  of  a  cast-iron  case  to 
the  inside  of  which  are  fastened  six 
magnets  r  (Fig.  580  b),  which  form  the 
inducing  magnets  of  the  machine  \  their 
coils  are  connected  and  so  arranged 
that  when  a  current  flows  through 
them,  the  poles  become  alternately 
south  and  north.  Fig.  580  a  shows 
one  of  the  magnets.  The  hollow  iron 
core  ^  ^  is  surrounded  by  steel  plates 
5  s,  and  round  these  the  wire  is  coiled, 
rf  The  iron  cores  are  hollow,  for  convey- 
Fig.  579.-The  Weston  Machine  for  '^    ^^ter    through  the    magnets  for 

Electrolysis.  cooling  purposes,  and  they  have  steel 

plates,  which  become  permanent  mag- 
nets, to  make  the  reversion  of  poles  more  difficult  The  armature  consists  of  six 
electro-magnets  r\  which  are  fastened  to  the  shaft  of  the  machine ;  they  are  coiled 
in  a  similar  manner  to  the  inducing  magnets,  and  are  connected  in  couples. 
Although  currents  of  opposite  direction  are  induced  in  the  coils  owing  to  the 
particular  mode  of  coiling,  and  the  use  of  a  commutator,  consisting  of  six 
segments  h,  the  alternating  currents  are  converted  into  continuous  currents. 
The  current-breaker  (c.  Figs.  579  and  580)  consists  of  a  circular  disc  j,  which 
rotates  round  a  horizontal  axis ;  ^^  are  sliding  pieces,  which  can  move  in  a  a. 
When  s  is  at  rest  the  sliding  pieces  are  pressed  against  the  rotation  axis  by 
means  of  spiral  springs,  regulated  by  the  screws  r  r,  thus  making  Contact  The 
contact  is  not  made  when  the  disc  rotates  rapidly,  because  the  two  sliding 
pieces  J  ^  are  forced  away  from  the  axis  by  the  centrifugal  force.  The  current- 
breaker  is  made  to  rotate  by  means  of  the  driving  belt  u.  The  pole-clamps  of 
the  machine  are  connected  with  the  current-breaker  and  the  electrodes  of  the 
bath.     As  long  as  the  machine  has  the  proper  speed,  there  is  no  other  way 
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for  ihe  current  than  that  through  the  bath  ;  when  the  machine  stops,  or  diminishes 
its  speed  considerably,  the  sliding  pieces  are  pressed  against  the  axis,  and 
contact  is  made.  The  polarisation  current  coming  from  the  bath  has  now  two 
ways  open  to  it,  viz.,  through  the  machine,  and  through  the  short  circuit  of  the 
current-breaker ;  as  the  latter  offers  little  or  no  resistance,  the  current  will  pass 
by  this  channel ;  but  even  if  a  branch  current  should  flow  into  the  coils  of  the 
magnets,  this  current  would  be  so  weak  that  it  would  not  be  capable  of  reversing 
the  polarity  of  the  magnets. 

The  conduction  of  the  current  is,  as  a  rule,  very  simple,  as  the  sources  of 
electricity  are  generally  at  a  short  distance  from  the  deposition  cells ;  copper  wires 


Fig.  580.— The  Weston  Machine  and  Commutator. 

are  usually  taken  on  account  of  the  small  resistance ;  it  is  best  to  solder  the 
different  joints,  but  where  this  is  impracticable  mercury  cups  or  clamps  are  used. 
The  strength  of  current  depends  upon  the  nature  of  the  bath ;  well-conducting 
baths  require  a  less  powerful  current  than  badly  -  conducting  ones,  such  as 
alkaline  baths,  for  instance.  It  follows  from  Ohm's  law  that  the  galvanic  cur- 
rent has  its  maximum  effect  when  the  inner  resistance  is  equal  to  the  outer 
resistance;  it  is,  however,  well  in  practice  to  make  the  inner  resistance  about 
three-eighths  of  the  outer ;  as,  by  using  galvanic  batteries,  the  strength  of  current 
does  not  remain  constant,  and  has  to  be  either  increased  or  diminished  during 
work.  At  the  commencement  of  every  operation  for  electro-deposition  weak 
currents  ought  to  be  used,  to  allow  the  particles  time  to  thoroughly  cover  the 
surface;  after  the  first  layer  has  been  deposited  a  stronger  current  may  be 
used  to  hasten  the  process.  It  is,  therefore,  necessary  to  use  a  galvanometer 
and  a  resistance  arrangement;  for  the  latter  the  simple  apparatus  shown  in 
Fig.  581  may  be  used  ;  it  consists  of  a  board  having  German  silver  wire  wound 
round  contact  pins ;  by  means  of  the  slider  the  current  may  be  broken,  or 
resistance  may  be  inserted  or  taken  out. 

A    A 
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Fig.  582  represents  an  apparatus  in  which  the  source  of  electricity  and 
depositing  cell  are  in  one.  A  glass  cylinder,  open  at  both  ends,  is  supported, 
as  shown  in  the  figure ;  bladder,  parchment,  or  a  similar  substance  is  tied  round 
the  bottom  of  the  cylinder.     In  the  place  of  this  inner  glass  vessel,  with  its 
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Fig.  581.  ^Rheostat  or  Frame  Resistances. 


I'lllillWiliniHB^: 

Fig.  582.— Galvanoplastic  Apparatus. 


Fig.  583. — Galvanoplastic  Apparatus. 


porous  bottom,  a  diaphragm  may  be  used,  as  in  galvanic  elements.  In  the 
mner  vessel  is  a  zinc  plate,  and  the  object  to  be  plated  is  connected  with  the 
wire  of  the  outer  vessel.  The  outer  wire  has  a  non-conducting  substance 
covering  it,  such  as  wax,  gutta-percha,  glass,  etc.  The  two  wires  are  connected 
by  means  of  a  clamp.  The  inner  vessel  contains  dilute  sulphuric  acid,  the 
outer,  if  copper  is  to  be  separated  out,  a  concentrated  solution  of  copper 
sulphate.  This  apparatus,  of  course,  can  only  be  used  for  copper  deposits  of 
small  objects,  and  then  only  for  such  objects  as  show  no  considerable  cavities 
or  protuberances,  and  require  the  deposit  only  on  one  side. 
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By  means  of  the  apparatus  of  Fig.  583,  which  is  at  the  same  time  a  bath 
and  a  battery,  different  objects  may  be  coated  with  copper ;  a  number  of  porous 
cells  are  placed  along  the  sides  of  the  outer  vessel  containing,  for  instance, 
copper  sulphate  solution ;  each  of  these  porous  cells  has  a  zinc  cylinder,  sur- 
rounded by  dilute  sulphuric  acid.  A  circular  wire  connects  all  the  zincs,  and  is 
also  connected  with  the  crossed  wires  that  carry  the  objects. 

The  source  of  electricity  and  the  deposition  apparatus  are,  however,  always 
separate  when  electro-plating  is  carried  on  upon  a  large  scale.  The  galvano- 
plastic  apparatus,  as  a  rule,  consists  of  some  kind  of  earthenware  that  will  witb- 


Fig.  584. — Galvanoplastic  Bath. 

stand  the  effects  of  acid,  or  of  wood,  lined  with  gutta-percha,  as  shown  in 
Fig.  584.  Two  wires,  parallel  to  each  other,  are  fastened  upon  the  edge.  The 
outer  wire  frame,  which  lies  higher  than  the  inner,  has  the  positive  clamp ;  while 
to  tlie  inner  lower  wire  the  negative  clamp  of  the  bath  is  fastened.  The  metal 
plates— silver  plates,  for  instance — are  hung  at  a  distance  of  i  to  2  feet  from 
each  other ;  the  cross-bars  to  which  they  are  fastened  rest  up<Jn  the  outer  wire 
frame ;  shorter  cross-bars  are  placed  between  the  silver  plates,  from  which  the 
objects  to  be  silver-plated  are  suspended. 

The  Process  of  Electro-Plating. — First  it  is  necessary  that  the  object 
to  be  plated  be  scrupulously  clean,  so  that  no  chemical  compounds  may  be 
formed  between  the  metallic  deposit  and  the  object  The  cleaning  of  the 
surface  may  be  brought  about  in  either  a  mechanical  or  chemical  way.  Smaller 
objects  are  cleaned  by  means  of  stiff  brushes,  using  either  fine  sand  or  pumice- 
stone,  with  soap  and  water.     For  larger  objects  metal  brushes  are  used,  and 
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a  decoction  of  the  root  of  the  Saponaria  officinalis.  Some  forms  of  these 
brushes  are  shown  in  Fig.  585.  Cleaning  in  a  chemical  way  is  brought  about 
by  mordants ;  larger  objects  are  immersed  in  the  liquid  \  smaller  objects 
are  placed  in  sieves  consisting  of  materials  that  will  resist  the  mordants,  shown 
in  Fig.  586.  The  mixture  of  acids,  or  "brine,"  as  it  is  technically  called  (in 
German,  Brenne ;  from  brenneriy  to  burn),  is  intended  to  remove  all  manner 
of  impurities,  such  as  fats,  layers  of  oxide,  etc.,  without  injuring  the  object 
itself.  Sulph'iric  acid,  for  instance,  would  form  with  lead,  or  alloys  of  lead,  a 
white  insoluble  salt — lead  sulphate.  Nitric  acid  with  zinc,  or  alloys  of  zinc, 
would  form  zinc  oxide,  etc.  The  acids,  then,  which  are  to  be  used  for  cleaning 
have  to  be  selected  according  to  the  nature  of  the  object  to  be  cleaned  In 
cleaning  brass  sheets,  for  instance,  dilute  sulphuric  acid  is  first  used  in  order 
to  get  rid  of  the  dark  coating  of  copper  oxide;  the  sheets  are  then  well  washed 


Fig.  585.— Electro- Platers'  Brushes. 


Fig.  586.— Sieve. 


with  water  and  placed  in  concentrated  nitric  acid,  or  a  mixture  containing  nitric 
and  sulphuric  acids;  to  this  mixture  organic  matter,  such  as  sawdust,  soot, 
snuff,  etc.,  is  frequently  added. 

Copper- Plating. — The  metals  usually  coated  with  copper  are  :  iron,  zinc, 
and  sometimes  tin ;  as  zinc  and  iron  separate  out  the  copper  from  acid  solutions 
without  the  current,  it  is  necessary  to  use  alkaline  solutions  for  the  baths ; 
such,  for  instance,  as  a  mixture  of  copper  cyanide  (consisting  of  copper  and 
cyanogen  or  prussic  acid)  or  potassium  cyanide  and  water.  For  tin,  cast  iron, 
and  large  objects  of  zinc,  Roseleur  gives  the  following  mixture :  Sulphuret  of 
sodium,  potassium  cyanide,  copper  acetate,  ammonia,  and  water.  To  avoid  the 
poisonous  compounds  of  cyanogen,  Weyl  recommends  the  following  for  the 
coppering  of  cast  iron,  rod  or  bar  iron,  and  steel :  Copper  sulphate,  350  grammes ; 
sodium  or  potassium  tartrate,  1,500  grammes ;  caustic  soda,  800  grammes ; 
and  water,  10  litres.  The  vessel  to  hold  the  fluid  may  consist  of  earthenware 
or  wood,  lined  with  gutta-percha,  etc.  The  objects  to  be  coppered  are  hung 
from  thin  copper  wires  formmg  kathodes ;  from  three  to  twenty-four  are  put 
in  at  once,  as  may  be  required.     When  taken  out  the  objects  are  treated  with 
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water  and  a  brash  ;  they  are  then  dried  in  sawdust,  and  placed  in  a  room,  the 
temperature  of  which  is  Ibout  50  degrees. 

To  deposit  brass  or  bronze,  Jacobi  and  Walker  give  the  following  process :  A 
copper  plate  immersed  in  a  concentrated  potassium  cyanide  solution  is  connected 
with  the  positive  pole  of  a  Danieli  two-cell  battery ;  a  second  plate  consisting  of 
another  metal  is  connected  with  the  negative  pole  of  the  battery  :  copper  is  first 
dissolved  in  the  potassium  cyanide  solution  ;  when  the  solution  is  saturated  with 
it,  copper  is  deposited  at  the  other  plate  (the  trial  plate).  As  soon  as  this  re- 
action takes  place  the  copper  plate  is  replaced  by  a  zinc  plate,  and  the  latter  is  left 
long  enough  under  the  influence  of  the  current  for  brass  to  separate  out  at  the 
trial  plate.  The  brass  bath  is  now  ready,  and  instead  of  the  trial  plates,  the 
objects  to  be  coated  with  brass  are  immersed.  A  zinc  and  a  copper  plate  have 
to  be  used  when  iron  has  to  be  coated  with  brass.  Morris  and  Johnson  use  the 
following  mixture  :  Ammonium  carbonate,  16  parts ;  potassium  cyanide,  16  parts  ; 
copper  cyanide,  2  parts ;  zinc  cyanide,  i  part ;  and  water,  160  parts.  This  bath 
is  used  both  hot  and  cold.  If  objects  are  to  be  coated  with  bronze  in  a  similar 
way,  tin  is  used  instead  of  zinc 

Gold -Plating. — The  gold  bath  is  usually  prepared  by  dissolving  45  grammes 
of  potassium  cyanide  in  i  litre  of  water,  to  which  gold  chloride  is  added ;  to 
make  the  bath  alkaline,  ammonia  is  added  ;  it  may  be  used  cold,  but  when  used 
hot  the  colour  is  somewhat  improved,  and  the  coating  is  more  durable.  The 
concentration  of  the  solution,  the  shape  and  position  of  the  gold  anode  in 
relation  to  the  object,  as  well  as  the  strength  of  current,  have  to  be  carefully 
studied.  For  partial  gilding  or  silvering,  the  portions  which  are  to  appear  in 
gold  or  silver  are  coated  with  white  lead  first,  whilst  the  remaining  parts  are 
varnished.  The  whole  object  is  then  immersed  as  positive  pole  in  a  bath  of 
dilute  nitric  acid.  The  object  is  then  taken  out,  well  washed,  and  placed  as 
negative  electrode  in  a  silver  or  gold  bath. 

Silvering. — Objects  which  have  to  be  coated  first  with  copper,  as  steel,  zinc, 
tm,  etc,  are  brought  directly  from  the  copper  bath  to  the  silver  bath.  With  objects 
of  other  metals,  a  mercury  bath  is  first  used,  which  is  prepared  by  dissolving 
mercuric  nitrate  in  water ;  sulphuric  acid  is  added  to  this  solution  until  it  be- 
comes clear  again.  The  objects  remain  in  this  mercury  bath  until  they  have  a 
white  coating,  and  are  then  brought  to  the  silver  bath,  where  they  receive  a  thin 
coating.  They  are  then  treated  with  the  brush,  and  again  brought  to  the  silver 
bath.  Silver-plated  objects,  as  a  rale,  show  at  first  very  dull  surfaces ;  the 
polish  is  given  to  them  by  a  burnisher  or  brush.  To  prevent  the  formation 
of  marks  and  irregularities,  owing  to  the  motions  in  the  fluid,  the  objects 
are  sometimes  kept  moving  by  clockwork.  In  the  establishment  of  Messrs. 
Elkington,  it  was  discovered  that  by  adding  carbon  sulphide  to  the  silver  bath, 
the  objects  came  out  of  it  with  a  bright  surface,  making  the  polishing  un- 
necessary, and  thus  producing  cheaper  articles.  The  silver  bath  is  prepared 
from  I  kilogramme  of  potassium  cyanide,  1 20  grammes  of  silver  cyanide,  9  litres 
of  water,  and  75  grains  of  carbon  sulphide. 
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If  objects  are  to  be  coated  with  gold  or  silver,  it  is  necessary  to  know  the 
Treight  of  the  coating ;  for  this  purpose  Roseleur  devised  the  apj^aratus  shown  in 
Fig.  587.  The  beam  of  a  sensitive  balance  has  at  one  end  a  tin  pan  s,  at  the 
other  end  the  metal  rim  r,  from  which  are  suspended  the  objects  dipping  in  the 
bath  B  ;  fn  is  a  metal  pin  that  dips  into  a  mercury  cup  n^  which  is  connected  with 
the  negative  pole  of  the  battery,  the  positive  pole  being  connected  with  the  anode 


f>g-  587.— Roseleur's  Plating  Balance. 

a  (drawn  in  the  figure  as  a  simple  rod).  After  the  objects  have  been  fastened 
to  R,  their  weight  is  counterbalanced.  The  metal  pin  will  not  at  first  dip  into  n. 
Weights  equal  to  the  weight  of  the  metal  to  be  deposited  are  now  added. 
The  pin  ni  will  then  dip  into  the  mercury  cup  «.  Contact  is  made,  and  the 
metal  will  be  deposited  up  to  the  weight  on  the  pan ;  as  soon  as  the  beam 
assumes  its  horizontal  position  again,  contact  is  broken,  and  no  further  separating 
out  of  the  metal  will  take  place. 

Nickel-Plating. — Nickel  is  frequently  used  for  coating  objects.  Nickel- 
plated  objects  are  capable  of  high  polish,  and  resist  oxidation  well.  An  alkaline 
bath  produces  dark  precipitates,  but  a  slightly  acidulated  or  neutral  bath  gives 
white  precipitates.     According  to  Roseleur  the  following  mixture  is  used  for  the 
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nickel-plating  of  iron  and  steel :  Nickelous  ammonium  sulphate,  i  kilogramme  ; 
ammonium  sulphate,  150  grammes  ;  water,  24  litres.  For  copper,  zinc,  tin,  and 
brass,  the  following :  Nickelous  ammonium  sulphate,  i  kilogramme ;  ammonium 
sulphate,  200  grammes ;  water,  30  litres.  For  an  anode,  a  rolled  nickel  plate 
suspended  from  a  nickel  wire  is  used.  The  slightest  amount  of  copper  in  the 
bath  gives  a  yellow  colouration  to  the  nickel-plated  objects.  Sodium  sulphate, 
which  precipitates  all  the  metals  except  nickel,  is  often  added  to  the  bath. 

Objects  are  also  coated  with  platinum,  lead,  zinc,  tin,  iron,  cobalt,  and 
many  other  metals  too  numerous  to  mention.  Not  only  metallic  bodies,  but 
objects  of  glass,  porcelain,  etc,  may  receive  electro-depositions.  To  coat  the 
inside  of  metal  tubes,  Towle  gives  the  following  plan  :  The  tube  E  F,  the  inside 
of  which  is  to  be  coated,  is  placed  upon  a  frame  a  b  cd,  Fig.  588.    The  rod  ab 


Fig.  588.— The  Lining  of  Tubes. 

consists  of  the  same  metal  as  that  with  which  the  sides  of  the  tube  have  to  be 
coated ;  r  is  a  copper  wire  covered  with  gutta-percha ;  ^,  ^,  and /are  india-rubber 
corks,  to  prevent  contact  oi  ab  with  the  inside  of  the  tube.  The  metal-salt 
solution  is  then  introduced  so  as  to  entirely  cover  the  rod  a  b,  the  copper  wire  c 
is  connected  with  the  positive,  and  the  tube  with  the  negative  pole  of  a  battery  g, 
by  means  of  the  wire  d  To  make  the  deposit  uniform,  the  metal  rod  ab  is 
moved  up  and  'down,  and  the  tube  itself  turned  several  times. 

The  Postal  Telegraph  Company,  New  York,  uses  200  copper  baths,  and 
25  large  dynamo-electric  machines,  for  the  coppering  of  steel  telegraph  wires. 
From  every  ton  of  copper  used  for  the  baths,  15  to  20  ounces  of  silver  are 
obtained,  being  separated  out  by  the  electric  current.  According  to  the  Engi- 
neering and  Mining  Journal^  this  covers  the  direct  expenses  of  the  coppering 
process.  In  1883,  100  kilogrammes  of  wire,  having  a  length  of  10  English 
miles,  were  coated  with  250  kilogrammes  of  copper  per  day. 

The  electric  current  is  also  used  for  freeing  objects  from  the  electro  deposit^ 
by  making  the  object  the  positive,  and  the  plate  the  negative  electrode.  This 
method,  for  instance,  is  used  for  adjusting  the  weights  of  coins.  For  the  ad- 
justment of  coins  that  have  very  nearly  the  same   overweight,  an  apparatus 
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such  as  is  shown  in  Fig.  589  may  be  used.  The  coins  that  are  too  h'ght 
can  be  similarly  adjusted.  In  the  Indian  mints  both  kinds  of  adjusting  are 
brought  about  at  the  same  time.  Two  frames  are  placed  in  the  potassium 
cyanide  bath ;  coins  which  are  too  heavy  are  placed  in  one,  those  that  are  too 
light  in  the  other  frame.  The  coins  which  are  too  light  are  then  connected  with 
the  negative  pole,  and  those  that  are  too  heavy  are  connected  with  the  positive 
pole.  At  the  mints  of  Bombay,  5,000,000  coins  are  adjusted  annually  by 
this  method,  the  weight  of  the  coined  silver  being  1,320,^00  kilogrammes. 
Compared  with  the  older  method,  the  new  plan  caused  a  saving  of  ^^1,400 
sterlinpr  ner  annum. 


Fig.  589. — Adjusting  Coins. 

Elcctrotyping. — By  electrotyping  proper  is  meant  that  process  which  pro- 
duces a  metal  coating  sufficiently  strong  to  be  removed,  and  to  form  an  indepen- 
dent object  The  metal  in  solution  is  separated  out  at  the  kathodes;  when 
separated,  it  proves  to  be  a  faithful  copy ;  the  only  difference  is  that  the  raised 
portions  are  sunk,  and  the  sunk  portions  are  raised  in  the  copy ;  the  copy,  there- 
fore, forms  a  negative  of  the  original.  To  obtain  a  positive  copy,  a  east  has  to  be 
taken  from  the  negative.  The  negative  is  called  the  mould  or  matrix.  Moulds 
are  very  simply  prepared  ;  if  the  object  to  be  copied  is  a  conductor,  it  is  placed 
in  a  bath,  as  a  rule,  consisting  of  a  slightly  acidulated  solution  of  copper 
sulphate,  and  connected  with  the  negative  pole  of  the  source  of  electricity. 
The  deposit  portion  of  the  object  is  covered  with  a  non-conducting  substance, 
as,  for  instance,  wax,  varnish,  etc.,  so  that  it  may  be  easily  removed.  Although 
moulds  prepared  in  this  manner  are  very  strong  and  exact,  they  are  very 
expensive  and  require  much  labour.  The  substances  usually  employed  for 
moulds  are  :  alloys,  lead,  sealing-wax,  wax,  gutta-percha,  etc.  Of  the  alloys, 
only  those  can  be  employed  that  melt  at  a  low  temperature,  as,  for  instance, 
Rose's  metal,  which  consists  of  2  parts  of  bismuth,  i  part  of  tin,  i  part  of  zinc, 
and  melts  at  94°  C.     Wood's  alloy,  which  melts  at  76°  C,  consists  of  2  parts 
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of  cadmium,  8  .parts  of  bismuth,  4  parts  of  lead,  and  2  parts  of  tin.  For  objects 
that  can  stand  a  temperature  of  108°  C,  BOttcher  recommends  an  alloy  that 
melts  at  this  temperature,  and  gives  very  fine  and  accurate  casts ;  it  consists  of  8 
parts  of  bismuth,  8  parts  of  lead,  and  3  parts  of  tin.  Moulds  of  these  or  similar 
alloys  are  obtained  in  different  ways.  As  a  rule,  the  alloy  is  poured  upon  a 
horizontal  surface,  and  the  coin  or  object  of  which  a  cast  is  required  is  pressed 
upon  the  mass.  When  the  alloy  has  hardened  it  is  immersed  in  the  bath  as 
kathode.  It  is  difficult  to  prevent  the  formation  of  oxides  on  the  surfaces  of 
the  alloys ;  hence,  where  very  accurate  copies  are  required,  it  is  better  to  use 
gypsum  moulds,  or  moulds  of  similar  substances.  Gypsum  casts  may  be  taken 
of  objects  consisting  themselves  of  gypsum,  wood,  marble,  metal,  etc,  by  using 
gypsum  that  is  fresh,  and  of  the  best  quality,  and  is  made  into  a  paste  by  mixing 
2\  parts  of  water  with  i  part  of  gypsum.  In  order  to  enable  the  mould  to  be 
easily  separated  from  the  object,  if  the  latter  consists  of  metal,  it  is  well  oiled,  in 
otlier  cases  the  object  is  coated  with  graphite  or  a  solution  of  soap.  The 
cast  of  a  coin  is  obtained  by  Brandley  in  the  following  manner  :  Paper  is  wound 
round  the  edges  of  the  coin  to  be  copied,  so  as  to  form  a  flat  vessel,  the 
bottom  of  which  is  formed  by  the  coin,  and  the  walls  by  the  paper.  The  coin  is 
then  oiled,  and  the  gypsum  paste  placed  upon  it ;  to  prevent  air  bubbles 
remaining  behind  in  the  gypsum,  it  is  advisable  first  to  coat  the  coin  with  a 
thin  layer  of  gypsum  by  means  of  a  brush,  'and  then  add  gypsum  to  the 
desired  thickness.  After  the  gypsum  has  hardened,  the  paper  is  removed  from 
the  edges  of  the  coin,  and  the  mould  can  then  be  easily  separated  from  the 
original.  The  mould,  with  the  impression  upwards,  is  then  allowed  to  dry  either 
in  the  sun  or  an  oven.  Very  uniform  surfaces  are  obtained  by  immersing  the 
mould  in  molten  wax,  stearin,  and  similar  substances,  for  the  purpose  of  filling  up 
the  pores  of  the  gypsum  mould.  When  the  object  to  be  copied  is  of  such  a  shape 
as  to  make  the  removal  of  the  mould  difficult,  it  has  to  be  made  in  sections 
— but  even  then  it  is  desirable,  of  course,  to  have  as  few  portions  as  possible. 
The  object,  after  having  been  oiled  or  soaped,  has  a  certain  portion  coated 
with  gypsum  paste.  When  hardened,  the  cast  is  removed  and  its  edges 
smoothed  and  soaped  It  is  then  placed  in  its  position  again,  and  a  second 
portion  of  the  object  treated  similarly,  until  the  whole  is  copied.  The  different 
portions  are  held  together  by  a  layer  of  gypsum,  which  covers  the  whole  of 
the  outside  portions.  In  some  cases  the  deposits  are  made  from  the  several 
portions,  and  then  soldered  together. 

The  mixture  given  by  Riess  for  taking  casts  will  be  found  of  use:  it 
consists  of  4  parts  of  molten  asphalte,  12  parts  of  white  wax,  4  parts  of 
stearin,  2  parts  of  tallow ;  soot  is  added  to  the  paste  until  it  is  of  a  deep  black 
colour.  The  sticking  of  this  material  to  the  original  is  prevented  by  mixing  with 
it  finely-powdered  gypsum.  If  the  object  to  be  copied  consists  of  gypsum, 
it  is  placed  in  lukewarm  water,  is  taken  out  when  the  water  has  well  entered  its 
pores,  and  the  paste  is  then  applied  to  it. 

Gutta-percha  is  of  very  great   service  for  the  making  of  moulds.     This  is 
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obtained  from  the  pine  of  the  Isonandra  gutta^  which  belongs  to  the  family 
Sapotaceae,  and  is  found  in  the  neighbourhood  of  Malacca,  and  Borneo.  For 
copies  from  small  objects  the  mass  is  simply  softened  by  the  heat  of  the  hand, 
and  pressed  upon  the  original ;  when  the  gutta-percha  hardens,  it  is  easily 
removed  from  the  object,  provided  it  was  well  coated  with  graphite  before  it 
was  used.  To  copy  larger  objects,  some  kind  of  press  has  to  be  used.  For 
very  delicate  objects,  a  mixture  of  lo  parts  of  glue  and  i  part  of  brown  sugar 
forms  a  suitable  paste. 

After  the  moulds  have  been  made  they  are  prepared  for  the  bath.  This 
preparation  is  very  simple.  When  the  mould  consists  of  metal,  all  that  is 
required  is  either  to  give  it  a  very  thin  coating  of  oil,  or  to  coat  it  with  a 
layer  of  graphite,  or  with  a  metal  film.  Such  films,  for  instance,  are  easily 
produced  upon  copper  plates  by  exposing  them  to  iodine  vapours,  which  con- 
verts the  copper  into  copper  iodide.  When  exposed  to  sun-light,  the  latter 
is  again  decomposed,  the  iodine  escapes,  and  a  thin  film  of  powdered  copper 
remains  upon  the  plate.  If  the  mould  consists  of  a  material  that  is  not  a  good 
conductor  of  electricity,  we  have  first  to  ascertam  whether  it  has  a  smooth 
or  porous  service.  Porous  moulds  of  wood  or  gypsum,  for  instance,  must  have 
smooth  surfaces  before  they  are  made  to  conduct  electricity.  This  is  usually 
obtained  by  dipping  them  into  molten  wax  or  stearin.  Graphite  is  mostly  used 
for  the  purpose  of  making  the  mould  conduct  electricity.  The  best  quality 
is  used  in  the  form  of  a  fine  powder,  and  is  applied  to  the  mould  by  means  of 
a  brush.  The  success  of  the  electro-deposition  depends  upon  the  uniformity 
of  the  graphite  coating.  Graphite,  in  comparison  with  the  metals,  is  a  bad 
conductor  of  electricity ;  hence  attempts  have  been  made  to  substitute  metals 
for  making  conducting  surfaces  for  the  moulds ;  for  this  purpose  silver  com- 
pounds are  mostly  used.  In  order  to  coat  the  object  with  sulphuret  of  silver,  it 
is  usually  placed  in  an  alcoholic  solution  of  silver  nitrate ;  care  is  taken  that  the 
fluid  is  uniformly  applied,  and  that  no  fluid  is  allowed  to  remain  behind  in  the 
crevices  where  it  might  crystallise,  and  thus  interfere  with  the  electro-deposition. 
The  mould  while  wet  is  exposed  to  a  stream  of  sulphuretted  hydrogen. 

After  the  surface  of  the  mould  has  been  made  a  conductor  of  electricity, 
it  has  to  be  connected  with  the  wire  from  the  source  of  electricity.  Metallic 
moulds  have  the  wire  soldered ;  moulds  of  gutta-percha,  wax,  etc,  have  the 
hot  wire  simply  stuck  in.  For  round  objects,  such  as  medals  or  coins,  it 
is  well  to  allow  the  wire  to  surround  the  mould.  Connection  is  made  by 
allowing  the  graphite  or  metal  layer  to  extend  to  the  wire.  All  the  metallic 
portions  that  are  to  have  no  deposition  must  be  covered  with  substances  such 
as  gutta-percha,  wax,  etc. 

The  simplest  form  of  this  kind  of  electro-deposition  is  the  reproduction 
of  coins  and  medals.  The  apparatus  generally  used  is  shown  in  Fig.  590.  To 
the  copper  bar  ab  the  copper  plates  kk  are  fastened,  and  arranged  in  the 
trough  A,  as  shown  ;  wires  m  w,  from  which  the  coins  and  medals  are  hung, 
are  connected  with  the  zinc  rod   cd^  the  portions  oi  mm  which  rest  upon 
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the  copper  rod  a  b  being  insulated.  The  battery  d  d  has  its  negative  pole 
(zinc  pole)  connected  with  the  zinc  pole  of  the  bath,  and  therefore  with  the 
coins  and  medals,  and  the  positive  pole  is  connected  with  tlie  copper  rod  and 
copper  plates.  Air-bubbles,  which  would  interfere  with  the  uniform  deposition 
of  the  copper,  may  be  prevented  by  either  immersing  the  moulds  in  alcohol 
before  bringing  them  to  the  bath,  or  by  gently  heating  the  bath,  or  by  removing 
them  with  a  hair  brush.  The  bath  is  made  of  pure  copper  sulphate  and  distilled 
water  slightly  acidulated  with  sulphuric  acid.  To  maintain  it  in  a  concentrated 
condition,  a  little  sack  containing  crystals  of  copper  sulphate  is  placed  in  it. 
The  copper  deposits  may  then  be  coated  with  silver  or  gold  as  described  already. 
The  reproduction  of  busts^  statues^  etc.,  is  the  most  difficult  branch  of  the 
business  of  electro-deposition.   Lenoir  thus  describes  the  process :  One  half  of  the 


Fig.  590. — Electrotype  Apparatus. 

Statue  is  covered  with  gypsum,  and  at  the  edges  of  this  gypsum  holes  are  made ;  the 
remaining  portion  of  the  statue  is  then  covered  with  a  mixture  of  gutta-percha, 
resin,  and  fat,  having  projections  to  meet  the  apertures  made  in  the  first  half. 
When  this  substance  has  become  hardened,  the  gypsum  cover  is  removed  from 
the  statue,  leaving  the  mixture  with  its  projections  on  the  statue.  The  second 
half  of  the  statue  is  then  covered  with  the  mixture,  and  after  the  substance  has 
hardened,  the  inside  of  this  mould,  consisting  of  two  halves,  is  coated  with 
graphite.  The  two  portions  of  the  mould,  which  hold  together  by  the  pegs  and 
holes,  are  then  ready  to  be  placed  in  the  bath. 

In  order  that  the  copper  may  be  uniformly  deposited,  an  anode  that  has 
something  the  same  shape  as  the  mould  is  placed  inside  it,  so  as  to  be  at  fairly 
equal  distances  from  each  side  of  it.  It  is  not  advisable  to  have  the  anode  of  the 
same  metal  as  that  separated  out  by  the  electrolysis.  Lenoir  uses  a  frame-work 
of  platinum  wire,  which  is  so  placed  inside  the  mould  as  not  to  touch  it  at  any 
point  In  Fig.  591,  a  represents  the  vessel ;  it  is  a  wooden  trough,  well  varnished, 
containing  the  copper  sulphate  solution ;  b  is  the  mould,  with  its  platinum 
anode ;  the  several  platinum  wires  are  united  at  a,  and  fastened  to  one  of  the 
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metal  pins  s  on  the  bar  t  t,  which  is  connected  by  means  of  the  wire  k,  to  the 
positive  pole  of  the  source  of  electricity  z ;  the  wire  coming  from  the  negative 
pole  of  it  is  connected  with  the  graphite  layer  by  means  of  the  screw  c  and  copper 
strip  k.  To  maintain  the  solution  concentrated,  little  sacks,  containing  crystals 
of  copper  sulphate,  are  placed  in  the  bath.  When  the  copper  begins  to  separate 
out,  the  solution  inside  the  mould  contains  an  increasing  proportion  of  sulphuric 
acid.  As  copper  sulphate  has  a  greater  specific  gravity  than  sulphuric  acid,  the 
former  will  enter  the  mould  from  below,  and  push  the  latter  upwards  until  it 
comes  in  contact  with  the  crystals  of  copper  sulphate,  when  it  will  dissolve 
them.       As  platinum  frames  are  expensive,  Sonolet  substitutes  lead.     Lead, 

when  used  as  the  anode,  becomes 
coated  with  a  brown  layer  of  oxide, 
which  protects  it  from  further  reac- 
tions, and  also  favours  the  generation 
of  oxygen.  The  lead  core,  which  is 
to  serve  as  anode,  is  shaped  roughly 
like  the  body,  and  is  then  perforated 
so  as  to  allow  the  fluid  to  circulate 
freely. 

When  one  copy  only  is  required, 
moulds  of  stearin  or  wax  are  generally 
used,  the  mould  being  made  to  con- 
duct electricity,  and  care  being  then 
taken  that  the  copper  is  uniformly 
deposited  to  about  the  thickness  of' a 
sheet  of  paper.  The  mould  is  then 
placed  in  hot  water.  The  wax  melts  and  flows  out  of  the  thin  copper  case, 
which  is  carefully  cleaned  inside  by  means  of  potash  and  alcohol,  and  then 
coated  outside  with  wax.  When  now  brought  into  the  bath,  copper  will  be 
deposited  inside  to  the  desired  strength. 

Fac-similes  of  Very  Large  Objects. — There  are  two  ways  of  obtaining 
very  large  objects :  either  the  deposits  are  produced  separately  and  soldered 
together,  or  the  whole  deposit  is  made  at  once.  For  the  first  method  a  cast  of 
the  object  is  first  obtained,  and  then  divided  into  as  many  portions  as  desired. 
These  portions  are  brought  separately  into  the  bath.  The  edges  of  the 
deposits  are  smoothed,  fitted  well  together,  and  covered  by  a  wire  frame 
for  keeping  the  several  portions  together,  the  junctions  are  then  soldered. 
Christophle,  of  Paris,  prefers  to  obtain  the  copper  deposit  in  one  piece,  and  uses 
for  this  purpose  a  lead  core  for  anode. 

Objects  obtained  by  electro-deposition  are  preferable  to  those  obtained  by 
casting ;  and  the  former  method  is  both  simpler  and  cheaper.  Electro  deposits 
are  also  homogeneous,  tenacious,  and  malleable,  and,  as  experiments  have 
clearly  proved,  are  not  so  porous  as  casts.  Bouilhet  exposed  two  similarly- 
shaped  plates  (the  one  cast,  the  other  obtained  by  electro-deposition)  to  a 


Fig.  591. — Arrangements  for  a  Statuette. 
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hydraulic  pressure.  Water  passed  through  the  cast  plate  after  a  pressure  of 
twelve  atmospheres,  whilst  the  plate  obtained  by  electro-deposition  sustained 
a  pressure  of  twenty  atmospheres  before  water  was  observed  to  pass  through  it 
To  produce  a  simple  plate  by  the  method  of  electro-deposition  is  about  twice 
as  expensive  as  to  produce  the  same  plate  by  casting ;  but  when  a  copy  of  a 
statue  has  to  be  produced  in  metal,  it  would  be  far  more  expensive  to  have  it 
cast  than  to  reproduce  it  by  means  of  electro-deposition.  In  the  production 
of  objects  of  art  by  casting,  the  metal  is  not  allowed  to  have  a  thickness  of 
less  than  8  to  15  millimetres  ;  not  that  this  thickness  is  required  for  the  sake  of 
durability,  but  simply  because  it  cannot  be  produced  thinner.  Even  for  the 
largest  objects  that  have  to  resist  the  influence  of  temperature  for  any  length  of 
time,  the  metal  need  not  be  thicker  than  i  -5  millimetres,  for  the  inside  of  the 
figure  can  be  supplied  with  a  fi^ame-work,  etc,  which  will  insure  durability. 
Statues  produced  by  the  method  of  deposition,  as  a  rule,  have  a  thickness  of 
firom  3  to  5  millimetres  of  pure  copper,  which  might  be  increased  at  pleasure  by 
a  mixture  of  lead  and  tin,  or  copper  and  zinc  In  many  cases  the  metal  need 
only  be  very  thin,  so  that  it  would  be  a  great  waste  of  metal  to  have  the  object 
cast. 

Maps. — Electro-deposition  is  greatly  used  in  the  geographical  arts.  O.  Volk- 
mer,  Secretar}'  of  the  Technical  Department  in  the  Geographical  Institute,  Vienna, 
has  given  the  following  details  in  his  report  respecting  methods  of  producing 
printing-plates  for  maps,  etc,  by  electro-deposition  instead  of  having  them 
engraved.  The  process  is  as  follows :  From  the  original  drawing,  which  has  to  be 
very  distinctly  and  finely  drawn  in  Indian  ink,  a  reversed  and  reduced  photo- 
graphic negative  is  taken.  The  reduction  of  four-fifths  or  three-fourths  of  the 
original  size  insures  a  clearer  copy  of  the  original.  From  this  negative  a  gelatine 
relief  is  taken;  for  this  purpose  paper  is  covered  with  a  coloured  gelatine 
solution,  and  then  treated  with  a  solution  of  potassium  bichromate.  The  paper 
being  thus  prepared,  when  wet  and  exposed  to  light,  the  gelatine  will  not  dissolve 
at  the  uncovered  portions,  but  will  do  so  at  the  covered  portions.  To  obtain 
the  gelatine  relief,  the  paper  is  put  into  a  frame  and  exposed  to  sun  or  electric 
light.  The  pigment  paper  is  then  placed  with  its  front  side  upon  a  silver-plated 
copper  plate  under  water.  The  plate  is  afterwards  placed  in  cold  water  to  remove 
the  potassium  bichromate,  and  again  in  warm  water,  having  a  temperature  of  30® 
to  35°  R^umur  (100^  to  iio^  F.),  to  develop  the  gelatine  relief  upon  the  silver- 
plated  copper  plate.  The  relievo  is  then  again  treated  with  distilled  warm  water, 
until  the  lines  are  well  defined  upon  the  bright  silver  surface.  After  the  plate 
has  been  allowed  to  dry  for  about  ten  to  twelve  hours  it  possesses  a  steel-hard 
relief. 

The  gelatine  relief  is  made  to  conduct  electricity  by  coating  it  with 
graphite,  and  it  is  then  placed  in  a  bath ;  care  is  taken  that  deposition  takes 
place  pretty  rapidly ;  after  about  an  hour  the  plate  is  taken  out  and  well  cleaned, 
and  it  is  then  placed  again  in  the  copper  bath,  and  left  in  it  for  about  three  to 
four  weeks.     The  cast  is  now  removed,  and  irregularities  corrected.    Perfectly 
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well  defined  pictures  are  only  obtained  by  this  method  after  some  copies  have 
been  taken. 

Reproduction  of  Copper  Plates. — ^The  copper  plate  is  first  silver- 
plated,  then  passed  through  a  solution  of  iodine  in  alcohol  (i  part  of  iodine  in 
20,000  parts  of  alcohol),  and  is  then  exposed  to  the  light  A  very  fine  layer  of 
silver  iodine  is  produced,  which  facilitates  the  removing  of  the  copper  deposit 
If  the  original  is  a  steel  plate  the  copper  bath  must  not  consist  of  copper 
sulphate,  because  copper  would  be  deposited  without  the  current,  and,  at  the 
same  time,  steel  would  dissolve. 

Electrotype  Art  Processes. — To  replace  expensive  wood  engravings, 
a  copper  plate  is  blackened  with  sulphuret  of  potassium,  and  then  coated  with 
a  thin  layer  of  wax.  The  drawing  is  then  made  with  a  needle.  An  electrotype 
copy  is  made  of  this  drawing  and  listened  to  a  wood  block ;  very  good  copies 
have  been  obtained  by  this  method.  This  process  has  been  known  for  many 
years  under  the  name  of  glyphography.  More  recendy,  paraffin  has  been 
substituted  for  the  wax,  and  gives  much  better  results,  not  being  so  apt  to  clpg 
the  lines.  It  is  also  whiter,  which  is  better  for  the  eye  of  the  artist  The  black 
ground  is  now  usually  produced  by  a  thin  coat  of  oxide  of  silver. 

Fac-simile  copies  of  whole  pages  of  type  are  now  lai^gely  prepared  by  electro- 
deposition,  taking  the  place  on  the  printing  machine  of  both  the  original  type,  and 
the  stereotyped  plates  of  type-metal  formerly  used.  These  copper  plates  are  both 
far  more  durable,  and  in  colour-printing  give  more  brilliant  colours,  which  were  apt 
to  be  dulled  by  contact  with  the  lead  of  the  type-metal.  Indeed  for  some  delicate 
colours  it  is  even  found  advisable  to  deposit  on  the  face  of  the  copper  a  fiurther 
thin  film  of  silver.  The  moulds  from  the  type  are  usually  taken  in  a  plate  of  cold 
wax  by  the  pressure  of  a  hydraulic  press,  and  this  is  blackleaded  with  unusual 
care,  and  with  the  finest  black  lead,  else  the  very  small  countless  depressions 
formed  by  the  type  would  escape.  To  avoid  small  air-bubbles  in  these  de- 
pressions was  for  many  years  a  great  difficulty,  but  it  is  now  easily  surmounted  by 
the  simplest  means :  the  mould  is  held  under  a  high-pressure  stream  of  water 
till  all  the  air  is  driven  out,  and  the  mould  is  thoroughly  wetted  to  the  bottom  of 
the  smallest  crevice.  Copper  is  deposited  as  usual,  either  by  battery,  or  more 
usually  of  late  by  dynamo-machines.  The  copper  "  shell,"  or  fac-simile,  when  re- 
moved and  washed,  is  filled  to  the  depth  of  a  quarter  of  an  inch  with  melted  type 
or  softer  metal.  The  heat  of  this  process  more  or  less  warps  the  fac-simile  face  of 
the  shell,  which  should  be  a  true  plane  ;  and  this  is  now  remedied  by  punching 
up  the  metal  from  behind  upon  a  true  iron  surface.  Finally  the  plate  is  fixed  in 
a  lathe  or  planing  machine,  and  the  back  made  smooth  and  parallel  to  the  face, 
after  which  the  plate  is  mounted  to  the  same  height  as  movable  types  on  blocks 
of  metal  or  wood.  Some  large  printing  offices  occupy  two  or  more  machines 
more  or  less  constantly  at  this  kind  of  work.     * 

Wood  engravings  are  also  copied  in  the  same  way,  and  the  fine  illustrated 
works  now  published  monthly  or  weekly  in  nearly  every  large  city  in  Europe  are 
almost  exclusively  printed  from  electrotype  duplicates  of  the  original  wood 
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engravings.  Indeed  they  could  be  printed  in  no  other  way ;  because  a  large 
engraving  is  composed  of  many  pieces  of  box-wood  screwed  together,  and  in 
printing  from  the  wood  it  would  be  almost  impossible  to  prevent  some  of  the 
"  joins  "  in  the  wood  from  appearing.  In  the  solid  copper  duplicate  all  such 
blemishes  are  carefully  dressed  down  and  repaited  before  printing. 

Copying  from  Nature. — Plants,  insects,  etc.,  are  copied  in  the  following 
manner  by  Auer  in  the  Government  office  at  Vienna :  The  plant  is  placed 
between  sheets  of  blotting-paper,  pressed,  and  allowed  to  dry ;  it  is  then  placed 
in  water,  and  again  left  to  dry.  The  plant  is  then  laid  upon  a  smooth  lead 
plate,  covered  with  a  steel  plate,  and  exposed  to  pressure,  and  a  mould  is 
obtained  from  the  impression  left  on  the  lead ;  the  copper  plate  prepared  from 
this  mould  is  used  in  the  press. 

For  etching  plates  Smee  gives  the  following  directions  : 

The  copper  plate  is  covered  with  a  substance  such  as  wax,  pitch,  resin,  etc 
The  drawing  is  then  made  with  a  needle  so  that  the  bright  copper  is  visible. 
The  plate  is  then  placed  in  a  copper  bath,  forming  the  positive  electrode.  The 
oxygen  given  off  at  the  positive  electrode  oxidises  the  copper  at  the  bright 
portions,  and  this  oxide  dissolves  in  the  sulphuric  acid.  At  the  negative 
electrode,  which  is  also  a  copper  plate,  copper  which  is  separated  out  is  de- 
posited. When  etchings  are  required  which  are  not  uniform,  the  copper  plate 
must  be  taken  out  of  the  bath,  and  the  portions  that  are  not  to  be  etched  further 
must  be  covered  with  wax. 
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ELECTRICITY  AS  A  MOTIVE-POWER. 

Definitions. — By  electric  transmission  of  power  is  meant  the  utilisation 
of  electrical  energy  for  mechanical  work.  Mechanical  work  is  converted  into 
electricity,  which  is  conveyed  to  some  distance,  and  then  again,  by  means  of 
a  machine,  re-converted  into  mechanical  work.  The  great  object  of  all  in- 
ventors and  mechanicians  in  this  department  is  to  cause  as  much  as  possible 
of  the  energy  produced  to  be  utilised  for  work.  The  electric  transmission  of 
power  differs  from  telegraphy ;  here  the  electric  current  is  conveyed  considerable 
distances,  and  when  it  has  arrived  at  its  destination  the  current  does  mechanical 
work,  but  the  quantity  of  work  transmitted  does  not  come  into  account 

The  theory  of  electric  transmission  of  power  is  at  present  far  from  being 
established ;  and  for  large  distances  and  great  power  no  experiments  have  as  yet 
been  niade  that  are  practically  of  use.     The  careful  experiments  made  by  Marcel 

Deprez  gave  very  interesting  re- 
sults from  a  theoretical  point  of 
view  ;  but  these  would  require  to 
be  practically  tested  before  they 
could  be  made  use  of  commer- 
cially. The  solution  of  the  prob- 
lem has,  however,  been  partially 
accomplished  when  the  distances 
are  not  too  great  and  the  power 
required  is  not  very  large.  The 
machines,  by  means  of  which  elec- 
tricity does  mechanical  work,  are 
called  electro-motors. 

HISTORY   OF    ELECTRO- 
MOTION. 

Older  Electro-Motors. — 

It  would  seem  that  the  first  motor 
(shown  in  Figs.  592  and  593) 
was  constructed  by  Salvatore  da 
Negro,  Professor  at  the  Univer- 
sity of  Padua,  in  1830.  The  steel 
magnet  a  is  allowed  to  oscillate 
about  an  axis,  so  that  its  upper 
end  moves  between  the  poles  of 
the  electro-magnet  e  (drawn  sepa- 
rately).     When  a  current  flows 


Fig.  592.— Negroes  First  Electro-Motor. 
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through  the  coils  of  the  electro-magnet,  the  upper  end  of  the  permanent  magnet  a 
will  move  so  that  it  approaches  the  dissimilar,  and  moves  away  from  the  similar 
poles  of  the  electro-magnet.  If  the  poles  of  the  electro-magnet  are  made  to 
change  constantly,  the  magnet  a  will  be  made  to  oscillate.  The  change  of  direc- 
tion of  the  current  is  brought  about  by  the  commutator  c,  which  is  set  in 
motion  by  the  magnet  a,  by  means  of  the  rod  /  and  forked  piece  f.  The 
commutator  is  inserted  in  the  same  circuit  as  the  electro  magnet,  and  reverses 


Fig.  593. — Negro's  Second  Electro-Molor. 

the  •  lirection  of  current  exactly  at  the  moment  when  the  permanent  magnet  has 
approached  the  one  or  the  other  pole  of  the  electro-magnet. 

By  means  of  the  second  apparatus  (shown  in  Fig.  593)  a  continued  rotation 
is  produced.  Here  the  electro-magnet  e  influences  an  armature  fastened  to 
the  horizontal  lever  l,  by  means  of  which  the  motion  of  a  commutator  c 
is  also  brought  about.  From  the  ^ojection  m  of  the  lever  a  rod  catches  in 
the  teeth  of  a  wheel,  keeping  it  r^  motion.  To  make  this  motion  more 
uniform,  pieces  of  wood  or  spokes  which  have  balls  at  their  ends  are  fastened 
radially  upon  the  axis  of  the  toothed  wheel.  Jacobi,  the  inventor  of  electro- 
deposition,  published  in  1834  the  construction  of  an  electro-motor  (Fig.  594), 
which,  after  undergoing  several  alterations,  was  employed  for  propelling  a 
vessel  on  the  Neva.  The  apparatus  consists  of  two  series .  of  horse-shoe 
electro-magnets  fastened  upon  two  supports  ;   between  these  supports,  upon  a 
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horizontal  axis,  is  a  six-armed  wheel,  each  of  whose  arms  carries  a  couple  of 
magnets  parallel  to  the  axis.  Upon  the  same  axis  is  fastened  a  commutator  of 
four  discs,  which  changes  the  direction  of  the  current  in  the  coils  of  the  electro- 
magnets at  that  moment  when  the  straight  electro-magnets  are  opposite  the 
poles  of  the  horse-shoe  magnets.  If  the  straight  magnets  are  between  two 
succeeding  horse-shoe  magnets,  one  of  the  latter  influences  the  straight  magnet 
with  a  repelling  force,  the  other  with  an  attracting  force.  When,  therefore,  the 
pole-screws  of  the  motor  are  connected  with  a  battery  by  means  of  the  straight 
magnets  and  spur  wheel,  continued  rotation  is  obtained.  Th.  du  Moncel  and 
Geraldy  (in   VAlectricite  comme  Force  Motrice)    give    the    following  details  of 


Fig.  594. — ^Jacobi's  Electro-Motor. 

experiments  made  with  this  motor  for  propelling  a  vessel  on  the  Neva.  For 
the  first  experiment  was  used  a  battery  of  320  Daniell  elements,  in  which 
each  of  the  copper  and  zinc  plates  possessed  a  surface  of  225  square  centimetres. 
With  this  force  the  vessel  moved  with  a  velocity  of  2,300  metres  per  hour.  For 
the  experiments  in  1839,  Jacobi  used  a  battery  consisting  of  128  Grove  elements 
of  the  same  surface  area  of  plates.  With  this  he  obtained  a  velocity  of  4,17c 
metres  per  hour.  The  vessel  itself  measured  8*4  metres  by  2*25  metres,  and 
carried  twelve  persons.  These  experiments  are  said  to  have  cost  about  60,000 
francs,  and  were  paid  for  by  the  Emperor  Nicholas. 

The  motor  constructed  by  Elias  in  1842  resembles  Pacinotti's  ring  in  appear- 
ance, and  consists  of  two  concentrically  arranged  iron  rings  f  and  t  in  Fig.  595, 
each  having  six  groups  of  coils.  The  outer  ring  is  fixed,  and  is  carried  by  the 
supports  c  c'.  By  means  of  the  six  layers  of  wire,  which  are  wound  alternately 
in  opposite  directions,  the  whole  ring  is  divided  into  six  electro-magnets,  the 
poles  of  which  a  a'  acquire  alternately  north  and  south  magnetism  when  a  current 
passes  through  the  coils.     The  inner  ring  t  is  constructed  in  a  similar  manner, 
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and  has  also  six  poles  a  a\  The  inner  ring,  however,  can  rotate  round  a 
horizontal  axis  supported  hy  pp\  The  commutator  c  is  fastened  upon  the  same 
axis,  and  consists  of  six  metal  strips  at  equal  distances  from  each  other.  Strips 
i>  3»  and  5  are  connected  with  the  wire//  strips  2,  4,  and  6  are  connected  with 
the  wire/.  Over  this  commutator  slide  the  springs  r  r',  which  are  connected 
with  the  clamps  b  b'.  The  current  for  the  outer  ring  is  conveyed  by  means  of  the 
wires  gg^.  The  motor  can  be  used  with  one  battery  for  each,  or  the  same  battery 
for^  both  rings.     In  the  first  case  the  pole-wires  of  the  one  battery  are  connected 


Fig.  595.— Elias's  Electro-Motor. 

with  g^^  the  pole-wires  of  the  second  with  the  screws  b  b'.  The  current  of  the 
first  battery  enters  at  g,  and  divides  at  c'  into  two  branches,  one  of  which  flows 
through  the  coils  of  the  upper  half  of  the  ring,  and  the  other  through  the  lower 
half;  both  branches  unite  and  flow  through  g'  back  to  the  battery.  The  current 
of  the  second  battery  passes  through  the  screw  p,  spring  r,  and  the  commutator, 
and  turns  off"  to  either  group  i,  3,  5  ;  or  2,  4,  6,  according  as  a  metal  strip  with 
an  even  or  uneven  number  comes  under  the  spring  r.  As  each  of  the  springs 
slides  alternately  over  the  metal  strips  of  the  one  or  the  other  group,  the  direc- 
tion of  the  current  in  the  spirals  of  the  inner  ring  has  constantly  to  change,  and 
this  causes  a  continued  change  of  the  poles  a  a\  and  rotation  of  the  ring  t.  If, 
for  instance,  a'  is  a  north  pole,  a  has  to  be  a  south  pole  ;  a  is  therefore  attracted 
by  a',  and  repelled  by  a.  If  the  south  pole  a  has  now  arrived  at  north  pole  a',  the 
south  pole  a  is  immediately  converted  into  a  north  pole  because  the  springs  r  r' 
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have  also  arrived  at  the  next  metal  strip,  causing  a  reversion  of  the  current  in  the 
coil  of  the  movable  ring.  The  north  pole  a  is  now  repelled  by  the  unchanged 
north  pole  a',  and  attracted  by  the  south  pole  c',  hence  the  inner  ring  continues  its 
rotation  in  the  same  direction.  When  used  with  one  battery  the  current  sepa- 
rates into  two  branches,  one  branch  flowing  through  the  coils  of  the  inner,  the 
other  branch  through  the  coils  of  the  outer  ring. 

Froment  constructed  several  motors  during  the  years  1844  to  1862,  to  which 
he  gave  different  shapes.  We  shall  describe  only  two  of  these  ;  and  for  further 
information  refer  to  Th.  du  Moncel  and  Geraldy's  work,  L' Alecijidti  comme 


Fig.  596. — Froment's  Electro-Motor. 

Force  Motrice,  The  motor  constructed  in  1845  is  shown  in  Fig.  596.  Four 
electro-magnet  couples  are  fastened  upon  a  frame,  as  shown.  A  wheel  rotates 
between  the  poles  of  these  electro-magnets,  and  carries  soft  iron  bars  fastened 
upon  its  circumference,  which  serve  as  annatures  for  the  electros.  The  attraction 
which  these  electros  exert  upon  the  armatures  brings  about  a  continued  rotation. 
The  current  from  a  battery  is  first  conveyed  to  a  commutator,  which  supplies 
the  several  magnet  couples  with  continuous  and  alternating  currents.  The 
commutator  consists  of  a  series  of  contacts  fastened  to  the  shaft  of  the  wheel, 
over  which  slide  contact  wheels  or  buttons  pressed  by  springs.  Thus  it  happens 
that  those  two  electro-magnet  couples  are  supplied  with  currents  which  are 
being  approached  by  the  iron  armatures  of  the  wheel.  This  motor  is  still  used 
for  toys  or  demonstrations  in  physical  laboratories. 

The  largest  electro-motor  which  Froment  constructed  is  shown  in  Fig.  597. 
The  electro-magnets  are  fastened  to  six  cast-iron  supports,  as  shown  in  the  figure. 
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The  axis  of  this  prism  forms  a  vertical  shaft  carrying  rotating  soft  iron  armatures. 
To  the  top  of  the  shaft  is  fastened  a  horizontal  wheel,  the  teeth  of  which  catch 


Fig,  597. — Froment's  Second  Electro-Motor. 

into  a  vertical  wheel,  which  causes  the  rotation  of  the  commutator  (to  the  left  of 
the  figure).  This  consists  of  a  series  of  contact  rollers,  which  come  alternately 
upon  insulated  and  non-insulated  portions  of  the  disc  below,  when  the  shaft 
rotates.  In  spite  of  the  size  and  solid  construction  of  this  motor,  only  very 
moderate  results  were  obtained  by  means  of  it 
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Hjorth  took  out  a  patent  for  a  motor  which  obtained  the  large  medal  at  the 
London  Exhibition,  185 1.  A  representation  of  this  motor  is  shown  in  Figs.  598 
and  599.  The  electro-magnets  a  a  are  conically  hollowed  inside,  and  fastened 
to  the  axis  b,  about  which  they  rotate.  The  electro-magnets  c  c  are  conically 
shaped  outside,  and  can  slide  along  the  guide-bars  d  d  ;  their  motion  being 
transmitted  by  a  crank  to  the  shaft  carrying  the  fly-wheel.  The  machine  has  a 
commutator  which  is  similar  in  construction  to  the  slide-valve  of  a  steam-engine, 


Fig.  598.— Hjorth's  Electro- Motor. 


Fig.  599.— Hjorlh's  Electro- Motor. 


and  like  it  receives  motion  from  an  excentric  on  the  shaft.  This  slide 
allows  the  electric  current  to  pass  alternately  into  the  one  or  other  of  the  two 
electro-magnets.  Owing  to  the  construction  of  the  magnets,  the  force  of  at- 
traction of  the  horse-shoe  magnets  a  upon  c  on  one  side  is  stronger  than  that  on 
the  other  side.  If  in  one  group  of  magnets  the  movable  one  has  finished 
its  motion,  the  current  in  this  group  is  reversed  by  means  of  the  commutator, 
and  produced  in  the  other  group.  This  causes  an  upward  motion  of  magnet  c 
in  the  first,  and  a  downward  motion  of  magnet  c  in  the  second  group,  so  that 
a  motion  similar  to  that  in  a  steam-engine  is  produced. 

Of  the  older  motors  based  on  the  attraction  and  repulsion  of  magnets,  the 
ring  devised  by  Pacinotti,  a  description  of  which  has  been  given  already,  is 
a  typical  example.     Of  the  motors  for  which  solenoids  have  been  used,   the 
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one  constructed  by  Page,  and  shown  in  Fig.  600,  was  one  of  the  earliest 
The  two  iron  cores  c  and  d  are  placed  centrally  over  the  solenoids  a  and  b, 
and  fastened  to  the  connecting  rods  of  the  beam  e  g,  which  is  movable  about  f. 
The  continuation  of  the  beam  has  at  h  a  third  connecting  rodj  which  sets  the 
fly-wheel  in  motion  by  means  of  the  crank  k.  Upon  the  horizontal  axis  of 
the  latter  is  fastened  the  excentric  l,  which  causes  the  coils  of  the  solenoids 
A  and  B  to  be  alternately  inserted  in  the  circuit  of  the  battery.     If  the  current 


Fig.  600. — Page's  Electro- Motor. 

flows  through  b,  the  iron  core  d  will  be  draw^n  into  the  solenoid,  and  the  left 
side  of  the  beam  will  descend.  When  d  has  arrived  at  its  lowest  position,  the 
current  through  b  will  be  interrupted  by  the  motion  of  the  excentric,  and  will 
flow  through  a.  c  is  therefore  drawn  into  a,  and  d  rises  again.  Although 
much  was  expected  from  this  motor,  its  efficiency  is  not  such  as  to  recommend 
it  for  practical  purposes. 

In  the  older  electro-motors,  as  a  rule,  more  or  less  iron  matter  is  alternately 
magnetised  and  demagnetised,  so  as  to  attract  a  corresponding  number  of 
armatures  or  iron  cores,  and  to  cause  motion.  This  motion,  however,  is  not 
uniform,  and  consists  of  a  series  of  impulses,  which  is  objectionable.  The 
defects  of  the  older  apparatus  may  be  summed  up  in  the  following  three 
points :  i.  Impracticability  of  continued  motion  due  to  disconnected  impulses. 
2.  Generation  of  considerable  quantities  of  heat  due  to  the  continued  change  of 
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the  magnetic  condition.  3.  Incomplete  utilisation  of  the  magnetic  forces,  in 
consequence  of  the  arrangement  of  the  affected  parts. 

The  first  drawback  is  not  entirely  overcome  in  modem  machines.  Even, 
for  instance,  in  the  Gramme  ring,  the  motion  is  due  to  impulses,  although  they 
follow  each  other  so  rapidly,  that  for  practical  purposes  they  might  be  considered 
continuous.  The  generation  of  heat  is  considerably  diminished  by  having 
fixed  magnets,  which  retain  the  same  kind  of  magnetisation.  The  armature 
is  not  now  magnetised  and  demagnetised,  but  a  shifting  of  the  magnetic  poles 
takes  place.  Modem  machines  have  the  parts  that  are  to  influence  each  other 
better  arranged,  and  their  armatures  rotate  close  to  the  poles. 

Convertibility  of  Electric  Machines. — If  the  armature  of  a  dynamo- 
electric  machine  is  made  to  rotate,  as  does  the  ring  of  a  Gramme  machine, 
currents  are  produced  in  the  coils  of  the  ring  which  may  be  utilised  for  the 
induction  of  the  electro-magnets,  and  for  other  purposes  in  the  external  circuit. 
The  machine,  therefore,  converts  mechanical  work  into  electricity.  If  the 
reverse  be  now  adopted,  i.e,  if  the  poles  of  such  a  machine  are  connected 
with  the  pole-wires  of  a  source  of  electricity,  the  current  of  the  latter  will  have 
to  pass  through  the  coils  of  the  machine,  the  electro-magnets  of  it  will  come 
under  induction,  and  will  influence  the  spirals  of  the  armature.  The  armature 
will  then  begin  to  rotate,  and  will  continue  to  do  so  as  long  as  the  current  from 
the  source  of  electricity  flows  through  the  coils  of  the  machine.  This  motion 
of  the  armature  can  be  transmitted  by  belting,  etc,  to  a  working  machine, 
i,e,  a  machine  for  mechanical  work.  In  this  case  the  electric  current  is 
converted  into  mechanical  work,  or  ihe  exact  reverse  of  the  first  case.  This 
property  of  dynamo-electric  machines  to  convert  mechanical  work  into  elec- 
tricity, and  electricity  into  mechanical  work,  is  called  the  convertibility  of  the 
machine. 

It  is  the  principle  of  convertibility  which  makes  the  electric  transmission 
of  power  possible.  It  is  one  of  the  earliest  known  of  scientific  principles  that 
if  we  apply  heat  we  obtain  motion  (as  in  the  steam-engine),  and  that,  inversely, 
motion  produces  heat  (as  by  friction).  Chemical  compounds  are  decomposed  by 
heat ;  and  inversely,  chemical  combination  is  accompanied  by  a  rise  of  tempera- 
ture. Each  effect  has  a  counter-effect  The  application  of  this  law  to  magneto- 
electric  machines  also  was  first  recognised  by  Pacinotti  {see  p.  239),  and  was  con- 
sidered by  the  late  James  Clerk-Maxwell  the  most  important  discovery  of  the  age. 
Siemens  observed  the  convertibility  in  1867.  The  first  public  experiment  showing 
the  electric  transmission  of  force  was  made  during  the  Exhibition  at  Vienna  (1873). 
A  Gramme  machine,  with  permanent  horse-shoe  magnets,  driven  bya  steam-engine, 
was  used  for  the  purpose,  and  the  current  obtained  was  conveyed  to  a  second 
similar  machine  about  500  metres  distance  fi-om  the  first  The  second  machine 
began  to  rotate,  and  was  made  to  work  a  pump.  The  electric  transmission  of 
power  for  practical  purposes  was  made  use  of  for  the  first  time  in  the 
laboratory  of  St.  Thomas  d'Aquin,  in  1876.  Cadiat,  engineer  of  the  Soci^t^  du 
Val  d'Osne,  made  use  of  it  in  1878. 
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ELECTRIC    TRANSMISSION    OF    POWER. 

We  shall  now  .consider  the  electric  transmission  of  mechanical  power  more 
closely.  When  a  dynamo-electric  machine  is  set  in  motion  by  a  motor,  and  the 
currents  produced  are  conveyed  to  a  second  machine,  the  latter  may  be  used  for 
doing  mechanical  work.  The 
first  machine,  i.e.  the  one  that 
furnishes  the  current,  is  called 
the  primary  (French  genh-a- 
trice) ;  the  second  machine,  i.e. 
the  out  that  actually  does  the 
work,  the  secondar}'  [motrice 
or  rkceptrice).  When  the 
primary  machine  i,  Fig.  601, 
rotates  in  the  direction  of  the 
arrow,  currents  will  be  gene- 
rated in  the  ring,  the  direction 
of  which  will  be  such  that  posi- 
tive electricity  will  leave  at  a^^ 
and  flow  into  the  coils  of  the 
electro-magnets,  and  then  to 
the  secondary  machine  11,  re- 
turning to  machine  i  at  b^^ 
which  represents  the  negative 
pole.  The  current  entering 
the  secondary  machine  at  a, 
flows  through  the  first  magnet- 
arm  in  the  same  direction  as 
the  hands  of  a  watch  move, 
causing  south  magnetism  in 
that  portion  of  the  arm  nearest 
A.  The  upper  shoe  will,  there- 
fore, receive  north,  the  lower 
shoe  south  magnetism.     At  a^ 

the  current  divides — one  portion  flows  into  the  upper,  the  other  portion  into 
the  lower  half  of  the  armature  coils.  The  two  branches  again  unite  and  leave 
the  machine  at  ^g.  We  have  now  in  the  ring  armature  a  spiral  through  which 
a  current  flows,  that  is  to  say,  a  ring-shaped  electro-magnet,  which  is  in  the 
immediate  neighbourhood  of  the  powerful  magnetic  poles  Ng  and  Sg.  Let  us 
consider  in  what  manner  the  ring  is  magnetised  by  the  currents  that  flow  round 
it.  If  we  go  back  again  to  a^^  where  the  current  enters  the  ring,  we  find  that 
the  current  flows  clockwise  in  the  upper  half,  and  counter-clockwibC  in  the 
lower  half  of  the  ring.      We  shall,  therefore,  have  south  magnetism  at  a^^  and 


Fig.  601. — The  Connection  of  a  Dynamo  and  Motor. 
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north  magnetism  at  ^g,  and  it  follows  that  according  to  this  magnetic  distribution 
the  armature  will  have  to  rotate  in  the  direction  indicated  by  the  arrow.  The 
north  pole  Ng  attracts  the  south  pole  at  Og,  and  repels  the  north  pole  at  b^  The 
south  pole  Jj  repels  the  south  pole  at  a^^  and  attracts  the  north  pole  at  b^ 
The  resultant  of  these  forces  is  a  couple  producing  a  revolution  of  the  armature. 
The  rotation  of  the  ring  will  continue  as  long  as  machine  ii  is  supplied  with 
current. 

From  Fig.  60 1  we  also  see  that  when  the  primary  machine  rotates  in  one 
direction,  thfe  secondary  machine  rotates  in  the  other ;  and  further  currents 
are  induced  in  the  armature  of  the  secondary  machine.  What  will  be  the 
direction  of  these  currents  produced  by  the  motion  of  the  secondary  machine  ? 
The  answer  may  be  obtained  by  reasoning  as  follows  (see  p.  344) :  The  electro- 
magnets of  the  primary  machine  possess  a  south  pole  at  s,  and  a  north  pole  at  n. 
As  the  armature  rotates  from  right  to  left,  it  follows  therefore  that  the  positive 
current  will  leave  at  ay  If  now  the  poles  of  the  secondary  machine  had  the  same 
position,  that  is,  if  the  south  were  above,  and  north  below,  the  rotation  being  from 
left  to  right,  the  positive  current  would  leave  the  machine  at  b^  The  position 
of  the  poles  being  reversed,  it  follows  that  the  current  induced  in  the  armature 
will  leave  the  secondary  machine  also  at  a^  hence  the  primary  current  entering 
at  Aj  is  met  by  an  induced  current  which  has  the  opposite  direction.  We 
see  then  that  an  opposition  current  is  generated  in  the  secondary  machine.  We 
know  that  if  two  equally  strong  currents  are  sent  through  a  conductor,  their  total 
effect  is  equal  to  o.  With  currents  of  unequal  strength,  the  difference  of  the  two 
gives  the  final  result  The  strength  of  a  current  is  obtained  from  the  e.  m.  f., 
and  resistance  in  the  circuit  The  e.  m.  f.  of  a  dynamo-electric  machine 
depends  upon  the  resistance  of  the  circuit  and  number  of  rotations  of  the 
armature.  Let  us  suppose  that  two  dynamo-electric  machines  are  connected 
with  each  other,  as  shown  in  Fig.  601.  Let  us  assume  that  the  primary  machine 
makes  1,000  revolutions  per  minute,  and  that  the  speed  of  the  secondary 
machine  is  allowed  to  increase  gradually.  If  a  galvanometer  be  included  in  the 
circuit  of  the  two  machines,  the  needle  will  show  the  rapid  decrease  of  current 
in  the  machine  as  soon  as  the  secondary  machine  begins  to  rotate.  The  counter- 
currents  produced  will  increase  with  the  speed  of  the  secondary  machine.  The 
needle  of  the  galvanometer  will  indicate  a  steady  diminution  of  current,  as 
long  as  the  speed  of  the  secondary  machine,  which  we  suppose  has  no  work  to 
do  except  to  overcome  friction,  etc,  continues  to  increase.  The  speed  of  the 
latter  will  only  increase  as  long  as  the  primary  current  is  stronger  than  the 
opposition  current  of  the  secondary  machine.  The  machines  being  similar  in 
construction  and  equal  in  size,  it  follows  that  when  the  speed  of  the  secondary 
machine  has  increased  until  it  is  the  same  as  that  of  the  primary  machine  the 
currents  must  be  also  equal,  and  the  needle  will  point  to  zero.  Let  us  now  con- 
sider the  case  in  which  the  secondary  machine  has  to  do  work.  The  extreme 
case  is  that  in  which  the  ring  of  the  secondary  machine  is  held  fast,  Le.  forcibly 
prevented  from  rotating.    In  this  case  the  secondary  machine  cannot  produce  an 
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opposition  cuirent,  but  acts  as  a  simple  circuit  of  snuill  resistance  for  the 
primary  machine,  the  current  of  which  will  increase  rapidly  to  its  maximum 
value.  What  then  becomes  of  the  expended  energy  ?  It  is  converted  into  heat, 
and  the  experiment  can  only  last  for  a  very  short  time  without  damaging  the 
machines.  Suppose  now  the  secondary  machine  is  allowed  to  do  work,  say 
to  lift  a  load :  The  primary  machine  receives  work  from  the  steam-engine, 
and  furnishes  electric  currents ;  the  secondary  machine  receives  electric  currents, 
and  does  work.  If  the  work  the  secondary  machine  has  to  do  is  only  very 
slight,  its  speed  will  not  be  very  much  less  than  that  of  the  primary  machine, 
and  the  total  current  in  the  total  circuit  will  be  but  small  If  the  work  to 
be  done  by  the  machine  is  considerable,  it  will  slacken  its  speed,  and  also 
diminish  its  opposition  or  counter-current,  causing  increase  of  current  in  the 
total  circuit.  If  the  work  to  be  done  is  greater  than  the  efficiency  of  the 
secondary  machine  will  allow  it  to  do,  the  rotation  will  cease  altogether,  and  we 
have  a  repetition  of  the  case  considered  above. 

The  behaviour  of  the  steam-engine  which  drives  the  primary  machine  is 
analogous  to  that  of  the  secondary  machine.  If,  for  instance,  the  work  of 
the  secondary  machine  is  only  slight,  the  steam-engine  need  do  but  httle  work : 
the  steam-engine  will  have  to  do  most  work  when  the  secondary  machine  ceases 
rotating  because  of  over-work.  In  each  case  the  secondary  machine  returns 
the  work  transmitted  by  the  steam-engine  to  the  primary  machine ;  a  portion 
of  the  energy  being  of  course  lost  in  heat  and  in  overcoming  friction,  etc  A 
portion  of  the  transmitted  work  will  be  converted  into  heat  as  long  as  the 
secondary  machine  rotates ;  if  the  latter  ceases  to  rotate  because  of  the 
over-strain,  the  whole  of  the  energy  will  be  converted  into  heat  By  expressing 
the  relations  here  indicated  between  the  current,  counter-current,  and  work  done 
in  the  form  of  equations,  their  consequences  will  probably  become  more  dearly 
apparent,  and  therefore  we  will  proceed  to  put  the  theor}'  in  the  equational  form. 

THEORY    OF    THE    ELECTRIC    MOTOR. 

Upon  the  existence  and  magnitude  of  this  counter-electromotive  force 
depends  the  degree  to  which  any  given  motor  enables  us  to  utilise  electric 
energy  that  is  supplied  to  it  in  the  form  of  an  electric  current.  In  discussing 
the  dynamo  as  a  generator,  we  have  pointed  out  many  considerations,  the 
observance  of  which  would  tend  to  improve  the  efficiency  of  such  generators. 
It  is  needless  to  say  that  many  of  these  considerations,  such  as  the  avoidance 
of  useless  resistances,  unnecessary  iron  masses  in  cores,  and  the  like,  will 
also  apply  to  motors.  The  efficiency  of  a  motor  in  utilising  the  energy  of  a 
current  depends  not  only  on  its  efficiency  in  itself,  but  on  another  factor, 
namely,  the  relation  between  the  electromotive  force  which  it  generates  when 
rotating,  and  the  electromotive  force  at  which  the  current  is  supplied  to  it 
A  motor  which  itself  in  running  generates  only  a  low  electromotive  force  cannot, 
however  well  designed,  be  an  efficient  or  economical  motor  when  supplied  with 
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currents  at  a  high  electromotive  force.  A  good  lout-pressure  steam-engine  does 
not  become  more  "  efficient  "  by  being  supplied  with  high-pressure  steam.  Nor 
can  a  high-pressure  steam-engine,  however  well  constructed,  attain  a  high 
efficiency  when  worked  with  steam  at  low  pressure.  Analogous  considerations 
apply  to  dynamos  used  as  motors.  They  must  be  supplied  with  currents  of 
electromotive  forces  adapted  to  them.  Even  a  perfect  motor,  one  without 
friction  or  resistance  of  any  kind,  cannot  give  an  efficient  or  economical  result 
if  the  law  of  efficiency  is  not  observed  in  the  conditions  under  which  the  electric 
current  is  supplied  to  it. 

Now  we  have  shown,  on  page  345,  that  the  efficiency  with  which  a  perfect 
motor  utilises  the  electric  energy  of  the  current  depends  upon  the  ratio  between 
this  counter-electromotive  force  and  the  electromotive  force  of  the  current  that 
is  supplied  by  the  battery.  No  motor  ever  succeeds  in  turning  into  useful 
work  the  whole  of  the  currents  that  feed  it,  for  it  is  impossible  to  construct 
machines  without  resistance,  and  whenever  resistance  is  offered  to  a  current, 
part  of  the  energy  of  the  current  is  wasted  in  heating  the  resisting  wire.  Let 
the  symbol  w  stand  for  the  whole  of  the  electric  energy  of  a  current,  and  let  w 
stand  for  that  part  of  the  energy  which  the  motor  takes  up  as  useful  work  from 
the  circuit.  All  the  rest  of  the  energy  of  the  current,  or  w  -«',  will  be  wasted  in 
useless  heating  of  the  conductors  that  offer  resistances. 

But  if  we  want  to  work  our  motor  under  the  conditions  of  greatest  economy, 
it  is  clear  that  we  myst  have  as  little  heat  wasted  as  possible ;  or  in  symbols,  w 
must  be  as  nearly  as  possible  equal  to  w.  We  have  shown,  mathematically,  that 
the  ratio  between  the  useful  energy  thus  appropriated,  and  the  total  energy 
spent,  is  equal  to  the  ratio  between  the  counter-electromotive  force  of  the 
motor,  and  the  whole  electromotive  force  of  the  battery  that  feeds  the  motor. 
Let  us  call  this  whole  electromotive  force  with  which  the  battery  feeds  the 
motor  E,  and  let  us  call  the  counter-electrcmotive  (orce  e.  Then  the 
rule  is  : 

tt;  :  w  =  tf  :  E. 

Or  if  we  express  the  efficiency  as  a  traction : 

^  —  f 
w   ~   E* 

But  we  may  go  one  stage  further.  If  the  resistances  of  the  circuit  are 
constant,  the  current  c  observed  when  the  motor  is  running  will  be  less  than 
c,  the  current  while  the  motor  was  standing  still.  But  from  Ohm's  law  we 
know  that : 

E  -   tf 

c  =  • 

R 

t,  c  "  c        e        w 

Hence   =  —  =  —  . 

c  E        w 
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From  which  it  appears  that  we  can  calculate  the  efficiency  at  which  the 
motor  is  working  by  observing  the  ratio  between  the  fall  in  the  strength  of  the 
current  and  the  original  strength,  a  law  of  efficiency  which  has  been  known 
for  twenty  years,  but  has,  until  very  lately,  been  strangely  misapprehended. 

We  have  dwelt,  in  page  346,  on  the  difference  between  efficiency  as  regards 
speed  of  working  and  efficiency  as  regards  economy.  Jacobi's  law  concerning 
the  maximum  work  of  an  electric  motor,  supplied  with  currents  from  a  source 
of  given  electromotive  force,  refers  to  the  former.  The  mechanical  work  given 
out  by  a  motor  is  a  maximum  when  the  motor  is  geared  to  run  at  such  a  speed 
that  the  ciurent  is  reduced  to  half  the  strength  that  it  would  have  if  the 
motor  were  stopped.  This,  of  course,  implies  that  the  counter-electromotive 
force  of  the  motor  is  equal  to  half  the  electromotive  force  given  out  by  the 
battery  or  generator.  Under  these  circumstances  only  half  the  energy  furnished 
by  the  external  source  is  utilised,  the  other  half  being  wasted  in  heating  the 
circuit.  Jacobi*s  law  does  not,  however,  state  that  no  motor,  however  perfect 
in  itself,  can  convert  more  than  50  per  cent,  of  the  electric  energy  supplied 
to  it  info  actual  work.  Dr.  Siemens  showed,  some  years  ago,  that  a  dynamo 
can  be  in  practice  so  used  as  to  give  out  more  than  50  per  cent,  of  the 
energy  of  the  current.  It  can  work  more  efficiently  if  it  be  not  expected  to 
do  its  work  so  quickly.  Dr.  Siemens  has,  in  fact,  proved  that  if  the  motor  be 
arranged  so  as  to  do  its  work  at  less  than  the  maximum  rate,  by  being  geared 
so  as  to  do  much  less  work  per  revolution,  but  yet  so  as  to  run  at  a  higher 
speed,  it  will  be  more  efficient ;  that  is  to  say,  though  it  does  less  work,  there 
-will  also  be  still  less  electric  energy  expended,  and  the  ratio  of  the  useful 
work  done  to  the  energy  expended  will  be  nearer  unity  than  before.  Hence, 
when  rate  of  working  without  regard  to  economy  is  the  main  consideration, 
Jacobi's  law  must  be  applied ;  but  when  economy  has  also  to  be  considered 

this  law  does  not  apply.      In   this   case  -  must  be  as  large  as  possible,  and 

at  the  same  time  (e  -  e\  the  measure  of  the  energy  lost  as  heat,  must  be  as 
small  as  possible.  This  can  only  be  the  case  when  e  and  e  are  both  large. 
In  other  words,  it  is  an  economy  to  work  at  high  electromotive  force.  The 
importance  of  this  matter,  first  pointed  out  by  Siemens  and  later  by  Marcel 
Deprez,  cannot  be  over-rated. 

But  how  shall  we  obtain  this  high  electromotive  force?  One  very  simple 
expedient  is  that  of  driving  both  generator  and  motor  at  higher  speeds. 
Another  way  is  to  wind  the  armatures  of  both  machines  with  many  coils  of 
wire,  having  many  turns.  This  expedient  has,  however,  the  effect  of  putting 
great  resistance  into  the  circuit.  This  circumstance  may,  nevertheless,  be  no 
great  drawback  if  there  is  already  a  great  resistance  in  the  circuit ;  as,  for 
example,  the  resistance  of  many  miles  of  wire  through  which  the  power  is  to 
be  transmitted.  In  this  case  doubling  the  electromotive  force  will  not  double 
the  resistance.  Even  in  the  case  where  the  line  resistance  is  insignificant,  an 
economy  is  effected  by  raising  the  electromotive  force.     For,  as  may  be  deduced 
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from  the  equations,  when  (e-^)  is  kept  constant,  the  effect  of  doubling  the 
electromotive  force  is  to  double  the  efficiency  when  the  resistance  of  the  line 
is  very  small  as  compared  with  that  of  the  machines,  and  to  quadruple  it  when 
the  resistance  of  the  line  is  very  great  as  compared  with  that  of  the  machines. 
It  is,  in  fact,  worth  while  to  put  up  with  the  extra  resistance,  which  we  cannot 
avoid,  if  we  try  to  secure  high  electromotive  force  by  the  use  of  coils  of  fine 
wire  of  many  turns.  It  is  true  that  the  useful  effect  falls  off,  cteteris  paribus,  as 
the  resistance  increases ;  but  this  is  much  more  than  counterbalanced  by  the 
fact  that  the  useful  effect  increases  in  proportion  to  the  square  of  the  electro- 
motive force. 

In  the  recent  attempt  of  M.  Marcel  Deprez  to  realise  these  conditions  in 
the  transmission  of  power  from  Miesbach  to  Munich,  through  a  double  line  of 
telegraph  wire,  over  a  distance  of  thirty-four  miles,  very  high  electromotive 
forces  were  actually  employed.  The  machines  were  two  ordinary  Gramme 
dynamos,  the  tnagnets  being  series-wound  similar  to  one  another ;  but  their  usual 
low  resistance  coils  had  been  replaced  by  coils  of  very  many  turns  of  fine  wire. 
The  resistance  of  each  machine  was  consequently  470  ohms,  whilst  that  of  the 
line  was  950  ohms.  The  velocity  of  the  generator  was  2,100  revolutions  per 
minute ;  that  of  the  motor,  1,400.  The  difference  of  potential  at  the  terminals 
of  the  generator  was  2,400  volts ;  at  that  of  the  motor,  t,6oo  volts.  According 
to  Professor  von  Beltz,  the  President  of  the  Munich  Exhibition,  where  the  trial 
was  made,  the  mechanical  efficiency  was  found  to  be  32  per  cent.     M.  Deprez 

has  given  the  rule  that  the  efficiency   -  is  obtained  in  the  case  where  two 

identical  machines  are  employed,  by  comparing  the  two  velocities  at  the  two 
stations.     Or 

w  ^  n 

w   ~   N* 

where  n  is  the  speed  of  the  governor,  n  that  of  the  motor. 

The  latest  effort  of  inventors,  as  applied  to  motors,  has  been  to  secure 
uniform  speed  with  varying  demands  as  regards  work.  Dr.  Sylvanus  Thompson, 
in  his  now  famous  Cantor  Lectures  on  this  subject,  has  dwelt  on  the  importance 
of  designing  motors,  not  simply  to  work  with  the  constant  electromotive 
force  supplied  at  the  electric  mains,  but  also  to  work  at  uniform  speeds.  It 
is  highly  important,  for  example,  in  driving  a  lathe,  and  indeed  many  kinds 
of  machinery,  that  the  speed  should  be  regular,  and  that  the  motor  should  not 
"  run  away "  as  soon  as  the  stress  of  the  cutting  tool  is  removed.  Now  we 
have  already  explained  the  methods  by  which  M.  Marcel  Deprez  and  Professor 
Perry  have  solved  the  problem  of  getting  a  dynamo  to  feed  a  circuit  with 
currents,  at  a  constant  electromotive  force,  when  driven  with  a  uniform  speed. 
The  solution  to  that  problem  we  saw  consisted  m  usmg  certain  combinations  for 
the  field  magnets,  which  gave  an  initial  magnetic  field,  independently  of  the 
actual  current  furnished  by  the  dynamo  itself.  This  problem  may  be  applied 
conversely,  and  motors  may  be  built  with  a  combination  of  arrangements  for 
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their  field  magnets,  such  that,  when  supplied  with  currents  at  a  certain  constant 
electromotive  force,  their  speed  shall  be  constant,  whatever  the  work  they  may 
be  doing.  The  one  difficulty  in  the  problem— and  this  is  a  mere  matter  for 
experiment  and  calculation — is  to  find  the  critical  number  of  volts  of  electro- 
motive force  at  which  this  will  hold  good.  M.  Marcel  Deprez  has,  himself, 
constructed  motors  that  run  at  a  perfectly  uniform  speed,  quite  irrespective 
of  the  work  which  they  may  be  doing.  Whether  the  motor  was  lifting  a  load 
of  five  kilogrammes  from  the  ground,  or  was  letting  this  load  run  down 
to  the  ground,  or  ran  without  any  load  at  all,  the  speed  was  the  same.  At 
the  Paris  Exposition  6lectrique  of  188 1  a  large  number  of  Deprez's  motors 
were  shown,  running  at  uniform  speed,  and  driving  various  machines — lathes, 
sewing-machines,  etc. 

Influence  of  Distance. — The  total  amount  of  heat  generated  in  the 
circuit  depends  upon  the  resistance  and  strength  of  current.  According  to 
Joule's  law  the  amount  of  heat  generated  is  directly  proportional  to  the 
resistance  and  the  square  of  the  current.  \i,  for  instance,  the  primary  machine 
is  three  or  four  times  the  distance  from  the  secondary  machine,  other  conditions 
being  equal,  three  or  four  times  as  much  heat  will  be  produced  in  the  wires, 
and  the  amount  of  the  transmitted  work  will  diminish.  But  the  conducting 
resistance  is  also  inversely  proportional  to  the  cross  section  of  the  conductor ; 
if,  therefore,  no  energy  is  to  be  lost  by  doubling  the  distance,  the  conductor 
must  have  double  the  cross  section;  in  other  words,  to  doubly  the  distance 
without  diminishing  the  current  delivered  to  the  motor,  we  must  multiply  the 
weight  of  the  conducting  wires  by  four,  to  treble  the  distance  we  must  take 
nine  times  the  weight  of  material,  and  so  on.  If  the  distance  between  the  two 
machines  is  very  great,  this  means  is  commercially  impracticable,  as  the  capital 
required  for  the  material  would  be  in  no  proportion  to  the  result  obtained. 

The  amount  of  heat  depends  further  upon  the  strength  of  current  We 
can  make  the  former  constant  in  spite  of  the  4-,  9-,  16-fold  increase  in  the 
length  of  the  conductor,  when  we  diminish  the  current  to  one-half,  one-third, 
or  one-fourth  of  its  original  strength.  Again,  the  strength  of  current  in  the  total 
circuit  of  the  combined  machines  is  equal  to  the  difierence  of  the  primary 
and  opposition  currents  ;  this  difierence  becomes  smaller  as  the  diff*ei  ence  of  the 
electromotive  forces  of  both  machines  becomes  smaller,  which  can  be  brought 
about  by  diminishing  the  difierence  of  the  number  of  revolutions  per  minute  in 
both  machines.  If,  however,  much  work  has  to  be  done  at  long  distances,  by  a 
small  difierence  of  rotation  in  the  two  machines,  the  electromotive  forces  of 
both  machines  have  to  be  increased.  This  increase  can  be  brought  about 
either  by  increasing  the  number  of  revolutions,  or  by  increasing  the  coils  of  the 
armature,  or  lastly  by  increasing  both  revolutions  and  coils.  Theoretically,  there- 
fore, we  may  transmit  any  power  we  please  to  any  distance  by  using  any 
given  system  of  conductors,  as  for  instance,  simple  telegraph  wire  for  the  leads. 
The  experiments  made,  however,  up  to  the  present  have  encountered  practical 
difficulties  not  easy  to  overcome.     The  reason  for  this  is,  that  on  the  one  hand, 
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the  number  of  revolutions  cannot  be  increased  beyond  a  certain  limit,  when 
the  machine  is  not  to  be  worn  out  rapidly ;  and  on  the  other  hand,  the  e.  m.  f. 
can  only  be  increased  to  a  certain  limit,  as  the  insulation  would  give  way  when 
the  potentials  used  are  too  high,  and  the  result  would  not  only  involve  a 
loss  of  current,  but  also  endanger  the  machines  themselves.  The  practical 
use  of  the  electric  transmission  of  power  is  therefore  restricted  to  moderate 
distances  and  moderate  power. 

In  what,  then,  consists  the  advantage  of  electric  transmission  ?  First  a  motor 
is  required  for  the  primary  machine,  then  a  secondary  machine,  and  the  leads 
which  connect  the  two  machines  are  also  sources  of  considerable  expense.  Why 
not  aMow  the  primary  motor  to  do  the  work  direct  ?  If  it  be  possible  to  employ 
the  motor  at  the  place  required,  it  certainly  would  be  cheaper  and  better  to  do 
so  ;  but  if  it  be  impossible  to  bring  the  motor  to  that  place  at  all,  the  work  itself 
cannot  be  done  without  the  intervention  of  some  means  of  transmission.  The 
transmission  of  power  by  means  of  tubes  for  compressed  air,  steam,  or  water,  01 
by  means  of  belting,  etc,  is  only  practicable  for  very  short  distances,  and  even 
for  these  short  distances  is  very  expensive.  We  will  now  give  a  series  of  examples 
of  the  cases  in  which  electricity  is  employed  for  the  transmission  of  power. 

ELECTRIC    RAILWAYS. 

The  most  important  applications  of  electric  transmission  of  power  are,  at 
present,  the  electric  railways.  Shortly  after  the  invention  of  electro-magnetic 
machines,  Stratingh  and  Becker,  of  Groningen  (1835),  ^^'^  Botto  in  Turin 
(1836),  constructed  a  magneto-electric  carriage.  Several  others  constructed 
similar  apparatus,  but  as  none  of  them  were  of  much  commercial  value,  we 
shall  not  go  into  further  details  respecting  them.  The  first  successful  experi- 
ment was  made  with  the  electric  railway  exhibited  by  Siemens  and  Halske, 
during  the  Industrial  Exhibition  in  Berlin,  1879.  The  railway  at  the  Berlin 
Exhibition  was  300  metres  long.  The  rails  formed  a  closed  oval,  so  that  the 
train  returned  to  the  point  from  which  it  started  when  the  whole  oval  had  been 
traversed.  The  train  (which  is  shown  in  Fig.  602)  consisted  of  an  electric 
locomotive,  and  a  platform  upon  wheels.  Figs.  603  and  604  show  the  loco- 
motive in  section.  It  consists  of  a  square  frame  on  wheels ;  upon  this  frame 
is  fastened  a  Siemens  machine,  in  such  a  manner  that  the  axis  of  rotation  is 
parallel  to  the  rails.  The  rotation  of  the  armature  is  transmitted  by  the  toothed 
wheels  /,  /,  v  and  jc,  to  the  wheels  of  the  locomotive.  The  current  from  the 
primary  machine  was  conveyed  to  the  secondary  machine  by  means  of  the 
rail  N,  which  was  insulated  from  the  earth,  and  placed  between  the  two  rails 
which  support  the  train.  Upon  this  middle  rail  slides  the  rubber  t,  which 
conveys  the  current  to  the  secondary  machine  upon  the  locomotive.  The  same 
experiment  was  repeated  with  equal  success  at  different  other  Exhibitions,  as,  for 
instance,  Frankfort  In  1880  an  electric  railway  was  shown  during  the  Exhibition 
of  Vienna,  by  Egger,  in  which  the  middle  rail  was  left  out,  one  of  the  rails 
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representing  the  direct  wire,  and  the  other  rail  representing  the  return  wire.  In 
1881  the  first  permanent  electric  railway  was  opened  for  the  public;  this  is 
the  railway  constructed  by  Siemens  and  Halske  at  Lichterfelde. 

An  electric  railway  has  been  in  use  since  1880  at  the  works  of  M.  Duchesne- 
Fournet,  at  Breuil  en  Auge  (Calvados).  In  this  large  bleaching  establishment 
machines  have  been  used  for  some  time  for  supplying  current  to  the  glow 
lamps,  with  which  the  establishment  is  lighted.  Clovis  Dupuy,  the  engineer  of 
the  establishment,  resolved  to  utilise  these  machines  during  the  day.  The 
chemical  processes  which    the    linen   has  to  undergo  are  so  arranged  that 


Fig.  603. 

Siemens  and  Halske's  Electric  Locomotive. 


Fig.  004. 


between  every  two  treatments  the  linen  has  to  be  exposed  to  the  air  in  the 
meadows  for  ^vt  or  six  days.  Much  labour,  lime,  and  money  had  to  be 
expended  when  the  linen  was  taken  out,  arranged,  and  brought  back  by 
hand ;  and  hot-air  or  steam-engines  could  not  be  employed  for  this  purpose, 
on  account  of  the  smoke  and  dust.  Dupuy,  therefore,  constructed  an  electric 
railway,  by  using  accumulators ;  the  reason  for  not  using  the  machine  currents 
directly  was,  that  the  construction  of  the  leads  over  damp  meadows  would 
have  met  with  many  difficulties.  The  installation  is  arranged  as  foWows : — 
The  rails  have  a  total  length  of  2,040  metres,  covering  an  area  of  about  15 
hectares.  The  rolling-stock  consists  of  the  locomotive,  the  carriage  for  the 
batteries,  and  the  carriages  intended  for  the  linen.  The  battery  carriage  bears 
the  accumulators,  of  which  there  are  six  packed  in  baskets ;  each  of  these 
Faure  accumulators  weighs  8  kilogrammes,  and  it  takes  about  seven  or  eight 
hours  to  charge  them ;  for  this  purpose  the  same  Gramme  machines  are  used 
as  are  used  in  the  evening  to  feed  the  glow  lamps.     The  locomotive  in  Fig.  605 
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consists  of  a  carriage  containing  a  Siemens  machine,  which  obtains  current 
from  the  accumulators;  the  current  is  used  partly  for  the  wheels  of  the 
locomotive,  and  partly  for  the  rollers  and  shafts  which  haul  in  the  linen. 
By  means  of  the  levers  (on  the  right-hand  side  of  the  figure)  the  locomotive 
can  be  made  to  stop,  slacken  or  increase  its  speed ;  and  power  can  be  applied 
as  required  either  to  the  wheels,  or  rollers  and  shafts.  The  locomotive  lifts  a 
weight  of  935  kilogrammes,  and  draws,  besides  the  accumulator  carriage,  which 


Fig.  6o5.-Dupuy's  Locomotive. 

weighs  700  kilogrammes,  six  other  carriages,  each  of  which,  when  full,  weighs 
800  kilogrammes ;  that  is,  a  total  load  of  6,400  kilogrammes.  The  train  in 
Fig.  606  is  represented  hauling  in  linen,  while  moving  with  a  velocity  of  12 
kilometres  per  hour.  By  means  of  this  arrangement  125  metres  of  linen  can  be 
collected  in  forty-eight  seconds,  or  500  metres  in  thirty-five  minutes  :  a  labour 
which  was  formerly  done  by  seven  persons  in  from  four  to  ^\t,  hours.  Although, 
under  exceptional  conditions,  as  in  the  present  instance,  accumulators  might  be 
used  with  advantage,  yet  for  most  practical  purposes  the  machine  currents  are 
used  direct. 

The  Lichterfelde  Railway,  constructed  by  Siemens  and  Halske,  which  con- 
nects the  Lichterfelde  station  with  the  Army  Training  School,  has  a  length 
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of  2^  kilometres.     The  primary  machine,  with  its  steam-engine,  is  placed  at 
Lichterfelde.    Each  carriage  carries  a  secondary  machine  with  it.     The  carriages 
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fl^*  6o6.— Dupuy's  Electric  Tramway. 


Fig.  607. — Carriage  on  the  Lichterfelde  Railway. 

resemble  tram-cars  (Figs.  607  and  608),  and  the  apparatus  is  placed  at  d.  llie 
secondary  machine  is  so  arranged  that  its  axis  of  rotation  is  parallel  to  the  axes 
of  the  wheels  of  the  carriage.    The  rotation  is  transmitted  by  means  of  so^alled 
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Jarolimek  cords,  and  by  the  wheels  r.  Current  is  made  or  broken  by  turning  a 
lever,  and  may  be  weakened  by  inserting  resistances.  The  insertion  and  taking 
out  of  resistance  is  sufficient  for  the  regulation  of  the  speed  of  the  carriages. 
Every  secondary  machine,  as  we  have  already  mentioned,  becomes  a  generator 
of  counter-currents  when  in  motion ;  a  slow  rotation  of  a  secondary  machine 
produces  a  weak,  while  rapid  rotation  produces  a  strong  opposition  current.  A 
considerable  force  is  necessary  for  starting  the  carriage;  at  this  moment  the 
secondary  machine  does  not  rotate  at  all,  and  consequently  no  opposition 
current  is  produced;  as  soon  as  the 
carriage  begins  to  move,  the  secondary 
machine  commences  to  generate  opposi- 
tion currents.  The  speed  of  the  carriage 
will  become  uniform  as  soon  as  the  differ- 
ence between  the  primary  and  secondary 
currents  has  become  constant.  If  the 
carriage  has  to  ascend  a  hill  more  power 
will  be  required,  and  the  rotation  of  the 
secondary  machine  will  diminish ;  the 
reverse  takes  place  when  the  carriage  de- 
scends, the  secondary  machine  begins  to 
rotate  more  rapidly,-  and  its  current  op- 
poses the  primary  current.  The  leads  by 
which  the  connection  of  the  primary 
machine  with  the  secondary  machine  is 
brought  about  are  the  rails  themselves, 
which  rest  upon  wooden  sleepers  above 
the  ground,  except  where  they  cross. 
The  several  rails  are  connected  by 
means  of  elastic  copper  strips,  so  as  to 
make  sure  of  an  uninterrupted  conductor. 

The  current  flows  from  one  of  the  rails  into  the  iron  ring  which  surrounds 
the  wheel  disc,  and  from  here  to  a  metal  box,  which  is  fastened  to  the  wheel- 
axis;  upon  this  slides  a  spring,  which  is  really  a  continuation  of  one  of  the 
poles  of  the  secondary  machine.  The  current  from  the  other  rail  flows  into 
the  second  wheel  in  the  same  way.  This  method  of  conveying  the  current 
could  not  be  adopted  for  streets,  as  the  contact  with  both  rails  might  prove 
dangerous  to  animals  and  men.  The  ordinary  speed  of  the  carriage  is  20 
kilometres  an  hour ;  it  can,  however,  go  at  a  rate  of  from  35  to  40  kilometres 
when  full,  />.  with  twenty-six  persons  in  it.  From  the  i6th  of  May,  1881,  to 
the  4th  of  January,  1882,  only  one  carriage  was  used.  At  this  time  it  was 
thought  doubtful  whether  more  carriages  than  one  <!ould  be  used ;  theoretically, 
however,  it  seemed  possible,  and  was  soon  proved  to  be  practicable.  With 
double  the  power,  and  having  the  secondary  machines  joined  parallel,  the  two 
carriages  move  with  all  the  uniformity  that  can  be  desired. 


Wrtr-ir 

Fijj.  608. — Carriage  on  the  Lichterfelde 
Railway. 
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The  Electric  Railway,  Modling-Briihl,  a  portion  of  which  was  in 
use  during  the  winter  of  1883  and  1884,  and  which  now  has  a  length  of 
3  kilometres,  has  the  leads  and  return  leads  separate  from  the  rails.  The 
leads  consist  of  iron  tubes  h  and  r  in  Figs.  609  and  610,  which  are  open  at  the 
lower  side,  and  supported  by  cables  k  and  insulators  j  j.     The  insulators  for  the 


'^^ -^"^ 


Fig.  609. 
{End  Elivatiw.) 


Fig.  610. —The  Tubes  and  Cables  of  the  Modling-BrOhl  Line. 
(Suit  E/ivaiLm) 


Fig.  611.— The  Contact  Boats. 


cables,  as  well  as  the  insulators  for  the  tubes,  are  fastened  by  means  of  iron 
supports  to  the  wooden  column  s.  The  leads  are  connected  with  the  secondary 
machines  in  the  carriage  by  means  of  the  boats  s,  which  slide  in  the  tubes.  Each 
boat  is  connected  by  means  of  a  cord  k  to  the  carriage,  and  is  pulled  along  with 
it.  The  arrangement  is  shown  in  Fig.  611.  r  is  the  tube  in  section  through- 
out its  length,  c  c  are  the  four  contact  pieces,  of  which  the  sliding  boat  consists. 
In  order  that  the  pieces  may  make  good  contact  with  the  tube,  each  of  them 
consists  of  two  basins,  which  are  pressed  against  the  sides  of  the  tube  by  springs. 
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which  are  inside  them.  These  contact  pieces  are  connected  with  each  other  by 
means  of  the  cable  k,  which  consists  of  flexible  copper  wires.  The  first  and  last 
contact  pieces  c  have  prolongations  p  p,  which  protrude  from  the  ^t  of  the 
tube,  and  are  firmly  fastened  to  the  elastic  rod  m  ;  upon  this  slides  q,  to  which  the 
rod  s  is  fastened.  To  ease  off  the  sudden  pull  of  the  ropes,  a  spiral  spring  is 
placed  between  q  and  the  projection.  The  current  is  conveyed  from  the  contact 
boat  by  means  of  the  cable  u,  which  is  fastened  to  h  ;  the  latter  is  connected 
with  the  boat  by  means  of  the  copper  rods  n  n,  and  the  protruding  pieces  h. 
By  dividing  the  contact  boat  into  four  pieces,  and  by  using  very  elastic  steel 
for  the  rod  m,  it  is  possible  to  pass  curves  of  very  small  radius.  Every  carriage 
or  train  (for  sometimes  three  carriages  are  fastened  together)  has  two  of  such 
contact  boats,  of  which  the  one  slides  in  the  tube  which  conveys  the  current, 
and  the  other  in  the  returning  tube. 


Fig.  612. — The  Points. 

As  this  railway  has  only  a  single  line,  it  was  necessary  to  construct  points 
for  allowing  trains  to  pass  each  other.  These,  as  constructed  by  Siemens 
and  Halske,  are  shown  in  Fig.  612.  When  the  positive  lead  -|-  E  arrives 
at  the  points,  it  divides  into  two  portions  +  Eg  and  +  Eg;  the  negative 
lead  -  Ej  is  similarly  split  up  into  the  branches  -  e^  and  -  E3.  At  h 
the  leads  cross  each  other,  and  a  short  circuit  would  be  produced,  which 
would  exclude  the  secondary  machine  of  the  carriage  if  the  leads  were  to 
touch  each  other,  and  they  are  therefore  so  arranged  that  -f  Eg  and  —  e^ 
are  not  in  direct  communication  with  each  other.  To  prevent  interrup- 
tion in  the  portions  -h  ^3  and  +  Eg  on  the  one  hand,  and  -  ^^  -  Ej  on  the 
other,  they  are  connected  with  each  other  by  means  of  metal  bars,  which 
are  arranged  inside  the  wooden  piece  h,  and  are  not  visible  in  the  drawing. 
Where  the  tubes  +  E|  and  -  Ej  divide,  the  tongues  z  are  placed,  and  held  in  the 
position  shown  in  the  drawing,  by  means  of  springs.  The  contact  boats  of 
each  carriage  approaching  from  the  left  will  have  to  slide  in  the  tube-couple  i, 
because  the  tube-couple  11  is  closed  by  means  of  z.  Every  carriage  approach- 
ing from  the  right  will  have  to  slide  its  contact  boat  through  the  tube-couple  11. 
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If  now,  for  instance,  the  carriage  from  the  right  continues  its  course,  the  contact 
boats  enter  the  tubes  -h  Eg  and  -  E3;  they  then  press  upon  the  tongues  zz, 
from  behind,  pushing  them  sideways,  and  allowing  the  carriage  to  continue 
its  journey  on  -h  Ej  and  -  Ej.  As  soon  as  the  last  contact  piece  has  left  the 
tongues  the  latter  swing  backwards  into  their  former  position.  The  carriages 
for  the  primary  and  secondary  machines  are  constructed  like  those  of  the 
Lichterfelde  Railway.  A  12  horse-power  locomotive,  and  also  a  120  horse- 
power fixed  engine,  are  in  use. 

The  Portrush  Railway. — The  Electric  Railway  at  Portrush,  in  Ireland, 
is  of  great  interest,  and  as  here  the  force  of  a  waterfall  is  utilised,  we  will  treat 
it  at  length,  and  use  it  for  illustration  of  the  theory.  The  machinery,  repre- 
sented in  Fig.  613,  is  described  in  La  Ijimilre  Aiectrique,  1883,  and  The 
Electrician  of  April  21st,  1883.  In  the  summer  of  1881,  Mr.  \V.  A.  Traill,  late 
of  H.M.  Geological  Survey,  suggested  to  Dr.  Siemens  that  the  line  between 
Portrush  and  Bushmills,  for  which  Parliamentary  powers  had  been  obtained, 
would  be  suitable  in  many  respects  for  electrical  working,  especially  as  there 
was  abundant  water-power  available  in  the  neighbourhood  Dr.  Siemens  at  once 
joined  in  the  undertaking,  which  has  been  carried  out  under  his  direction.  The 
line  extends  from  Portrush,  the  terminus  of  the  Belfast  and  Northern  Counties 
Railway,  to  Bushmills,  in  the  Bush  Valley,  a  distance  of  six  miles.  For  about 
half  a  mile  the  line  passes  down  the  principal  street  of  Portrush,  and  has  an 
extension  along  the  Northern  Counties  Railway  to  the  harbour.  For  the  rest  of  the 
distance  the  rails  are  laid  on  the  sea  side  of  the  county  road,  and  the  head  of  the 
rails  being  level  with  the  ground,  a  foot-path  is  formed  the  whole  distance,  sepa- 
rated from  the  road  by  a  kerb-stone.  The  line  is  single,  and  has  a  gauge  of  three 
feet,  the  standard  of  the  existing  narrow-gauge  hnes  in  Ulster.  The  gradients 
are  exceedingly  heavy,  being  in  parts  as  steep  as  one  in  thirty  five.  The  curves 
are  also  in  many  cases  very  sharp,  having  necessarily  to  follow  the  existing  road. 
There  are  ^\t,  passing-places  in  addition  to  the  sidings  at  the  termini  and  at  the 
carriage  depot.  At  the  Bushmills  end  the  line  is  laid  for  about  two  hundred 
yards  along  the  street,  and  ends  in  the  market-place  of  the  town.  It  is  intended 
to  connect  it  with  an  electrical  railway  from  Dervock,  for  which  Parliamentary 
powers  have  already  been  obtained,  thus  completing  the  connection  with  the 
narrow-gauge  system  fi-om  Ballymena  to  I^rne  and  Cushendall.  About  1,500 
yards  from  the  end  of  the  line  there  is  a  waterfall  on  the  river  Bush,  with  an 
available  head  of  24  feet,  and  an  abundant  supply  of  water  at  all  seasons  of  the 
year.  Turbines  have  been  erected,  and  the  necessary  works  executed  for  em- 
ploying the  fall  for  working  the  generating  dynamo  machines,  and  the  current 
is  conveyed  by  means  of  an  underground  cable  to  the  end  of  the  line.  Fig. 
613  represents  the  machine-house  and  the  waterfall  which  supplies  the  natural 
motive-power.  The  primary  generators  (Siemens  machines)  receive  their  power 
from  the  two  Alcott  turbines,  each  of  which  generates  50  h.  p.  for  225  revolutions. 
The  water  at  the  higher  level  is  led  into  a  wooden  aqueduct  2  7  metres,  or  9  feet 
broad,  and  thus  conveyed  to  the  turbines  through  the  cylinders  shown  in  the 
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Fig.  613.— The  Turbines  at  Portrush. 
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figure,  which  are  i  "05  metre,  or  3  J  feet  in  diameter.  The  speed  of  the  turbines 
is  automatically  regulated  by  means  of  a  Watt  governor.  It  is  possible  to 
influence  the  regulator  from  the  machine-house,  so  as  to  alter  the  rate  which  is 
automatically  maintained.  The  shafts  of  the  turbine  carry  bevelled-toothed 
wheels,  which  gear  with  similar  wheels  on  horizontal  shafts.  At  the  other  ends 
of  these  shafts  are  ordinary  toothed  wheels,  that  by  their  joint  action  keep  in 
rotation  a  third  wheel,  which  conveys  the  power  by  means  of  ordinary  shafting  to 
the  Siemens  generator  within  the  machine-house,  and  which  may  be  seen  through 
the  window  in  the  drawing.  At  first  the  line  was  worked  by  a  small  steam-engine 
placed  at  the  carriage  depot,  at  the  Portrush  end.  The  whole  of  the  constructive 
works  have  been  designed  and  carried  out  by  Mr.  Traill,  assisted  by  Mr.  E.  B. 
Price. 

The  system  may  be  described  as  that  of  a  separate  conductor.  A  rail  of  tee- 
iron,  weighing  19  lbs.  to  the  yard,  is  carried  on  wooden  posts  boiled  in  pitch,  and 
placed  10  feet  apart,  at  a  distance  of  22  inches  from  the  inside  rail  and  17  inches 
above  the  ground.  The  rail  comes  close  up  against  the  fence  at  the  side  of  the 
track,  thus  forming  an  additional  protection.  The  conductor  is  connected  by  an 
underground  cable  to  a  single  shunt-wound  dynamo  machine,  placed  in  the 
engine-shed,  and  worked  by  the  turbines,  or  formerly  by  a  small  agricultural 
steam-engine.  The  current  is  conveyed  from  the  conductor  by  means  of  two 
springs  made  of  steel,  rigidly  held  by  two  steel  bars,  placed  one  at  each  end 
of  the  car,  projecting  about  six  inches  from  the  side  :  since  the  conducting  rail  is 
iron,  while  the  brushes  are  steel,  the  wear  of  the  latter  is  exceedingly  small.  In 
dry  weather  they  require  the  rail  to  be  slightly  lubricated,  in  wet  weather  the 
water  on  the  surface  of  the  iron  provides  all  the  lubrication  required.  The 
double  brushes  placed  at  the  extremities  of  the  car  enable  it  to  bridge  over 
the  numerous  gaps  which  necessarily  interrupt  the  conductor,  to  allow  cartways 
into  the  fields  and  commons  adjoining  the  shore.  When  the  car  arrives  at 
one  of  these  gaps  the  front  brush  leaves  the  rail,  but  since  the  back  brush 
still  touches  the  rail  the  current  is  not  broken.  Before  the  back  brush 
leaves  the  conductor  the  front  brush  will  generally  have  reached  again  to 
it,  so  that  the  current  is  not  interrupted.  There  are,  however,  two  or 
three  gaps  too  broad  to  be  bridged  over  in  this  way.  In  these  cases  the 
driver  will  break  the  current  before  reaching  the  gap,  the  momentum  of  the  car 
carrying  it  the  10  or  12  yards  it  must  travel  without  power.  The  current  is  con- 
veyed under  the  gaps  by  means  of  an  insulated  copper  cable  carried  in  wrought- 
iron  pipes,  placed  at  a  depth  of  18  inches.  At  the  passing-places,  which  are 
situated  on  inclines,  the  conductor  takes  the  inside,  and  the  car  ascending  the 
hill  also  runs  on  the  inside,  while  the  car  descending  the  hill  proceeds  by  gravity 
on  the  outside  lines. 

From  the  brushes  the  current  is  taken  to  a  commutator,  worked  by  a  lever, 
which  switches  resistance  frames  placed  under  the  car,  in  or  out,  as  may  be 
desired.  The  same  lever  alters  the  position  of  the  brushes  on  the  commutator  of 
the  secondary  machine,  reversing  the  direction  of  rotation,  in  the  manner  shown 
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in  the  electrical  lift  (Fig.  622).  The  current  is  not  as  it  were  turned  full  on  sud- 
denly, but  passes  through  the  resistances,  which  are  afterwards  cut  out  in  part  or 
altogether,  according  as  the  driver  desires  to  run  at  part  speed  or  full  speed. 

From  the  machine  the  current  is  conveyed  through  the  axle-boxes  to  the 
axle,  thence  to  the  tyres  of  the  wheels,  and  finally  back  by  the  rails,  which  are 
uninsulated,  to  the  generating  machine.  The  conductor  is  laid  in  lengths  of 
about  2 1  feet,  the  lengths  being  connected  by  fish-plates,  and  also  by  a  double 
copper  loop,  securely  soldered  to  the  iron.  It  is  also  necessary  that  the  rails  of 
the  permanent  way  should  be  connected  in  a  similar  manner,  as  the  ordinary  fish- 
plates give  a  very  uncertain  electrical  contact,  and  the  earth  for  large  currents  is 
altogether  untrustworthy  as  a  conductor,  though  no  doubt  materially  reducing 
the  total  resistance  of  the  circuit.  The  secondary  machine  is  placed  in  the  centre 
of  the  car,  beneath  the  floor,  and  through  intermediate  spur-'gear  drives  by  a  steel 
chain  on  to  one  axle  only.  The  reversing  levers  and  also  the  levers  working  the 
mechanical  brakes  are  connected  to  both  ends  of  the  car,  so  that  the  driver  can 
always  stand  at  the  fi*ont  and  have  uninterrupted  view  of  the  rails,  which  is,  of 
course,  essential  in  the  case  of  a  line  laid  by  the  side  of  the  public  road.  The 
cars  are  first  and  third  class,  some  open  and  some  covered,  and  are  constructed 
to  hold  20  people,  exclusive  of  the  driver. 

Let  us  now  put  in  a  form  suitable  for  calculation,  the  principles  which  Mr. 
Siemens  has  illustrated  in  a  graphic  form,  and  then  show  how  these  principles 
have  been  applied  in  the  present  case.* 

Let  L  be  the  couple  measured  in  foot-pounds,  which  the  dynamo  must  exert 
in  order  to  drive  the  car,  and  w  the  necessary  angular  velocity.  Then  by  the 
theory  of  the  motor  l  and  w  are  constant.  Taking  the  tare  of  the  car  as  50  cwt., 
including  the  weight  of  the  machinery  it  carries,  and  a  load  of  20  people  as  30 
cwt.,  we  have  a  gross  weight  of  4  tons.  Assume  that  the  maximum  rate  required 
is  that  the  car  should  carry  this  load  at  a  speed  of  7  miles  an  hour  on  an  incline 
of  I  to  40.  The  resistance  due  to  gravity  may  be  taken  as  56  lbs.  to  the  ton, 
and  the  frictional  resistance  and  that  due  to  other  causes,  say  14  lbs.  per  ton, 
giving,  at  a  radius  of  14  in.,  a  total  resistance  of  280  lbs.  The  angular  velocity  at 
this  radius  corresponding  to  a  speed  of  7  miles  an  hour  is  84  revolutions  per 
minute.     Hence  L=28oxiJ  =  327  foot-pounds,  and 

2  IT  X  84 
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in  seconds  and  circular  measure,  in  which  the  measure  of  one  revolution  per 
second  is  2  t. 

If  the  dynamo  be  wound  directly  on  the  axle,  it  must  be  designed  to  exert 
the  couple  l  corresponding  to  the  maximum  load  when  revolving  at  an  angular 
velocity  a/,  the  difference  of  potential  between  the  terminals  being  the  available 
E.  M.  F.  of  the  conductor,  and  the  current  the  maximum  the  armature  will  safely 

•  See  the  Electrician  for  April  21,  1883. 
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stand.  But  when  the  dynamo  is  connected  by  intermediate  gear  to  the  driving 
wheels  the  product  of  l  and  w  remains  constant,  although  the  two  factors  may 
be  varied.  In  the  present  case  l  is  diminished  in  the  ratio  of  7  to  i,  and  w 
consequently  increased  in  the  same  ratio.  Hence  the  dynamo  with  its  maxi- 
mum load  must  revolve  at  84  x  7  =  588  revolutions  per  minute,  and  exert  a 
couple  of  327-7-7  =  47  foot-pounds. 

Let  Ej  be  the  potential  of  the  conductor  from  which  the  current  is  drawn 
measured  in  volts,  c  the  current  in  amperes,  and  e  the  e.  m.  f.  of  the  dynamo. 
Then  e  is  proportional  to  the  product  of  the  angular  velocity,  and  a  certain 
{unction  of  the  current.  For  a  velocity  «,  let  this  function  be  denoted  by  / 
(c).     If  the  characteristic  of  the  dynamo  can  be  drawn,  then /(c)  is  known. 

We  have  then 

*  TV 

El  =^ /(C)  (l-) 

If  R  be  the  resistance  in  circuit,  by  Ohm's  law, 


E  -  ^/(C) 


c  = 
And,  therefore. 


E  —  Ej  __  n 


«  (e  -  c  R)  .y. 


Let  a  be  the  efficiency  with  which  the  motor  transforms  electrical  into 
mechanical  energy,  then 


Power  required  =  La/=5aEiC=ac  -/(c). 

Dividing  by  w^ 

^^gc/(c) 


(3.) 


It  must  be  noted  that  l  is  here  measured  in  electrical  measure,  or  adopting 
that  unit  given  by  Dr.  Siemens,  in  the  British  Association  address,  in  joules. 
One  joule  equals  approximately  74  foot-pound.  Equation  (3)  gives  at  once 
an  analytical  proof  of  the  principle,  that  for  a  given  motor  the  current 
depends  on  the  couple,  and  upon  it  alone.  Equation  (2)  shows  that  with 
a  given  load  the  speed  depends  upon  e,  the  electro-motive  force  of  the  main, 
and  R  the  resistance  in  the  circuit.  It  shows  also  the  effect  of  putting  into  the 
circuit  the  resistance  frames  placed  beneath  the  car.  If  r  be  increased  until 
c  R  is  equal  to  e,  then  w  vanishes,  and  the  car  remains  at  rest  If  R  be  still 
further  increased,  Ohm's  law  applies,  and  the  current  diminishes.  Hence, 
suitable  resistances  are,  first,  a  high  resistance  for  diminishing  the  current,  and 
consequently  the  sparking  at  make  and  break ;  and  secondly,  one  or  more 
low  resistances  for  varying  the  speed  of  the  car.  If  the  form  of/  (c)  be  known, 
as  is  the  case  with  a  Siemens  machine.  Equations  (2)  and  (3)  can  be  corn- 
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pletely  solved  for  w  and  c,  giving  the  current  and  speed  in  terms  of  l  e  and  r. 
The  expressions  so  obtained  are  not  without  interest,  and  agree  with  the  results 
of  experiment. 

Telpherage. — ^Another  method  available  for  the  conveyance  of  goods, 
though  not  for  passengers,  is  that  of  suspending  the  carriages  from  small  wheels 
that  run  on  an  elevated  rail,  called  a  Telpher  line,  the  whole  method  being 
called  Telpherage.  The  system  of  Telpherage,  invented  by  the  late  Professor 
Fleeming  Jenkin,  in  conjunction  with  Professors  Ayrton  and  Perry,  has  for  its 
object  the  automatic  electrical  transport,  along  an  overhead  steel .  rope  or  rod, 
of  goods,  such  as  minerals,  ores,  slate,  grain,  roots,  manure,  or,  in  general, 
any  goods  easily  divisible  into  parcels  of  from  2  to  5  cwt.,  at  a  cost  greatly 
less  than  that  of  cartage,  without  driver,  guard,  signalmen,  or  attendants.  The 
conception  of  propelling  by  electricity  a  continuous  stream  of  light  trains  along 
an  elevated  single  rail  or  rope  was  due  to  the  late  Professor  Fleeming  Jenkin ; 
but,  as  he  stated  in  his  introductory  address  at  the  University  of  Edinburgh, 
he  did  not  see  his  way  to  carry  this  conception  into  practice  until  he  read 
the  account  of  the  electrical  railway  exhibited  by  Professors  Ayrton  and  Perry 
at  the  Royal  Institution,  in  1882,  when  the  idea  of  sub-dividing  the  rubbed 
conductor  into  sections,  and  providing  an  absolute  block  for  automatically  pre- 
venting the  electric  trains  running  into  one  another,  was  first  publicly  described. 
A  combination  between  these  three  gentlemen  was  then  effected,  which  led 
ultimately  to  the  formation  of  the  Telpherage  Company,  and  to  the  series  of 
experiments  lasting  for  over  two  years,  on  Telpher  lines  erected  at  Weston,  in 
Hertfordshire,  on  the  estate  of  Mr.  Pryor,  the  chairman  of  the  company. 
Various  devices  were  worked  out,  forming  the  subject  of  patents,  which, 
together  with  the  other  patents  of  Professors  Fleeming  Jenkin,  Ayrton,  and 
Perry  in  Telpherage,  previously  taken  out,  are  possessed  by  the  present  Telpherage 
Company.  An  opportunity  soon  offered  itself  of  putting  the  merits  of  the 
method  to  an  actual  test.  The  Sussex  Portland  Cement  Company  needed  a 
line  for  a  short  distance  at  Glynde,  to  convey  clay  to  the  railway,  and  as,  through 
the  experiments  at  Weston,  matters  had  sufficiently  advanced  for  the  erection  of 
commercial  Telpher  lines,  and  as  a  tramway  or  road  would  have  much  interfered 
with  the  grazing  and  hay-growing  carried  on  in  the  fields  at  Glynde,  and  as,  in 
addition,  these  fields  are  under  water  during  the  winter.  Telpherage  appeared  to 
furnish  the  cheapest  and  most  suitable  mode  of  transfer.  The  line  is  nearly  a 
mile  long,  and  is  composed  of  a  double  set  of  steel  rods,  each  66  feet  long, 
three-quarters  of  an  inch  in  diameter,  and  8  feet  apart,  supported  on  wooden 
posts  standing  about  18  feet  above  the  ground,  as  seen  in  our  illustration 
(Fig.  614),  which  is  from  a  photograph  taken  of  the  line  just  before  it  crosses 
the  stream. 

The  principle  of  action  is  very  simple.  There  are  two  lines  of  way,  an  up 
and  a  down  line,  supported  on  the  cross-head  of  the  posts.  Each  line  is  in 
pieces,  and  alternate  segments  are  insulated.  The  problem  to  be  solved  is  to 
maintain  adjacei:it  segments  at  a  difference  of  potential,  so  that  a  train  touching 
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two  adjacent  pieces  may  receive  a  current  which  will  work  a  motor.  All  the 
insulated  sections  are  electrically  joined  by  cross-over  pieces  at  the  posts,  and 
all  the  uninsulated  sections  are  similarly  joined.  This  gives  an  electrical  system 
of  conductors  represented  diagrammatically  in  Fig.  615,  where  d  represents  a 
dynamo,  by  which  the  two  long  conductors  are  maintained  permanently  at 
diflferent  potentials,  as  indicated  by  the  signs  +  and  —  of  each  section.     The 


Fig.  614.— Glynde  Telpherage  Line. 
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Fig.  615. — Principle  of  the  Line. 

wheels  l  and  t,  insulated  from  their  trucks,  are  joined  by  a  conductor  which 
passes  through  a  motor  m.  A  current  consequently  passes  from  a  -|-  section  to 
a  -7  section  whenever  the  train  l  t  bridges  over  two  sections ;  and  this  will 
always  be  the  case  except  when,  for  a  short  length  of  about  three  inches,  the 
wheels  rest  on  an  insulated  gap-piece  on  the  saddle  of  the  posts.  The  current 
flowing  round  the  motor  drives  a  shaft  at  a  very  high  rate  of  speed ;  1,600 
revolutions  per  minute  is  the  normal  rate  adopted  for  the  line  at  Glynde.  This 
shaft  is  connected  by  suitable  gearing  to  the  driving  wheels  of  the  locomotive, 
which  hauls  along  the  train  at  a  speed  of  about  four  miles  per  hour.     The  train 
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consists  of  a  series  of  trucks,  evenly  and  somewhat  widely  spaced,  so  as  to 
distribute  the  load  uniformly  along  the  suspended  rods.  The  train  is  either  of 
the  length  of  one  span  or  two  spans,  consisting  usually  of  a  locomotive  with  five 
trucks  in  the  first  case,  and  a  locomotive  with  ten  trucks  in  the  second  case. 
This  arrangement  is  adopted  to  neutralise  the  effect  of  the  sag  in  the  line  as  a 
resistance  to  the  motion  of  the  train.  The  initial  source  of  power  is  the  Ruston 
and  Proctor  engine,  formerly  used  in  the  Weston  experiments,  and  controlled  by 
a  Willan  electric  governor ;  this  drives  a  Crompton  6  "  unit "  shunt  -  wound 
dynamo,  d  in  Fig.  615.  The  maximum  difference  of  potential  is  190  volts;  the 
current  for  one  train  is  8  amperes,  two  trains  need  16  amperes,  and  so  on. 

The  next  point  of  interest  to  be  noticed  is  the  behaviour  of  the  motor  at 
different  parts  of  the  line.  The  motors  will  not  receive  equal  currents  at  various 
parts  of  the  line.  They  will  not,  therefore,  unless  otherwise  governed,  develop 
equal  horse-power.  The  current  flowing  through  each  motor  depends  on  three 
magnitudes :  a,  the  electro-motive  force  between  its  terminals  supplied  by  the 
line ;  b,  the  back  electro-motive  force  due  to  the  motor  itself  when  running ;  and 
R,  the  resistance  of  the  motor.  Let  the  current  through  the  motor  be  called  c, 
then 


At  different  parts  of  the  line  a  will  vary,  and  even  at  one  part  of  the  line  a 
will  not  be  constant  unless  the  currents  in  the  line  are  constant,  b  is  nothing 
when  the  train  is  at  rest,  and  increases  as  the  speed  increases. 

If  the  normal  current  be  just  enough  to  drive  the  train,  we  shall  have  too 
little  at  the  far  end  and  too  much  at  the  near  end.  There  are  two  ways  01 
dealing  with  this  difficulty.  As  we  have  said,  b  (the  back  e.  m.  f.  of  the  motor) 
is  only  constant  when  the  speed  is  constant,  but  if  the  train  be  allowed  to 
slacken  speed  b  falls  off.  A  larger  current  will  then  flow  through  the  motor, 
increasing  the  couple  exerted  by  that  motor.  Conversely,  if  the  speed  of  the 
train  is  allowed  to  increase,  the  value  of  b  also  increases  in  almost  direct 
proportion  ;  the  current  through  the  motor  would  diminish,  and  the  effort  made 
by  the  motor  would  also  diminish.  If,  therefore,  the  mechanical  resistance  of 
the  several  trains  were  constant,  and  the  current  allowed  to  distribute  itself 
subject  to  no  special  regulation,  the  near  trains  would  run  a  little  faster  and 
the  far  trains  a  little  slower.  But  we  have  in  addition  to  provide  for  very 
unequal  mechanical  resistance  to  the  haulage  of  the  train  at  different  parts 
of  the  line — the  train  may  be  running  up-hill,  down-hill,  or  on  a  level,  and 
all  varying  gradients  must  be  provided  for  if  we  are  to  work  the  trains 
automatically. 

This  automatic  governing  of  the  speed  of  the  trains  is  effected  in  two  ways — 
first,  there  is  a  governor  attached  to  each  motor,  which  interrupts  the  electric 
circuit,  and  cuts  off  the  power  when  the  speed  is  too  high ;  secondly,  there  is  a 
brake  which  comes  into  action  if  the  speed  increases  still  further. 
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It  is  the  duty  of  the  governor,  shown  in  Fig.  616,  to  distribute  the  power  so 
as  to  solve  this  problem.  The  e.  m.  f.  produced  by  the  dynamo  is  made 
ample  to  provide  a  normal  current  through  all  the  motors,  which,  if  it  flowed 
continuously,  would  do  more  than  the  necessary  work  at  the  normal  speed 
of  the  motor.  The  governor  cuts  off  the  clirrent  from  the  motor  for  larger 
or  shorter  recurrent  intervals  according  as  more  or  less  work  is  required.  Thus 
on  a  moderate  upward  incline  the  current  will  be  on  for  the  whole  time ;  on 
a  steep  downward  incline  it  will  be  wholly  cut  off;  on  a  level  it  will  be  on  for, 
say,  half  the  time,  being  taken  on  and  off,  say,  five  times  per  minute,  for  six 
seconds  on  each  occasion.  In  this  way  the  power  received  can  be  exactly 
fitted  to  the  work  required.    This  result  is  obtained  by  constructing  the  governor 


Fig.  616.— The  Governor. 


SO  that  the  diverging  weights  w  w  are  in  unstable  equilibrium  between  two  stops 
— flying  out  at  about  1,750  revolutions  per  minute,  and  flying  back  at  about 
1,650.  This  is  necessary  to  insure  a  sudden  break  of  considerable  magnitude 
in  the  electric  circuit,  to  prevent  the  formation  of  a  permanent  electric  arc  when 
the  circuit  is  broken.  When  the  circuit  is  closed  the  current  is  conveyed  across 
the  metallic  contact  at  c.  When  the  weights  fly  out  this  contact  is  first  broken, 
but  no  flash  occurs  because  a  connection  of  small  resistance  is  maintained  at  a 
for  a  short  time  between  two  pieces  of  carbon,  or  between  a  rod  of  carbon  and  a 
rod  of  iron,  by  the  rod  which  fits  into  the  tube  at  the  bottom  of  the  apparatus 
being  pressed  outwards  by  a  spring,  and  so  made  to  follow  the  rod,  which  is 
attached  to  the  moving  arm,  for  a  short  distance,  as  the  arm  flies  out  into  the 
dotted  position.  This  contact  at  a  is  next  broken,  with  the  result  of  producing 
a  brilliant  electric  arc  for  a  fiaction  of  a  second,  which  is  harmlessly  employed  in 
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very  slowly  consuming  the  carbon  rod.     This  method  of  regulating  the  powei 
has  been  experimentally  tested  with  complete  success. 

The  brake  is  shown  in  Fig.  617.  It  is  simply  a  pair  of  weights  w  w,  which, 
at  the  limiting  speed,  press  wooden  brake  blocks  b  b  against  a  fixed  rim  c  with 
sufficient  force  to  produce  the  required  friction.  At  lower  speeds  the  springs 
s  s  hold  the  blocks  away  from  the  rim.  Very  light  diverging  weights  are  suffi- 
cient, owing  to  the  high  speed. 

It  is  claimed  that  the  Telpher  line  will  find  its  application  in  all  cases  where 
the  traffic  is  sufficient  to  pay  interest  on  a  small  outlay,  and  is  insufficient  to  pay 
for  the  construction  of  even  the  cheapest  form  of  railway.  By  employing  electricity 
the  following  advantages 
are  gained :  The  road  is 
simpler  and  cheaper,  as 
there  are  no  pulleys  or 
working  parts,  and  no  se- 
cond rope  is  required ;  the 
maintenance  is  cheaper; 
there  is  nothing  to  oil,  and 
no  working  parts  to  wear 
out ;  the  direction  of  the 
electrical  road  can  be 
changed  as  often  as  is 
desirable,  so  as  to  follow 
a  winding  direction,  an 
object  difficult  of  attain- 
ment even  to  a  moderate 
extent  with  rope  haulage ; 
the  gradients  in  the  elec- 
trical road  may  be  as  heavy 
as  one  in  eight,  and  these 
gradients  may  vary  as  fire- 
quently  as  is  desired,  which 
is  not  possible,  except  with 
complicated  arrangements, 
in  rope  haulage ;  finally,  the  power  required  will  be  less,  except  in  the  simplest 
cases  of  rope  haulage.  In  addition,  the  electric  power  can  easily  be  "  tapped  " 
anywhere  along  the  line,  and  used  for  working  agricultural  or  other  machinery 
simultaneously  with  the  propulsion  of  the  Telpher  trains. 

As  compared  with  light  steam  railways,  the  Telpher  lines  have  the  following 
advantages :  They  are  cheaper,  requiring  less  metal  than  the  lightest  rails.  No 
earthworks,  bridges,  culverts,  drains,  or  fences  are  required  No  land  need  be 
purchased.  Much  sharper  curves  can  be  employed.  No  attendant  is*  required 
to  accompany  the  trains.  Telpher  lines  crossing  a  &nn  will  not  materially 
interfere  with  the  cultivation  of  the  land. 


Fig.  617.— The  Brake. 
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Mine  Railways. — As  the  electric  transmission  of  power  is  likely  to 
become  of  great  importance  in  mines,  tunnels,  etc.,  we  will  next  describe 
the  mine  railway  at  2^ukerode,  Saxony.  This  line  has  a  length  of  700  metres, 
and  is  260  metres  under  the  surface  of  the  earth.  The  electric  locomotive 
moves  with  a  velocity  of  about  12  kilometres  per  hour,  carrying  a  load  of 
8,000  kilogrammes  in  10  carriages.  The  locomotive  constructed  by  Siemens  and 
Halske,  shown  in  Fig.  618,  has  a  length  of  2*4  metres,  a  height  of  i  metre,  and 


Fig.  618.— Mine  Locomotive. 

a  breadth  of  only  80  centimetres.  It  weighs  1,550  kilogrammes.  The  gauge 
is  only  56*6  centimetres  wide.  The  rotation  of  the  armature  is  transmitted  to 
the  wheels  of  the  locomotive.  A  dynamo-electric  machine,  which  is  driven  by  a 
small  cylindrical  steam-engine,  is  placed  outside  the  pit  for  the  generation  of 
the  current.  The  current  is  conveyed  by  means  of  a  cable  to  the  T-shaped  iron 
rails  fastened  to  the  ceiling  of  the  gallery,  and  a  contact  carriage,  which  slides  upon 
the  T-shaped  rails,  conveys  the  current  to  the  secondary  or  locomotive  machine. 
The  driver  can  make  the  machine  go  backwards  or  forwards  by  turning  a  lever. 
In  the  same  pit  a  ventilator  is  in  use,  which  is  also  worked  by  electricity. 

An  dectric  railway  for  the  HohenzoUem  mine,  near  Benthen,  has  also  been 
constructed  by  Siemens  and  Halske,  and  the  use  of  such  lines  in  mines  appears 
likely  to  extend. 
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MISCELLANEOUS    INDUSTRIAL    APPLICATIONS. 

Boring  Machines. — The  utilisation  of  a  flow  of  water  for  obtaining  power 
for  mining  and  tunnelling  had  been  resorted  to  before  electricity  had  furnished  a 
means  of  transmission ;  so  that  on  the  perfection  of  electro-motive  machines,  the 
latter  were  at  once  applied  for  the  conveyance  of  the  power  to  the  points  of 
operation.  During  the  construction  of  the  St.  Gothard  Tunnel,  the  fall  of  the 
river  Reuss  was  utilised  in  the  following  way  :  About  a  hundred  paces  from  the 
mouth  of  the  tunnel  at  Goschenen,  turbines  of  i,ooo  to  1,200  horse-power  were 
worked  for  compressing  air ;  which  was  conducted  through  a  system  of  pipes, 
prolonged  as  the  work  advanced,  to  the  boring  machine.  The  greater  the 
distance  at  which  the  borer  operated,  the  less  the  yield  of  energy  by  the 
condensers.  The  reservoir  of  air  compressed  to  seven  atmospheres  pressure 
returned  70  per  cent,  of  the  energy  expended  on  it ;  a  locomotive  worked  with 
compressed  air  returned  23  per  cent;  but  the  boring  machine  returned  only  from 
four  to  eight  per  cent,  of  the  energy. 

Boring  machines  may  be  divided  into  percussion  machines  and  rotation 
machines.  A  machine  on  the  first  principle,  worked  by  electricity,  has  been 
constructed  by  Siemens,  and  a  rotation  boring  machine  has  been  constructed  by 
Taverdon. 

Taverdon's  Electric  Rock- Borer. — For  borings  in  hard  rocks,  by  the 
rotation  machines,  as  a  rule,  diamonds  are  fixed  in  the  borer,  because  steel  points 
are  not  sufficiently  durable.  Leschot's  front  piece,  for  instance,  consists  of  an  iron 
tube  having  eight  black  diamonds,  of  whiph  there  are  four  fastened  to  the  inside, 
and  four  to  the  outside.  Taverdon  solders  the  diamonds,  and  coats  them  with 
a  layer  of  copper  for  the  purpose.  The  borer  is  worked  by  electricity,  as  shown 
in  Fig.  619.  The  boring  machine  and  the  motor  are  arranged  upon  separate 
frames  on  wheels.  The  borer  is  fastened  to  a  nozzle,  which  can  be  moved 
along  the  bar  to  which  it  is  fastened.  The  front  piece  is  made  to  rotate 
by  means  of  pulleys,  arranged  as  shown  in  Fig.  620.  The  driving  rope 
a  a  is  not  taken  direct  over  the  pulley  ^,  which  turns  the  borer,  but  has  first 
to  go  over  b  b\  an  arrangement  which  allows  the  borer  to  be  turned  without 
disarranging  the  driving  rope.  As  motor  or  secondary  machine,  a  Gramme 
machine  is  used,  which  has  also  to  work  a  pump.  Upon  the  same  frame  a 
vessel  is  placed  which  conveys  water  under  pressure  to  the  holes  in  order  to 
wash  away  the  loose  sand. 

Electric  Punches. — The  electric  punch,  by  Deprez,  is  shown  in  Fig.  621. 
It  consists,  as  it  were,  of  a  drawn-out  Gramme  ring,  in  which  the  iron  cylinder  is 
movable,  a  b  consists  of  80  flat  solenoids  or  coils,  about  one  centimetre  thick, 
which  are  connected  under  each  other  and  with  the  commutator  in  the  same 
way  as  in  a  Gramme  ring.  The  metal  contact-pieces  e  d  can  be  made  to  slide 
over  the  metal  strips  G  f  of  the  commutator,  by  means  of  the  handle  h  i.  The 
strip  E  can  make  any  angle  with  d,  and  can  be  fixed  in  this  position  by  means  of 
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a  screw.  If,  for  instance,  between  e  and  d  there  are  ten  contact  strips,  the 
current  will  pass  through  the  corresponding  ten  solenoids  or  coils.  If  the 
current  is  sufficiently  strong,  the  iron  cylinder  inside  the  solenoids  will  be 
suspended,  and  the  cylinder  will  then  move  up  or  down,  according  to  the 
direction  in  which  the  commutator  is  turned.  Deprez  has  also  constructed  a 
punch,  the  iron  core  of  which  weighs  23  kilogrammes,  giving  an  effect  of  70 


Fig.  620.— Taverdon's  Rock-Borer. 


Fig.  621, — Deprcz*s  Punch. 


kilogrammes  when  a  current  of  43  amperes  circulates  through  15  coils.  The 
current  in  the  apparatus  never  varies  in  strength  or  direction,  and  the  magnetism 
in  the  iron  core  also  remains  unaltered. 

Electric  Lifts. — The  electric  transmission  of  power  is  of  great  advantage 
for  lifts^  cranes^  &c.  In  illustration  of  this,  Uppenbom  points  out  that  at  the 
Central  Station,  Hanover,  there  are  several  hydraulic  lifts,  each  of  which  requires 
no  more  than  two  h.  p.  For  charging  the  hydraulic  accumulators  a  40  h.  p. 
steam-pump,  however,  is  required.  As  a  rule,  only  two  lifts  are  used  at  a  time. 
If  electric  lifts,  instead  of  the  hydraulic  lifts,  had  been  chosen,  a  6  h.  p.  steam  or 
gas  engine  would  have  sufficed,  and  the  apparatus  and  working  would  have  cost 
considerably  less.  Similarly,  Hospitalier  pointed  out  that  by  using  hydraulic 
pressiu-e  for  the  working  of  cranes,  there  are  certain  disadvantages  which  might 
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be  avoided  by  using  electricity.     At  Marseilles,  for  instance,  a  steam-engine 
pumps  water  under  a  pressure  of  55  atmospheres  into  a  reservoir,  from  which  the 

several  cranes  are  fed,  causing  a  loss  of 
II    1 11  ^f  H  I  nil  about  50  per  cent,  of  energy,  due  to  fric- 

f  1  B!       ^       r  ■  I  III  tJQn,  leakage,  &c.     This  loss,  however, 

may  increase  to  80  per  cent.,  as  shown 
in  the  following  case: — If  a  crane, 
whose  maximum  strength  is  2,000  kilo- 
grammes, has  to  lift  this  weight  4  metres 
high,  the  water  pressure  used  will  corre- 
spond to  a  work  effect  of  2,000x4= 
8,000  kilogramme-metres;  but  if  the 
crane  has  to  lift  only  500  kilogrammes, 
the  work  effect  will  be  500x4=2,000 
kilogramme-metres.  But  whatever  the 
weight  lifted  may  be,  the  construction 
of  the  hydraulic  lift  requires  the  use 
of  the  same  quantity  of  water  for  the 
same  elevation.  In  both  cases  the 
same  quantity  of  water  is  required 
under  the  same  pressure,  and  therefore 
assuming  50  per  cent,  to  be  lost  in 
overcoming  friction  and  other  resist- 
ances in  the  second  case,  only  i2i  per 
cent,  of  the  original  energy  has  been 
utilised.  Now  an  electric  motor  makes 
demands  on  the  source  that  supplies  it 
in  proportion  only  to  tJu  work  it  is 
called  on  to  perform.  By  using  elec- 
tricity, the  secondary  machine  reacts 
upon  the  primary  by  producing  oppo- 
sition currents,  and  if  the  secondary 
machine  has  to  do  less  work  it  will 
rotate  more  quickly,  and  generate  a 
more  powerful  opposition  current.  The 
current  in  the  total  circuit  therefore  di- 
minishes, and  the  primary  machine  re- 
quires less  expenditure  of  energy.  The 
reverse  takies  place  when  the  secondary 
machine  has  to  do  considerable  work. 
Hospitalier  concludes  that  to  realise  the  idea  we  have  only  to  consider  how 
to  produce  the  current  for  the  purpose,  and  how  to  convey  the  current  to  a 
number  of  the  branches,  so  that  the  currents  that  traverse  the  different  branches 
may  vary  with  the  requirements  of  the  machines  that  are  included  in  them.  With 


Fig.  622.— Electric  Lift. 
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the  invention  of  the  compound  machine,  we  believe  this  is  no  longer  difficult.  A 
lift  was  exhibited  for  the  first  time  at  Mannheim,  in  1880,  by  the  firm  of  Siemens 
and  Halske;  and  a  second  lift  was  worked  during  the  Exhibition  at  Paris.  Under- 
neath the  lift,  which  is  intended  for  carrying  persons,  is  a  dynamo-electric  machine 
A,  Fig.  622,  the  axis  of  rotation  of  which  is  placed  vertically,  and  has  an  endless 
screw  on  one  side,  by  means  of  which  the  wheels  b  b  and  c  c'  are  set  in 
motion.  The  teeth  of  the  latter  catch  into  the  cross-pieces  of  the  ladder  d  d. 
E  e'  are  guiding  pulleys,  connected  with  the  commutator  by  means  .of  a  lever, 
so  arranged  that  the  current  can  be  caused  to  flow  through  the  secondary 
machine  in  either  direction,  or  may  be  entirely  interrupted,     p  p  are  counter- 


Fig.  624. — Electric  Plough. 

weights,  which  slide  along  the  guiding  bars  G  h.  The  wire  ropes  to  which 
these  counter-weights  are  fastened  also  convey  the  current  The  lift  is  prevented 
by  mechanical  contrivances  from  rushing  suddenly  up  or  down,  even  if  the  ropes 
should  break  or  the  current  be  interrupted. 

Fig.  623  represents  an  elevator  used  in  the  Sugar  Factory  of  Sermai^e,  in  the 
Department  of  Mame.  The  engineers,  Chretien  and  Felix,  applied  the  electric 
transmission  of  power,  by  utilising  an  almost  unused  steam-engine  and  the 
machines  for  lighting.  The  greater  portion  of  the  beetroot  consumed  in  this 
establishment  is  unloaded  at  the  harbour  of  Sermaize,  about  roo  metres  from 
the  factory.  Formerly  the  unloading  was  done  by  hand,  but  for  about  five  years 
the  electric  elevator  has  been  made  use  of,  and  has  effected  a  saving  of  about 
40  per  cent.  The  elevator  represents  a  kind  of  dredging  engine,  shown  in  the 
figure.  For  the  motion  of  the  drums  and  chains  two  Gramme  machines  are  used, 
of  which  one,  the  primary,  is  placed  at  the  factory,  and  driven  by  the  steam- 
engine  ;  and  the  other,  the  secondary  machine,  is  fastened  to  the  framework  of 
the  elevator. 
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The  Electric  Plough. — The  steam-engine  has  also  been  used  for  working 
an  electric  plough.  Two  Gramme  machines  are  placed  upon  frames  on  wheels, 
one  frame  being  placed  at  one  end  of  the  field,  the  other  frame  at  the  other  end. 
By  means  of  wire  ropes  winding  and  unwinding  round  drums  the  plough  is  drawn 
across  the  field.  Figs.  624  and  625  represent  these  motors.  Upon  the  iron  fi^mes 
are  the  two  Gramme  machines  g  g,  suspended  about  the  horizontal  axes  a  a.  The 
axes  of  rotation  of  the  two  Gramme  machines  carry  friction  discs  at  their  two 
ends,  and  are,  along  with  these  discs,  pressed  against  the  large  friction  wheels 
R  R,  by  means  of  a  connecting  rod  f.  The  friction  wheels  r  r  transmit  their 
rotation  by  means  of  the  wheels  z  z  to  the  rope-drum  s.     By  adjusting  conical 


Fig.  625.— Electric  Plough. 

wheels,  the  rotation  of  the  Gramme  machines  can  also  be  transmitted  to  the 
wheels  of  the  frame  by  means  of  the  chain  k.  The  rope-drum  in  this  case 
would  not  be  made  to  rotate,  but  the  whole  would  be  made  to  move  in  one 
or  the  other  direction.  The  current  for  the  secondary  machine,  placed  upon  the 
carriage  as  already  described,  is  furnished  by  primary  machines  placed  under 
cover,  and  driven  by  the  stationary  steam-engine. 

Electric  Brakes. — Many  proposals  have  been  made  to  use  electric 
currents  for  stopping  railway  trains.  Achard  has  made  the  electric  brake  his 
especial  study,  and  L.  Regray  has  given  detailed  descriptions  of  the  experiments 
made  with  electric  brakes  by  the  French  Eastern  Railway  Company,  in  La 
Lumi}re  Alectrique^  1883.  To  convey  an  idea  of  this  application  of  the  currents 
we  will  give  a  description  of  one  of  the  arrangements.  The  construction  of  the 
electro-magnet,  which  sets  the  brake  in  action,  is  shown  in  Fig.  626.  To  the 
axis  c  c\  which  moves  in  the  supports  t  t,  the  electro-magnet,  with  its  shoes  //*, 
is  fastened  upon  brass  pieces  a  and  b.  The  ends  e  of  its  coils  pass  through  bores 
in  the  axis  c  c'  to  the  contact-pieces  gg\     A  Gramme  machine  is  used  as  the 
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source  of  electricity,  and,  together  with  its  motor,  a  Brotherhood  machine,  is 
placed  on  the  locomotive.  The  arrangement  and  the  manner  of  working  of  the 
magnet  may  be  seen  from  Fig.  627.  The  supports  t,  in  which  the  magnet  m 
hangs,  in  front  of  the  carriage  axis  a,  are  fastened  to  joints.  When  a  current 
is  sent  through  the  magnet  the  shoes  become  powerfully  magnetised,  and  the 


Fig.  626.— Electric  Brake. 


Fig.  627.— Electric  Brake. 

magnet  will  move  towards  the  axis  and  stick  to  it ;  the  magnet  will  now  have  to 
rotate,  winding  the  chain  k  over  the  pulley  r,  and  causing,  with  the  help  of 
connecting  rods  c  c,  the  brakes  b  b  to  press  against  the  wheels  of  the  carriage. 
By  means  of  springs  the  brakes  can  be  removed  from  the  wheels  when  desired. 

SMALL  ELECTRO-MOTORS  AND  THEIR  APPLICATIONS. 

By  small  electro-motors  are  meant  those  which  do  not  yield  more  energy  than 
10  second-kilogramme-metres.  Fig.  628  shows  such  a  motor  constructed  by 
Deprez.  This  motor  is  a  Siemens  machine  (compare  Fig.  218),  in  which  the 
cylindrical  armature  is  parallel  to  the  arms  of  the  electro-magnets.  This  motor 
may  also  be  used  as  a  generator  of  electricity ;  and,  when  so  used,  has  the  effect 
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of  three  Bunsen  elements.  When  he  used  the  machine  as  a  motor,  driven  by  an 
element  of  0*04  second-metre-kilogramme,  Deprez  obtained  the  following  results  : 

Elements        23  4  5  8 

Second-metre-kilogramme 0*2        0*45        075         vi         v^ 

The  magnets  of  this  model  were  145  millimetres  long,  the  poles  of  which  were 
33  millimetres  distant  from  each  other.  The  armature  had  a  length  of  60  and 
a  diameter  of  32  millimetres,  and  the  whole  apparatus  weighed  2*85  kilogrammes. 
This  motor  was  used  during  the  Exhibition  at  Paris  for  the  working  of  sewing- 
machines,  with  Deprez's  system  for  the  distribution  of  the  current 


Fig.  628.— Deprez's  Small  Motor. 

The  motor  by  Trouv^  also  represents  a  small  Siemens  machine.  The 
coil  c,  Fig.  629,  is  fastened  upon  a  frame  e,  and  has  two  pole-plates  a  a  bent 
upwards.  Between  these  a  Siemens  armature  rotates.  The  current  is  conveyed 
through  the  screws  f  and  h  ;  at  the  opposite  end  a  small  fly-wheel  is  fastened 
to  transmit  the  motion  of  the  armature  to  other  instruments.  The  armature 
here  has  spiral-shaped  pole  surfaces,  to  avoid  the  dead  points  during  the 
rotation.  Trouv^'s  motor  may  be  used  for  driving  a  sewing-machine,  a  bicycle, 
or  a  small  boat,  the  current  of  some  chromic  acid  elements  being  allowed  to 
pass  through  its  coils.  The  arrangement  of  the  motor  for  driving  a  boat  is 
f  hown  in  Fig.  630. 

Griscom's  motor  in  Fig.  631  is  used  for  working  a  sewing-machine.  Fig.  632 
shows  a  section  of  the  same.  The  cylindrical  armature  a  a  is  surrounded  by 
the  tube-shaped  electro-magnet  e  e,  which  has  its  poles  at  n  and  s.  A  change 
in  the  direction  of  the  current  is  brought  about  by  the  commutator  c  every 
half-revolution.  The  current  coming  from  the  battery  b  passes  through  the 
contact  spring  /*,  and  the  left  commutator  segment,  into  the  coils  of  the 
armature;  from  here  through  the  right-hand   commutator  segment,  and  the 
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contact  spring  /,  into  the  coils  of  the  electro-magnets  e  e,  and  then  back  again 
to  the  battery.  If  the  armature,  owing  to  the  attraction  of  dissimilar,  and 
repulsion  of  similar  poles,  has  approached  the  line  xy^  at  the  same  time  a 
change  of  the  current  takes  place  in  consequence  of  the  turning  of  the  com- 
mutator, and  with  it  a  change  of  polarity,  which  causes  the  armature  to  continue 
its  rotation  in  the  same  direction.     Griscom's  motor  has  a  length  of  about  10 


Fig.  629. — Trouve's  Small  Motor. 


Fig-  630.— Trouvfi's  Propeller. 

centimetres,  and  weighs  1,150  grammes.  A  chromate  of  potassium  battery  of 
six  elements  is  used.  To  make  the  motor  go  faster  or  slower,  the  plates  are 
dipped  into  the  fluid  deeper,  or  are  lifted  out  by  means  of  a  lever,  which  has 
a  treadle  at  the  end,  so  that  the  person  at  the  machine  can  regulate  the  speed 
with  the  foot. 

All  the  machines  we  have  yet  considered  have  a  Siemens  armature ;  all  their 
armatures,  therefore,  will  have  to  undergo  a  change  of  polarity  twice  for  every 
revolution.  Now,  as  the  rotation  has  to  be  very  rapid,  the  change  of  poles 
has  to  take  place  in  rapid  succession ;  and  in  this  feature  lies  the  chief  defect 
of  this  kind  of  machine.  The  soft  iron,  as  we  have  seen  in  preceding  pages, 
requires  a  certain  time  for  altering  its  magnetic  condition ;  therefore,  during  the 
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rapid  rotation  of  the  armature,  the  iron  will  still  possess  one  kind  of  polarity, 
when  the  current  in  the  surrounding  coils  has  already  changed  its  direction, 


^i|iHillHrf.MII|lHllillilllMI>MII|: 

Fig.  633.— Borel*8  Motor. 


and  is  trying  to  polarise  the  iron  in  the  opposite  direction.  The  result  is  that 
a  portion  of  the  current  will  be  used  for  destroying  the  previous  polarity, 
and  only  the  remainder  will  be  available  for  polarising  the  iron.  The  motors 
by  Biirgin,  Borel,  and  Jablochkoff  are  free  from  these  drawbacks,  as  no  change 
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of  pole  in  the  iron  takes  place  in  them.  The  first  two  are,  in  principle,  mas- 
sively constructed  galvanometers,  and  behave  in  the  same  manner  as  these 
instruments.  If  a  needle  be  hung  within  a  coil,  through  which  a  current  is 
passing,  the  needle  will  turn  until  it  stands  across  the  direction  of  the  coil. 


Fig.  634. — Biirgln's  Moior. 


Fig.  635.— Jablochkofif's  Ecliptic  Motor. 

The  north  pole  of  the  needle  will  move  towards  that  side  of  the  coil  on  which 
the  electric  current  flows  in  the  same  direction  as  the  hands  of  a  watch.  If 
now,  when  the  needle  has  this  position,  the  current  be  changed  in  direction, 
the  needle  will  turn  through  180",  so  that  the  north  pole  of  the  needle  and 
the  south  pole  of  the  coil  will  again  face  each  other.  In  Fig.  633  it  is  shoi^Ti 
how  this  principle  has  been  utilised  by  Borel  for  the  construction  of  an 
electro-motor.     The   needle  here  is  replaced  by  an  iron  core,  which  turns  in 
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a  coii,  and  by  means  of  a  commutator  this  causes  a  continued  oscillation  of 
the  current  in  the  coil. 

The  motor  by  Burgin,  which  is  constructed  on  the  same  principle,  is 
shown  in  Fig.  634.  The  iron  core  b,  fastened  upon  a  horizontal  axis,  has 
wire  M  M  coiled  round  it,  so  as  to  appear  spherically  shaped  at  its  outer  surface. 
A  spherical  case,  round  which  also  wire  is  wound,  covers  the  iron  core  and 
its  wire  coil.  The  commutator,  which  is  fastened  to  the  axis  of  rotation  of  the 
electro-magnet  mbm,  causes  at  every  half- revolution  of  the  electro-magnet  a 
change  in  the  direction  of  current  in  the  outer  turns  of  wire,  bringing  about 
in  this  manner  a  continued  rotation.  The  motion  is  very  rapid,  as  there  is  in 
the  whole  machine  no  change  of  magnetism  that  might  oppose  the  rotation. 


Fig.  636.— The  Electric  Letter- Post. 

The  motor  fecitpitque,  by  Jablochkoff,  is  shown  in  Fig.  635.  It  consists 
of  a  fixed  coil  arranged  vertically,  and  another  coil  which  moves  about  a 
horizontal  axis.  The  angle  of  inclination  of  the  movable  coil  is  determined 
by  experiment,  and  depends  partly  upon  the  purpose  for  which  the  machine 
is  intended.  This  coil  is  wound  upon  a  core  of  soft  iron,  having  circular 
discs  of  the  same  material  on  the  sides.  These  discs  form  the  poles  of  a 
short  magnet  when  a  current  flows  through  the  coil.  The  fixed  coil  contains 
no  iron,  but  is  wound  upon  a  copper  frame.  The  current  is  conveyed  by 
means  of  a  commutator,  which  forms  part  of  the  axis  of  rotation  of  the  movable 
coil,  and  two  brushes,  so  that  the  direction  of  the  current  in  the  movable 
coil  remains  constant,  whilst  in  the  fixed  coil  it  changes  at  every  half-revolution. 
Jablochkoffs  motor  may  also  be  used  as  a  generator  of  electricity. 

A  Parcels  Railway. — It  has  been  proposed  to  use  small  electric  railways 
for  the  conveying  of  letters  in  large  towns ;  they  would  take  the  place  of  the 
pneumatic  letter-post,  and  would  be  considerably  less  expensive  than  the  latter. 
The  pneumatic  post  in  Paris,  for  instance,  requires  120  horse-power,  while  it 
is  thought  that  12  horse-power  would  be  sufficient  for  an  electric  installatioa 
A  letter -post,  as  devised  by  Siemens,  is  shown  in  Fig.  636.      The  electro- 
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Edison's  Electric  Pen. 


locomotive  is  a  frame  on  wheels,  which  carries  a  very  small  Siemens  machine 
of  ordinary  construction.  The  current  from  the  generator  passes  along  one 
rail  to  the  wheel  of  this  locomotive,  then  through  the  motor,  and  back  by  the 
other  rail. 

Edison's  Electric  Pen. — ^The  smallest  electro-motors  are  those  used  for 
the  electric  pen   by  Edison,  in   Fig.  637.     The  pen   is   used   to  perforate   a 

sheet  of  paper,  which  can  be 
used  as  a  stencil-sheet  to  print 
from.     The  machine  is  4  centi- 
metres high  and  2  centimetres 
wide.     The  electro-magnet  e  e 
is  fixed   to   the   frame  a  a;  r 
is  a  little  fly-wheel,  the  ends  of 
whose  axis  rest  in  b  and  d,     r, 
which  rotates  immediately  be- 
fore the  poles    of  the   electro- 
magnet E,  has  a  bar  magnet  n  s, 
arranged  as  shown  in  the  figure. 
Upon   the  axis  b  </,  the   com- 
mutator c  is  fastened  in  such 
a  way  that  the  direction  of  cur- 
rents sent  through  the  coils  of  the  electro-magnet  changes  twice 
for  every  full  revolution  of  the  wheel.     The  connection  between 
the  coils  and  battery  wires  is  brought  about  by  means  of  clamps, 
at  p  and  /'.     One  of  these  clamps  is  connected  with  the  com- 
mutator by  means  of  the   spring  /,  and   its  position   can   be 
regulated  by  the  screw  /.     The  shaft  b  d  has  a  treadle-shaped 
crank,  which  actuates  the  end  of  the  rod  s  j,  causing  an  up-and- 
down  movement  of  the  rod  when  rotating.     The  needle  n  is 
fastened  to  the  end  of  the  rod,  and  passes  through  a  tube  f, 
which  forms  the  pen-holder,  and  can  be  screwed  to  the  frame 
at  xy.     When  a  current  passes  through  the  coils  of  the  electro- 
t  mngUL't,  the  latter  attracts  the  bar  magnet,  causing  the  wheel  to 

turn  in  a  certain  direction.  When,  in  consequence  of  this  motion,  dissimilar 
poles  stand  opposite  each  other,  the  commutator  interrupts  the  current  in  the 
electro- magnet,  and  the  wheel  continues  its  motion ;  the  commutator  again 
makes  contact;  and  the  currents  flow  now  round  the  electro-magnet  in  the 
opposite  direction,  and  the  polarity  will  be  changed,  so  that  now  similar  poles — 
for  instance,  n  of  the  bar  magnet  and  n  of  the  electro — are  near  each  other. 
Repulsion  will  take  place  now,  and  will  urge  the  wheel  to  continue  its  rotation. 
The  wheel  makes  sixty-five  revolutions  per  second,  during  which  it  lifts  the 
needle  up  and  down  about  130  times.  When  used  the  pen  ought  to  be  held 
vertical  From  the  drawing  or  writing  thus  produced  4,000  or  5,000  copies 
may  be  taken  by  placing  paper  under  the  stencil-sheet,  and  going  over  it  with 
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an  ink  roller.     A  small  two-element  potassium  chromate  battery  supplies  the 
current. 

The  Phonic  Wheel.— r^^  Phonic  Wheel,  by  Paul  La  Cour  (Fig.  638), 
IS  distinguished  for  its  steady  and  uniform  motion.  A  toothed  wheel  of  soft 
iron  rotates  past  one  of  the  poles  of  a  straight  electro-magnet,  so  placed  that 


Fig.  638— The  Phonic  Wheel. 


Fig'  639. — La  Cour's  Tuning- Fork  Apparatus. 


the  teeth  do  not  touch  the  magnet-pole.  If  a  series  of  currents  be  allowed 
to  pass  at  regular  intervals  through  the  coils  of  the  electro-magnet,  the  wheel 
will  receive  a  series  of  impulses  which  bring  about  a  rotation  of  great  regularity. 
The  rate  of  motion  of  this  wheel  depends  upon  the  number  of  current  impulses 
given  to  it,  and  the  width  and  number  of  teeth  in  the  wheel  itself.  La  Cour 
causes  the  continued  impulses,  or  rather  the  vibrating  current,  by  means  of  a 
tuning-fork.  The  tuning-fork  for  this  purpose  is  placed  horizontally  between 
the  poles  of  a  horse-shoe  electro-magnet  in  Fig.  639.  Platinum  contacts  are 
fastened  between  the  arms,  so  as  to  close  the  circuit  of  a  battery  when  the 
c  c 
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fork  is  at  rest.  The  electromagnet  which  is  in  the  same  circuit  will  now  be 
induced,  attracting  the  arms  of  the  fork ;  at  the  moment  when  the  arms  begin 
to  move  outwards  contact  is  broken,  and  the  magnetic  attraction  ceases,  so 
that  the  arms  swing  back  into  their  original  position  and  close  the  circuit  again. 
It  is  clear  that  a  continued  breaking  and  making  of  current  alternately  takes 
place,  and  that  the  fork  consequently  vibrates.  The  tuning-fork  can  give  only 
the  one  sound — that  is  to  say,  it  can  vibrate  only  at  the  same  rate.  It  follows, 
therefore,  that  the  current  flowing  through  the  circuit  will  always  pass  with 
the  same  regularity  and  velocity.  La  Cour  calls  such  a  current  a  phono-electric 
current.  To  increase  the  uniformity  of  rotation,  the  wheel  has  a  wooden  box 
fastened  to  it  containing  mercury,  which  serves  the  purpose  of  a  fly-wheel. 

As  the  velocity  only  depends  upon  the  phono-electric  current  and  the 
breadth  and  number  of  teeth  in  the  wheel,  it  follows  that  all  such  wheels  of 
the  same  size  and  number  of  teeth  must  rotate  with  the  same  velocity  when 
one  and  the  same  phono-electric  current  passes.  By  means  of  the  phonic 
wheel  synchronism  may  be  obtained  between  two  or  more  pieces  of  apparatus, 
such  as  clocks. 

Comparison  of  Heat  and  Electricity. — We  will  conclude  this  section 
with  a  brief  examination  of  the  difference  between  heat  and  electricity  as  regards 
their  modes  of  mechanical  action  and  availability  for  producing  motive-power. 
Heat  acts  by  expansion  of  volume  (which  is  necessarily  a  wasteful  principle), 
while  electricity  operates  by  attraction  and  repulsion — a  mode  that  is  subject  10 
no  greater  loss  of  effect  than  attends  the  action  of  gravity  in  a  hydraulic  machine. 
If,  then,  we  could  only  produce  electricity  with  the  same  facility  and  economy  as 
heat,  the  gain  would  be  enormous ;  but,  at  present,  the  cheapest  way  of  generating 
electricity  is  by  the  dynamic  process.  Instead  of  beginning  with  electricity  to 
produce  power,  we  have  at  present  to  begin  with  power  to  produce  electricity. 
We  know  of  no  source  from  which  we  can  obtain  a  supply  of  electricity  sufficiently 
cheap  and  abundant  to  enable  it  to  take  the  place  of  heat  as  a  motive-energy. 
We  obtain  the  supply  of  heat  from  combustion,  or  the  consumption  of  fuel  in  its 
union  with  oxygen,  and  we  probably  cannot  expect  to  find  other  bodies  capable 
of  yielding  energy  by  a  cheaper  process.  We  cannot  get  energy  of  affinity  where 
affinity  has  been  already  satisfied,  and  the  bodies  composing  the  mass  of  our 
globe  are  in  combination  already.  We  might  as  well  try  to  make  fires  of  ashes, 
as  to  use  such  bodies  over  again  as  sources  of  either  heat  or  electricity.  The 
only  abundant  substances  in  nature  possessing  strong  unsatisfied  afiSnities  are 
organic  bodies  and  coal.  Until  some  means  be  found  of  making  the  combustion 
of  coal  available  for  producing  electricity  directly,  we  cannot  hope  to  obtain 
electricity  at  such  a  cost  as  to  supplant  heat  as  a  motive-agent.  It  is,  therefore, 
as  secondary  motors  (for  the  transmission  of  power),  and  not  as  primary  motors, 
that  we  may  expect  electric  engines  to  play  a  more  important  part  in  the  future. 
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THE  TELEPHONE, 

Reis's  Telephone. — It  was  discovered  by  Page,  in  1857,  that  an  iron  bar, 
when  magnetised  and  demagnetised  at  short  intervals,  emits  sounds;  and  on 
the  basis  of  this  experimtnt  Philip  Rds  constrtjcted  his  first  telephone-  Philip 
Reis  was  bom  on  the  7th  of  January,  1834  ;  he  received  a  good  elementary 
education,  and  entered  a  business-house  when  16  years  of  age,  but  for  some  years 


Fig.  640. — Reis's  Tdcphone, 

devoted  his  leisure  time  to  the  study  of  mathematics,  chemistry,  and  physics, 
attending  lectures  delivered  at  the  commercial  institute.  He  left  business,  how- 
ever, and  entered  Dr.  Poppe's  establishment  at  Frankfurt,  to  qualify  himself  for  a 
teacher.  The  first  apparatus  made  by  Reis,  according  to  Dr.  Messel,  consisted  of 
a  beer-barrel,  in  the  bung-hole  of  which  a  small  cone  was  placed,  covered  at  its 
smaller  end  with  an  animal  membrane,  upon  which  a  small  platinum  strip  or  wire 
was  fastened  by  means  of  sealing-wax.  The  receiver  consisted  of  a  violin,  upon 
which  a  knitting' needle,  having  a  coil  wound  round  it,  was  fastened.  The  re- 
ceiver was  afterwards  made  in  the  form  of  the  human  ear  (Fig.  640),  Here  the 
platinum  wire  /  was  fastened  to  the  membrane  m,  and  to  the  spring  R,  by  means 
of  sealing  wax,  and  a  platinum  contact  l  was  placed  opposite  /  A  screw  v 
adjusted  the  spring.  The  wires  p  p'  connected  the  apparatus  with  the  batter}'. 
When  sound-waves  made  the  membrane  M  vibrate,  the  circuit  p/lr  and  p' 
was  made  when  /  ana  L  touched  each  other^  and  broken  when  they  parted. 
The  last  modification  of  the  a]jparatus  is  shown  in  Fig.  641.     It  consists  of  three 
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parts,  A  (the  sender),  b  (the  battery),  c  (the  receiver).  These  three  portions 
are  connected  with  each  other  by  means  of  wires.  The  upper  portion  of  a  is 
shown  separately  at  d.  mm  is  the  tympanum  of  stretched  membrane,  having 
attached  to  it  n  s,  the  platinum  strip.  When  the  membrane  vibrates,  in  response 
to  the  impulses  of  sound,  this  elastic  strip  of  platinum  beats  to  and  fro  against 
a  tip  of  metal,  altering  the  degree  of  contact  at  each  vibration.     The  angular 


Fig.  641.— Reis's  Telephone. 

piece  a  d,  which  carries  the  contact-tip,  is  made  of  brass,  and  dips  at  d  into  the 
mercury-cup,  to  which  the  battery  wire  is  brought ;  the  receiver  c  consists  of 
an  iron  needle,  21-5  centimetres  long  and  0*9  millimetre  thick,  round  which 
the  coil  M  is  wound.  The  rapid  magnetisation  and  demagnetisation  of  this 
iron  wire  produced  sounds  having  the  same  frequency,  and  therefore  the  same 
pitch,  as  the  note  sung  into  the  transmitter.  Reis  showed  his  apparatus  for  the 
first  time  to  the  Physical  Society  of  Frankfurt  in  1861.  Much  has  been  said 
and  written  as  to  whether  Reis's  telephone  was  capable  of  transmitting  words, 
or  sounds  only.  That  it  transmitted  words  is  proved  by  the  following  letter, 
which  Reis  wrote  to  F.  J.  Pisko  : — 
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From  this  letter  we  translate  the  following  extract : — "  The  apparatus  gives 
whole  melodies  in  any  part  of  the  scale  between  C  and  c'"  well,  and  I  assure 
you,  if  you  will  come  and  see  me  here,  I  will  show  you  that  words  also  can  be 
made  out."  Reis  was  well  aware  of  the  importance  of  his  invention,  which,  at 
that  time,  was  treated  as  a  toy.  He  remarked  to  Gamier  "  that  he  had  shown 
to  the  world  a  road  to  a  great  discovery,  but  left  it  to  others  to  follow  it  up." 
Reis  died  in  1874.  Although  the  priority  of  the  German  inventor,  Philip  Reis, 
cannot  be  disputed,  Reis's  telephone  had  to  undergo  many  modifications  before 
it  could  be  utilised  for  practical  purposes.  S.  Yeates  (1865),  Wright  (1865), 
C.  Varley  (1877),  C  and  L  Wray  (1876),  E.  Gray  (1874),  VanDer  Weyde, 


Fig.  642. — Pollard  and  Garnier's  Singing 
Condenser. 


Fig.  643. — Janssens*  Telephonic 
Apparatus. 


and  Pollard  and  Gamier,  all  tried  to  bring  the  telephone  to  a  state  of  greater 
perfection.  The  singing  condenser,  simplified  by  Pollard  and  Gamier,  is  shown 
in  Fig.  642;  dd  is  the  condenser,  consisting  of  tin  foil  placed  between  pieces 
of  paper.  The  transmitter  consists  of  a  wooden  ring,  which  is  closed  by  means 
of  the  thin  iron  plate,  cc^  over  which  the  mouth-piece  e  is  arranged;  k,  the 
contact-piece,  consists  of  retort  coke,  and  is  fastened  immediately  opposite  the 
narrow  opening  of  the  mouth-piece,  />.  in  the  centre  of  plate  cc  k^,  of  the  same 
material,  can  be  adjusted  by  means  of  the  screw  v  and  wooden  bar  h.  When  the 
iron  plate  cc\%zX.  rest,  k  k^  do  not  touch  each  other,  but  they  will  make  contact 
on  the  slightest  vibration  of  the  plate,  allowing  the  current  of  the  battery  b 
to  pass.  This  battery  consists  of  six  Leclanch^  elements.  One  of  the  clamps/ 
is  connected  with  k,  and  the  other  /'  with  k^.  One  pole  of  the  battery  is 
connected  with  one  of  these  clamps  /',  the  other  with  the  primary  coil  of  the 
induction  spiral  s.  From  the  copper  fastenings  of  the  condenser  the  wires  lead 
to  the  secondary  coiL  When  the  plate  ^^  is  made  to  vibrate  by  singing 
into  the  mouth-piece  r,  vibrating  currents  are  sent  through  the  primary  spiral. 
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causing  similar  induced  currents  in  the  secondary  spiral  The  condenser  then 
begins  to  sound,  imitating  the  singer  more  or  less  closely. 

Janssens'  Modification  of  Reis's  Telephone. — A  further  simplifica- 
tion of  the  apparatus,  given  by  Janssens,  is  shown  in  Fig.  643.  The  transmitter 
is  enclosed  in  a  wooden  box,  ending  in  a  tube,  which  has  the  induction  spiral  m  ; 
cc\&  the  iron  plate;  k  and  Kj  the  two  carbon  pieces,  and  w  is  the  lever  carrying 
the  lower  carbon  piece  >  v  is  the  screw,  /  a  spring  for  adjustment.  In  order 
to  allow  the  air  enclosed  in  the  box  to  vibrate  freely,  holes  are  cut  in  its  side. 

Bell's  Telephone. — We  shall  now  consider  the  magneto-electric  telephone, 
as  constructed  by  Graham  Bell.  Mr.  Bell  came  to  Boston  in  1868,  as  a  teacher 
of  the  deaf  and  dumb.  The  deaf  and  dumb  are  not,  as  a  rule,  unable  to  speak 
because  their  organs  of  speech  are  defective,  but  because,  in  consequence  of 
their  deafness,  they  cannot  hear  the  spoken  word,  and  therefore  cannot  imitate 


Fig.  644. — Bell's  Electric  Harmomca. 

it ;  it  is,  therefore,  usual  to  teach  them  to  speak  through  other  agents  than  the 
ear.  For  the  further  development  of  this  method,  Graham  Bell  and  his  father, 
Alexander  Melville  Bell,  studied  the  mechanism  of  the  voice.  Graham  Bell 
produced  vowels  artificially  by  means  of  tuning-forks,  and,  aided  by  Helmholtz's 
investigations  (1859 — 1862),  he  made  use  of  the  electric  current  for  his  ex- 
periments. The  first  form  of  BelFs  telephone  is  shown  in  Fig.  644.  A  stave 
harmonica  hh'  is  fastened  to  the  poles  of  the  permanent  magnet  n  s,  and  be 
tween  h  and  h^  a  coil  of  wire,  surrounding  a  soft  iron  core,  is  placed.  An  exactly 
similar  instrument  is  formed  of  a  second  permanent  magnet  n  s,  and  the  ends 
of  the  two  coils  e  and  e  are  connected  either  by  two  lines  or  by  one  line  wire  / 
and  the  earth  l  l'.  When  any  one  of  the  staves  h  is  made  to  vibrate — that  is 
to  say,  to  approach  or  recede  from  the  core  e — it  will  strengthen  and  then 
weaken  the  induced  magnetism  of  e,  and,  as  a  consequence,  currents  will  be 
induced  in  the  coils  of  the  electro-magnet  e.  The  currents  will  flow  through 
the  coil  of  the  second  electro-magnet  ^,  connected  by  means  of  the  wire  /  and 
the  earth-plates  ll'  with  the  first.  Therefore  one  of  the  staves  h  upon  the 
permanent  magnet  ns  will  be  attracted  and  repelled,  ue,  will  also  begin  to 
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vibrate ;  but  the  impulses  which  the  electro-magnet  e  receives  are  exactly  the  same 
as  those  induced  in  e  through  the  vibrating  of  the  stave ;  consequently  h  will 
have  the  same  vibration.  Further,  each  stave  can  only  produce  that  vibration 
peculiar  to  it,  and  of  the  staves  in  h  only  the  one  will  continue  to  vibrate 
whose  natural  rate  of  vibration  synchronises  with  the  impulses  corresponding 
to  the  stave  in  h.  If  each  prong  of  h  be  struck  in  succession,  the  prongs  in  h 
which  are  in  unison  with  those  of  h  will  sound  in  succession ;  and  if  a  tune 
be  played  on  the  prongs  of  h,  the  same  tune  will  be  heard  from  h. 

The  expense  of  such  an  apparatus  prevented  Bell  from  developing  and 
perfecting  this  idea.  He,  however,  investigated  the  different  kinds  of  vibration 
obtained  through  different  effects  of  current,  and  was  led  to  distinguish  between 


l*ig.  645.— Bell's  Second  Telephone. 


three  different  kinds  of  currents.  Let  us  assume  that  the  body  which  is  to  be 
made  to  vibrate  is  an  iron  plate,  and  the  body  causing  the  vibration  an  electro- 
magnet. If  the  latter  be  magnetised  and  demagnetised  by  the  making  and  break- 
ing of  the  current  in  quick  succession.  Bell  calls  this  current  an  intermittent  one. 
If  care  be  taken  that  a  distinct,  although  weak,  current  flows  through  the  circuit, 
which  is  weakened  and  strengthened  by  the  approach  and  recession  of  a  magnet, 
then  this  current  is  called  by  Bell  a  pulsating  current.  These  two  kinds  of 
current  were  made  use  of  in  the  older  telephones.  Plates  set  in  vibration  by 
these  methods  trace  out  undulations  which,  when  represented  graphically  in 
the  indicator  diagram,  show  angular  lines  corresponding  to  the  sudden  make 
or  break  of  current.  But  the  human  voice  consists  of  continued  sounds  and 
noises,  and  it  is  therefore  evident  that  neither  by  means  of  the  pulsating  nor  of 
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the  intermittent  currents  will  words  be  thoroughly  reproduced.  Speech  can 
only  be  reproduced  when  exactly  the  same  vibrations  can  be  obtained  at  the 
place  where  the  reproduction  has  to  take  place.  For  this  purpose  Bell  uses 
currents  which  he  calls  undulating  currents,  the  characteristic  of  which  is  that 
they  increase  and  diminish,  not  abruptly,  but  gradually.  Indicator  diagrams 
obtained  with  these  currents  show  wave-shaped  lines,  which  rise  and  fall  gradu- 
ally. Undulating  currents  are,  therefore,  capable  of  copying  the  human  voice, 
as  they  can  excite  short  and  quick,  as  well  as  long  and  slow  waves. 


Fig.  646.— Gray's  Telephone, 


Bell's  Second  Telephone. — ^The  next  apparatus  that  Bell  constructed  i^ 
shown  in  Fig.  645.  The  cone  c  had  its  smaller  opening  closed  by  means  of  a 
gold-leaf  M,  which  was  connected  by  means  of  a  little  rod  with  the  armature 
ad  of  the  electro-magnet  e.  The  cone  c',  exactly  similar  to  the  first,  was  fitted 
in  a  similar  manner  with  membrane  m'  and  electro-magnet  e'.  When  the 
membrane  m,  excited  by  sound-waves,  began  to  vibrate,  the  armature,  which 
vibrated  along  with  it,  induced  undulating  currents  in  e,  which  caused  the  same 
vibrations  on  the  membrane  m'  by  means  of  the  magnet  e',  and  its  armature  a'  b\ 
Bell  took  out  a  patent  for  this  form  of  apparatus  on  the  14th  of  January,  1876. 

Gray's  Telephone. — About  the  same  time  Elisha  Gray's  agent  also  re- 
quested a  patent  for  a  telephone.  In  Gray's  telephone,  shown  in  Fig.  646, 
the  sender  and  receiver  are  differently  shaped.  The  membrane  of  the  sender  b 
c  c  * 
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has  at  its  lower  side  the  metal  rod  /,  the  continuation  of  which  is  formed  by 
the  screw  /'.  The  rod  /  passes  through  a  vessel  g,  which  is  filled  with  a  bad- 
conducting  fluid.  The  receiver  consists  of  the  vessel  b',  which  is  closed  at  one 
side  by  the  membrane  m'.  The  membrane  has  a  piece  of  soft  iron  attached 
to  it  in  the  middle,  and  opposite  to  this  is  placed  the  electro-magnet  e.  The 
two  parts  of  the  apparatus  are  connected  with  each  other  by  means  of  the  wire  / 
and  the  earth-plates  l  l',  and  are  inserted  into  the  circuit  of  a  battery.  The 
membrane  which  is  made  to  vibrate  by  speaking,  inserts  by  means  of  the  rod  / 
more  or  less  resistance  in  the  circuit,  producing,  if  we  may  use  Bell's  expression, 
pulsating  currents,  which  are  conveyed  to  the  electro-magnet  of  the  receiver, 
and  cause  the  membrane  m'  to  vibrate  like  the  membrane  m. 

Bell  and  Gray  disputed  about  this  latter  patent,  and  the  dispute  was  decided 
in  favour  of  Bell. 


Fig.  647. — Bell's  Third  Telephone. 

Bell's  Third  Telephone. — ^The  results  which  Bell  obtained  with  the 
apparatus  represented  in  Fig.  645  did  not  satisfy  him,  and  his  next  step  was  to 
give  the  sender  and  receiver  the  forms  shown  in  Fig.  647.  The  former  consists 
of  the  electro-magnet  m  m,  placed  behind  a  metal  ring  e,  the  screws  of  which 
v  V  serve  to  hold  a  parchment  membrane  in  position  before  the  magnet-poles. 
To  the  membrane  is  glued  a  plate  of  soft  iron  serving  as  armature  for  the  electro- 
magnet. The  receiver  consists  of  a  straight  electro-magnet,  which  is  surrounded 
by  an  iron  tube  d,  the  iron  plate  c  of  which  serves  as  armature.  This  plate  c 
is  fixed  on  one  side  only ;  ^  is  a  resonance  bridge  placed  between  the  ground 
frame  and  apparatus.  When  anything  is  spoken  against  the  membrane  of  the 
sender,  it  vibrates  with  its  iron  plate,  and  generates  undulation  currents  in  the 
electro-magnet  mm  ;  these  flow  through  the  wires  to  the  receiver,  making  the 
iron  plate  c  vibrate  in  the  same  manner  as  the  membrane  of  the  sender. 

The  Bell  telephone  was  exhibited  at  Philadelphia  in  1876  in  this  form 
(Fig.  647).  Although  satisfactory  results  were  obtained  with  the  instrument, 
it  had  the  drawback  that  its  receiver  could  only  be  used  as  a  receiver,  and  not 
at  the  same  time  as  a  sender.  Bell  then  constructed  the  apparatus  which  we 
shall  describe  after  we  have  discussed  another  instrument  now  very  commonly 
aoed  as  the  "  sender "  in  a  telephonic  circuit.     The  Bell  telephone,  in  its  final 
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form,  is  capable  of  transmitting  speech  perfectly  and  exactly,  provided  the  dis- 
tance between  the  two  stations  be  not  too  great 

The  Microphone. — Before  the  telephone  could  be  brought  to  the  com- 
mercial importance,  however,  that  it  has  at  present,  there  was  still  a  problem 
left  to  be  solved,  the  solution  of  which  was  effected  by  the  discovery  of  the 
microphone.  Hughes,  the  inventor  who  first  applied  the  name,  gives  as  the 
essential  feature  of  the  microphone,  the  presence  of  a  conductor  capable  of 
changing  its  resistance  with  the  sounding  vibrations.  The  scientific  principle, 
according  to  which  the  resistance  is  made  to  vary  by  the  vibrating  body,  was 
discovered  by  Th.  du  Moncel  in  1856.  It  may  be  stated  as  follows  : — When  an 
electric  current  passes  through  the  point  of  contact  of  two  bodies,  the  electric 
conductivity  changes  with  the  change  of  contact  pressure  of  the  two  bodies. 
Carbon,  which  is  especially  adapted  for  contacts  of  varying  resistance,  was  first 
practically  made  use  of  for  telephony  by  Edison,  in  his  carbon  telephone,  the 
description  of  which  will  be  given  later  oa 

Berliner's  Microphone. — Fig.  648  represents  a  microphone  for  which 
E.  Berliner,  in  Boston,  took  out  a  patent  on  the  7th  of  July,   1877.    The 


f 


=B  Bf Bi  B* 


I 


IK-     ^     .     T     flJ 

Fig.  648. — Berliner's  Transmitter. 

apparatus  at  the  receiving  and  sending  stadons  is  similar  in  construction,  and 
each  consists  of  a  battery,  an  induction  coil,  and  carbon  contacts,  to  form  a 
microphone.  The  secondary  spirals  of  the  induction  coils  j  j'  are  constructed 
by  the  wires  ll'.  The  primary  coils  are  inserted  in  the  circuits  containing 
the  batteries  b  b',  and  the  carbon  contacts  s  $'. 

Dr.  R.  Liidtge  obtained  a  German  patent  on  the  12th  of  January,  1878,  for 
his  "  universal "  telephone ;  but  it  would  lead  us  too  far  to  record  here  all  the 
microphones  that  have  been  patented.  Professor  Hughes  was  the  first  who 
treated  microphonic  phenomena  systematically,  and  is,  therefore,  considered 
to  be  the  inventor  of  the  microphone.  His  investigations  were  made  known 
to  the  Royal  Society  of  London  in  1878. 

Hughes'  Experiments. — We  shall  here  find  it  convenient  to  describe 
some  of  the  experiments  made  by  Hughes  in  the  process  of  perfecting  and  study- 
ing his  invention  under  varying  conditions.  A  glass  tiibe  of  about  8  centimetres 
in  length  was  filled  with  bronze  powder,  and  the  ends  were  closed  by  means  of 
retort  coke,  so  that  the  metal  powder  was  gently  pressed  together.  The  wires 
fastened  to  the  carbon  plugs  formed  a  closed  circuit  with  a  battery  and  a  galva- 
nometer.   When  a  pressure  or  pull  with  both  hands  was  exerted  on  the  tube, 
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the  galvanometer  needle  showed  a  powerful  deflection.  The  tube  proved  also 
convenient  for  producing  a  simple  telephonic  apparatus.  For  this  purpose  the 
tube  was  placed  upon  a  resonance  box  (Fig.  649),  the  plug  j'  was  connected  with 
a  battery  b,  and  the  plug  x  with  a  Bell  telephone  t.  Words  spoken  into  the 
resonance  box  could  be  heard  distinctly  in  the  telephone  t  placed  at  various 
distances.  The  same  results  were  obtained  when,  instead  of  the  glass  tube,  a  rod 
of  charcoal  was  taken,  which  had  been  previously  brought  to  white  heat,  and 
then  dipped  in  mercury.  A  still  simpler  arrangement  tried  by  Hughes  is  that 
shown  in  Fig.  650.  It  consists  of  two  wire  pins,  placed  parallel  to  each  other, 
and  a  third  one  simply  laid  across  them;  the  pins  x  and j/ are  joined  in  the 
circuit.  In  this  arrangement  the  contacts  of  the  cross-pin  with  the  pins  under- 
neath form  the  changeable  resistance  which  brings  about  the  microphonic  effects. 


Fig.  649. — Hughes*  Microphones  without  Carbon. — Fig.  650. 

Microphones  of  greater  sensibility  are  shown  in  Figs.  651  and  652.  Upon 
the  platform  d.  Fig.  651,  a  resonance  board  is  fastened  vertically,  and  made 
to  carry  two  carbon  blocks  c  c,  between  which  the  carbon  rod  a  is  placed.  The 
wires  x  y  are  fastened  to  the  carbons  c  c.  To  experiment  with  this  microphone, 
it  is  placed  upon  cotton-wool,  or  upon  two  pieces  of  india-rubber  tubing.  The 
wires  x  y  2jq,  connected  with  a  Bell  telephone,  and  a  battery  consisting  of  one 
to  two  Leclanch^  or  three  Daniell  elements.  The  vibrations  of  sound,  when 
conveyed  to  the  points  of  contact  of  c  c  and  a,  either  directly,  by  the  air,  or 
through  the  board,  alter  the  resistances  at  these  points,  and  so  strengthen  and 
weaken  the  current  alternately  for  every  pulse.  The  changes  of  current  will 
affect  the  magnet  of  the  distant  telephone,  and  reproduce  the  vibrations  in 
the  telephonic  plate.  The  instrument  is  so  sensitive  that  a  fly  walking  across  d 
can  be  heard  through  the  telephone.  Words  spoken  even  at  a  distance  of 
from  8  to  10  metres  from  the  microphone  are  distinctly  heard.  As  the  efficiency 
of  a  microphone  is  greatly  dependent  upon  the  kind  of  contact,  it  is  advan- 
tageous to  make  the  latter  so  that  it  can  be  regulated.  This  may  be  easily 
brought  about,  in  the  manner  shown  in  Fig.  652.  To  ascertain  the  most 
effective  position  of  the  two  carbons  with  regard  to  each  other,  a  pocket  watch, 
for  instance,  is  placed  upon  the  sounding-box  of  the  microphone;  the  ticking 
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is  observed  through  the  telephone,  and  the  two  carbons  are  regulated  by  means 
of  the  screws  until  the  best  effects  are  obtained. 

So  far  we  have  had  under  consideration  the  historical  development  of 
telephony;  we  have  now  to  consider  the  practical  applications  of  these  in- 
struments. 


A^ 


A^ 


Fig.  651. 


Fig.  652. — Hughes*  Carbon  Microphones. 

BELL'S  TELEPHONE  AND    ITS   MODIFICATIONS. 

Explanation  of  the  Theory  of  the  Telephone  by  Faraday's 
Lines  of  Force  and  Maxwell's  Rule. — ^When  a  closed  conductor  is 
moved  across  the  lines  of  force  in  a  magnetic  field,  a  current  of  electricity  is 
generated  whose  stnmgth  depends  upon  the  velocity  of  motion  of  the  conductor 
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and  upon  the  intensity  of  the  magnetic  field.  Conversely,  when  lines  of  force 
are  projected  through  a  closed  conductor,  a  current  of  electricity  is  generated 
in  that  conductor,  whose  strength  depends  upon  the  magnetic  intensity  of  those 
lines  of  force.  In  other  words,  when  a  closed  circuit  moves  in  a  magnetic  field 
so  that  the  number  of  lines  of  force  passing  through  the  circuit  is  altered,  then  a 
current  is  produced  in  the  circuit ;  and,  conversely,  when  the  closed  circuit  is 
stationary,  but  the  field  either  moves  or  alters  its  form  so  that  the  number  of 
lines  ot  force  projected  through  the  circuit  alters,  then  also  a  current  is  generated 
in  the  coil.  The  direction  of  the  current  is  given  by  Lenz's  law,  viz.  that 
the  current  produced  tends  to  resist  the  motion,  producing  it.  The  latter  or 
converse  form  of  the  rule  is  the  principle  of  the  telephone,  which  proves  that 
the  form  and  duration  of  the  current  is  dependent  upon  the  rate  and  duration  of 
the  motion  of  the  lines  of  force. 

Let  N  s  (Fig.  653)  be  a  permanent  magnet,  and  ab  2i  fixed  closed  conduct- 
ing ring  of  copper  wire  around  one  pole  of  the  magnet.     Let  r  be  a  movable 

iron  armature.     Now  if  we  regard  any  two  lines 
of  force,    F  I   F  I,  radiating  from   the  pole   n, 
\''P\'*.\  and  nearly  cutting  the  ring  a  by  then,  as  we 

I  /  \^\  make  c  approach  or  recede  from  n,  those  lines 

**    1\^_\ of  magnetic  force  will  change  their  direction,. 

L^  ^^         taking  up  position  2  :  and  with  each  change  of 

\i  /  direction  they  will  cut  the  ring  a  b,  and  cur- 

,'/  rents  of  electricity  in   different  directions  will 

'f  circulate  through  a  b  according  to  the  direction 

^'^'  ^^^' Tdt^h^nf  ^*'*  ^^^  ^^  "^^^^^"  °^  ^^^  ^^"^^  ^^  ^^^^^'^  ^^  ^^^  ^^^^ 

^  ^       '  of  increase  and  decrease  of  magnetic  intensity 

(or  of  the  increment  or  decrement  of  the  cur- 
rent) will  vary  directly  with  the  rate  of  motion  of  the  armature  c  to  or  from  the 
pole  N.  Thus  if  ^  be  a  disc  of  iron  vibrating  under  the  influence  of  sound,  the 
excursions  to  and  fro  of  any  point  of  the  disc,  though  very  small,  are  neverthe- 
less sufficient  to  produce  that  motion  of  the  lines  of  force  which  results  in 
currents.  It  bends  the  lines  of  force  cutting  a  b,  and  thereby  produces  undu- 
lating currents  of  electricity  in  the  ring  ab,  whose  number  depends  on  the 
number  of  vibrations,  and  whose  form  and  intensity  depend  on  the  rate  and 
amplitude  of  motion  of  the  disc  c. 

These  currents  are  alternate,  and  so  rapid  that  no  known  instruments  but  the 
telephone  indicate  them ;  but  they  are  readily  shown  by  a  Thomson's  reflecting 
galvanometer,  when  the  disc  is  gently  and  slowly  pressed  in  by  the  finger — in 
one  direction  when  the  disc  is  pressed  in,  and  in  the  other  when  it  is  allowed 
to  recover  its  first  form.  The  vibrations  of  thin  discs  under  the  influence  of 
sounds  can  be  made  optically  visible  in  many  ways.  One  method  is  to  stretch 
an  india-rubber  membrane  over  the  end  of  a  speaking-tube,  with  a  small  mirror 
cemented  in  the  centre  :  on  singing  into  the  tube  a  spot  6f  light  reflected  from 
the  mirror  will  describe  on  a  screen  the  most  extraordinary  figures.     But  a  more 
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perfect  and  beautiful  method  is  to  place  across  the  end  of  the  speaking-tube  a 
plate  pierced  by  a  hole  30  to  40  millimetres  in  diameter,  closed  by  a  soap-film. 
On  singing  into  the  tube,  all  the  vibrations  can  be  seen  in  the  film,  producing 
the  most  intricate  and  complicated  figures,  which  change  with  every  note.  Such 
an  instrument  is  called  a  Phoneidoscope.  Its  figures  may  be  readily  projected 
upon  a  screen  with  the  aid  of  a  lantern,  or  may  be  seen  with  the  naked  eye  in 
the  film  itself,  and  give  a  vivid 

idea  of  the  complicated  vibra-  f^  ^ j.--/;^ 

tions  which  take  place  in  a  thin  "^  '-^ 

plate   under    the   influence    of 
sound. 

The  ultimate  form  which 
Bell  gave  to  his  instrument  is  \  &^ 
shown  in  Fig.  654.  /«  is  a 
powerful  bar  magnet,  encased 
in  a  wooden  frame /^  the  end 
of  which  is  surrounded  by  the 
induction  coil  b  b.  The  ends  of 
the  coil  are  soldered  to  thick 
copper  wires  d  d^  which  termi- 
nate, in  the  clamps  v  v.  The 
distance  of  m  from  the  thin  iron 
disc  c  c  can  be  regulated  by 
means  of  a  screw.  The  sheet 
of  iron  has  that  side  which  can 
be  seen  from  c  coated  with  var- 
nish or  tin  to  prevent  oxidisa- 
tion. The  strength  and  length 
of  the  wire  for  the  induction 
coil  must  be  proportional  to  the 
resistance  which  exists  in  the 
circuit  of  the  telephone.  The 
instrument  acts  best  when  the 
magnet  is  powerful,  and  the 
turns  of  the  ^induction  spiral 
are  numerous,  and  when  the  iron 
This  distance   has,  however,  to   be 


Fig-  655.— Bell's  Telephone. 
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Fig.  656.— Diagram  of  Transmitter  and  Receiver. 


disc   is  placed  very  near  to  the  magnet. 

arranged  so  that  the  disc,  even  in  its 
most  violent  vibrations,  does  not  come  in  contact  with  the  magnet.  For  con- 
venience in  the  handling  of  the  instrument,  the  clamps  vv  are,  as  a  rule,  covered, 
as  shown  in  Fig.  655.      A  mouthpiece  e  collects  and  concentrates  the  voice. 

Beirs  telephone  may  be  used  both  as  a  receiver  and  a  transmitter.  Fig.  656 
represents  two  Bell  telephones  which  are  exactly  alike,  each  of  which  may 
be  used  either  as  a  receiver  or  as  a  transmitter,  b  b'  represent  the  induction 
coils,   N  s  and  n'  s'  the   magnets,  and  e  e  the  speaking-funnels  with  the  iron 
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discs.     The  ends  of  the  coils  are  connected  with  the  earth-plates  e  e  on  the 
one  side,  and  with  the  line  on  the  other. 

It  will  now  be  understood  that  when  the  sheet-iron  disc  of  a  telephone  is 
made  to  vibrate  by  speaking  into  it,  the  position  of  the  sheet  as  regards  the 
magnet  will  be  continually  changing ;  but  the  changes  between  magnet  and 


fig-  657.— Beirs  Telephone. 


Fig.  658.^Siemens*  Telephone. 


sheet  cause  corresponding  changes  in  the  magnetism  of  the  iron.  The  latter 
is  surrounded  by  a  coil  ^,  which  is  connected  with  a  similar  coil  b'  in  the  same 
circuit.  The  current  impulses  produced  in  the  coil  h  through  the  alteration 
of  the  magnetism  of  n  s  (or  rather  of  the  shape  of  the  lines  of  force  between  n 
and  the  disc,  whereby  a  larger  or  smaller  number  pass  through  b)  will,  therefore, 
be  conveyed  through  the  whole  circuit,  and  will  appear  at  the  receiving  station 
in  the  coil  b' — hence,  the  iron  sheet  at  the  receiving  station  will  vibrate,  and 
exactly  copy  the  sound-waves  at  the  sending  station.  The  nature  of  these 
vibrations   is   fully  explained   in   the  work   of  Th.    du   Moncel,  Le  Ttiephon, 


Digitized  by 


Google 


The  Telephone. 


673 


The  circuit  offers  a  resistance  to  the  current  impulses,  and  so  weakens  them, 
and  this  is  why  the  words  sound  indistinct,  as  if  coming  from  a  distance. 

The  object  which  the  improvers  of  Bell's  telephone  have  had  in  view  is 
to  reproduce  words  at  a  receiving  station  placed  at  a  considerable  distance  from 
the  telephone.  Bell  constructed  telephones  which  were  specially  designed  for 
this  purpose,  by  using  which  it  was  possible  to  hear  music,  at  all  events,  in  all 
parts  of  a  moderately  large  room.      One  of  these  arrangements  is  shown  in 


Fig.  659.— Gower*s  Telephone. 


Fig.  657.  In  the  lid  of  a  box  fleft  out  in  the  figure)  a  circular  hole  is  cut 
out,  and  is  covered  by  the  sheet-iron  disc.  The  latter  has  a  thickness  of 
from  0*4  to  0*8  millimetre,  and  is  fastened  by  means  of  screws  to  the  lid. 
The  speaking-funnel  (the  tube  of  which  must  not  be  very  short)  is  arranged 
opposite  the  centre  of  the  sheet.  The  poles  of  a  powerful  horse-shoe  magnet 
are  opposite  the  other  side  of  the  sheet.  The  poles  are  prolonged  by  iron 
pieces  directed  vertically  towards  the  sheet,  each  of  which  is  surrounded  by  an 
induction  coil. 

Many  attempts  have  been  made  to  increase  the  effects  still  more.     Niaudet, 
for  instance,  uses  four  iron  pieces,  and  arranges  the  four  coils   in  a  square. 
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Fig.  658  represents  one  of  the  modifications  of  Bell's  telephone  by  Siemens 
Here  again  the  poles  of  a.  horse-shoe  magnet  are  placed  opjwsite  the  disc,  so 
as  to  produce  a  more  powerful  effect  than  that  of  the  single  pole  of  a  bar 
magnet,  h  h  represents  the  horse-shoe  magnet,  j  are  the  two  induction  spirals, 
and  opposite  these  is  the  iron  disc  m  m.  The  ends  of  the  induction  coils  are 
connected  with  the  copper  wires  dd^  ending  in  the  leads  l.  The  position  of 
the  magnet  may  be  so  regulated,  by  means  of  the  screw  s,  that  its  poles  are 
in  the  most  advantageous  position  as  regards  the  iron  disc,  p  is  a  whistle  which 
is  placed  in  the  lower  opening  of  the  speaking  tube,  and  may  be  used  as  a  signal 


Fig.  660.— Fein's  Telephone. 

Gower's  Telephone,  which  was  at  first  thought  highly  of  because  of  its 
extraordinarily  powerful  effects,  is  shown  in  Fig.  659.  The  horse-shoe  magnet 
N  o  s  is  bent  into  a  semi-circle,  and  the  ends  of  its  arms  are  bent  at  right  angles 
to  the  plane  of  the  magnet.  The  bent  portions  carry  the  oval-shaped  induction 
coils.  The  magnet  formed  in  this  manner  is  very  powerful,  and,  according  to 
Th.  du  Moncel,  capable  of  carrying  a  weight  of  5  kilogrammes.  The  ends  of 
the  induction  coils  are  connected  with  clamps  that  are  fastened  to  the  outside  of 
the  metal  box  enclosing  the  apparatus.  The  sheet  of  iron  e  is  larger  and  made  of 
stronger  material  than  is  generally  used  for  telephones.  The  signalling  apparatus 
consists  of  the  tube  a  bent  towards  the  iron  sheet,  inside  which  a  small  vibrating 
tongue  is  placed  :  this  can  be  agitated  by  blowing  into  the  flexible  tube,  through 
the  mouthpiece  fastened  to  the  back  of  the  case. 

The  telephone  by  W.  Fein,  of  Stuttgart,  shown  in  Fig.  660,  is  similar  to 
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the  apparatus  just  described.  The  horse-shoe  magnet  m  is  so  arranged  that 
only  the  poles  are  inside  the  telephone  case.  The  iron  cores  are  arranged  at 
right  angles  to  the  plane  of  the  magnet,  and  in  order  to  make  them  more  sensi- 
tive to  the  effects  of  the  currents,  they  are  made  of  thin  plates  or  wires.  The 
cores  as  well  as  the  coils  b  surrounding  them  have  semi-circular  sections,  so  that 
their  effects  upon  the  iron  sheet  may  be  more  regular.  By  adopting  this  form, 
both  coils  when  put  together  have  the  same  circular  plane  cross-section.  The 
ends  of  the  induction  coils  are  connected  with  the  clamps//.  The  brass  lever 
/  which  can  be  made  to  affect  the  iron  cores  by  turning  the  screw  v,  serves  to 
adjust  the  telephone. 


Fig.  661. — Ader's  Telephone. 


Ader's  Telephone. — CL  Ader  constructed  an  effective  telephone  by 
making  use  of  the  principle  that  an  iron  plate  inserted  between  a  magnetic  pole 
and  its  armature  is  affected  inductively  as  if  it  formed  part  of  the  armature.  We 
know  that  when  a  piece  of  iron  is  brought  near  a  magnet  it  becomes  magnetised 
by  induction.  That  side  of  the  armature  which  is  nearest  the  north  pole  of  the 
magnet  receives  south  magnetism.  If  we  now  bring  a  thin  iron  plate  between 
the  magnet-pole  and  the  armature,  we  find  that  the  distribution  of  poles  in  the 
armature  has  not  altered,  and  the  lines  of  force  pass  right  through  the  thin 
plate.  According  to  the  law  of  induction,  that  side  of  the  plate  facing  the  north 
pole  of  the  magnet  should  show  south  magnetism,  and  so  on.  Experiments, 
however,  such  as  the  production  of  magnetic  curves  by  iron  filings,  show 
that  the  thin  iron  plate  between  the  north  pole  of  the  magnet  and  the  south 
pole  of  the  armature  has  exclusively  south  magnetism.  This  behaviour  of  iron 
plates  may  further  be  illustrated  by  the  following  experiment :  A  thin  plate  is 
brought  before  the  poles  of  a  powerful  horse-shoe  magnet,  but  at  such  a  distance 
as  hardly  to  be  attracted  by  the  magnet ;  if  now  an  armature  be  placed  before 
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the  magnet  so  that  the  iron  sheet  is  between  the  magnet  and  the  armature, 
the  iron  plate  will  be  immediately  attracted  by  the  magnet.  The  effect  obtained 
by  means  of  the  armature  may  be  explained  by  supposing  both  sides  of  the  sheet 
to  have  the  same  kind  of  magnetism  :  Similar  poles  stand  opposite  each  other 
on  the  side  of  the  armature,  and  repel  each  other,  but  dissimilar  poles  towards 
the  magnet  attract  each  other.  The  attractive  force  of  the  latter  is  aided  by  the 
repulsive  force  of  the  former,  and  therefore  the  disc  moves  towards  the  magnet. 
The  apparatus  shown  in  Fig.  661  is  constructed  on  this  principle.  The 
circular-shaped  horse-shoe  magnet  m  has  the  induction  coils  s  s  surrounding  its 
pole-projections,  and  opposite  to  these  the  iron  sheet  mm  is  placed.  ^ a  is  a  ring 
of  soft  iron,  which  is  placed  inside  the  mouthpiece  of  the  telephone,  so  as  to  form 
the  armature  of  the  horse-shoe  magnet     The  thin  sheet  is  placed  between  the 
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Fig.  662.— D'Arsonval*s  Telephone. 


Fig.  663.— Bttttcher's  Telephone. 


magnet-poles  and  the  armature,  and  will  therefore  be  exposed  to  strong  magnetic 
influences.  Ader  rounds  the  magnet  carefully  off  and  then  nickel-silver  plates  it, 
to  give  to  the  apparatus  a  neat  appearance  and  a  convenient  form. 

D'Arsonval  obtains  a  powerful  effect  by  using  a  bell  magnet  The  magnet 
m  w,  Fig.  662,  is  almost  spherical ;  one  of  the  poles  has  the  cylindrical 
iron-piece  d  round  which  the  induction  coil  ^  ^  is  wound.  The  projection 
of  the  second  pole  has  the  form  of  a  hollow  cylinder,  which  surrounds  the 
induction  coiL  The  telephone  by  D'Arsonval  weighs  only  125  grammes,  gives 
the  words  clearly  and  distinctly,  and  is  said  to  surpass  even  Gower's  tele- 
phone in  force.  In  place  of  the  usual  speaking-funnel,  a  flexible  tube  is  used, 
and  in  this  manner  sound  disturbances  are  supposed  to  be  overcome. 

Bottcher*s  Telephone  differs  from  other  constructions  by  having  the  mag- 
net so  arranged  as  to  be  capable  of  vibrating  ;  for  this  purpose  it  is  suspended 
from  fine  steel  loops.  It  can  be  moved  upwards  by  means  of  the  screw  a  «, 
Fig.  663 ;  downwards  by  screw  a'.  The  cores  upon  which  the  induction  coils 
b  b  are  fastened  do  not  consist  of  one  piece,  but  of  three  separate  iron  bars, 
an  arrangement  which  facilitates  the  change  of  magnetism.  The  case  of  the 
telephone  consists  entirely  of  metal,  because  wood  is  more  liable  to  change,  and 
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to  cause  an  alteration  of  the  action  of  the  magnet-poles  towards  the  iron  sheet. 
The  tube  ^,  which  serves  as  a  speaking-tube,  is  bent  at  an  obtuse  angle.  The 
effect  obtained  with  this  instrument  is 
very  powerful;  the  sounds,  however,  are 
not  so  pure  as  in  Bell's,  Ader's,  and  other 
instruments.  B5ttcher*s  instrument  would 
not  answer  in  places  which  cannot  be 
guarded  from  noises  and  disturbances. 

Just  as  it  has  been  attempted  to  in- 
crease the  efficiency  of  telephones  by 
increasing  the  number  of  magnets  or 
magnet-poles,  so  also  several  vibrating 
plates  independent  of  each  other  have 
been  used.  A  telephone  with  two  plates 
has  been  constructed  by  Elisha  Gray ;  it 
consists  (as  shown  in  Fig.  664)  of  two 
telephones  placed  at  an  acute  angle.  The 
horse-shoe  magnet  n  ^  s  has  cylindrical 
shoes  A  at  its  poles,  which  are  surrounded 
by  the  induction  coils  b  b.  Each  shoe 
has  a  sheet  of  iron  opposite  to  it,  but  the 
speaking-tube  ^,  which  terminates  in  the  tubes  a,  serves  for  both  membranes. 
The  connection  of  the  coils  is  shown  at  </ ;  l  l  is  the  lid  that  covers  the  disc. 


Fig.  664. — Gray's  Telephone. 


Fig.  665.— Phelps'  Crown  Telephone. 


Fig.  666.  —Phelps*  Ponny  Telephone. 


Phelps'  "  crown  "  instrument  is  shown  in  Fig.  665.  It  has  only  one  iron  disc  cc, 
opposite  to  which  the  similar  poles  of  six  ring-shaped  magnets  are  placed ;  the 
remaining  poles  are  bent  against  the  edge  of  the  disc  Phelps'  double  instru- 
ment consists  of  two  telephones,  such  as  described  above,  which  are  united 
to  each  other  in  such  a  manner  that  the  two  discs  stand  parallel  to  each 
other.  The  speaking-tube  terminates  in  the  space  between  the  two  discs. 
It  was  found,  however,  that  the  same  results  can  be  obtained  with  telephones  of 
simpler  construction.     Phelps  therefore  constructed  the  instrument  shown  in 
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Fig.  666,  which  is  known  as  the  Ponny  Telephone,  and  which  differs  little  in 
reality  from  Bell's  construction. 

We  here  conclude  the  description  of  telephones  the  effect  of  which  is  due  to 
magnetic  changes,  especially  as  a  comparison  of  many  later  inventions  with 
Bell's  instrument  shows  no  noteworthy  alteration,  and  certainly  no  improvement ; 
for  although  some  of  the  instruments  described  surpass  BelFs  instrument  in 
effect,  none  of  them  has  surpassed  or  even  reached  the  soft  and  precise  ac- 
centuation of  it  Here,  as  in  the  construction  of  other  machines,  new  con- 
structions are  frequently  made  simply  to  obtain  new  patents,  without  regard  to 
improvement  of  effect  The  efficiency  of  a  telephone  depends  less  upon  the 
insignificant  alterations  of  a  manufacturer,  than  upon  the  careful  and  exact 
workmanship  with  which  the  parts  must  be  fitted. 

Working  the  Telephone. — There  is  a  great  difference  in  the  power  of 
different  voices  to  work  the  telephone.  Shouting  in  it  is  of  no  use.  The  intona- 
tion must  be  clear,  and  the  articulation  distinct,  and  the  style  of  conversation 
approach  more  the  sing-song.  The  vowel  sounds  always  come  out  the  best ;  the 
palatal  sounds  ^,  g^  j\  k^  and  q  the  worst ;  in  fact  the  latter  sounds  are  frequently 
lost.  The  ear  also  requires  a  certain  education,  and  the  power  of  hearing 
varies  surprisingly  with  different  ears  and  with  different  people.  Singing  always 
comes  through  with  great  distinctness. 

Other  Applications.  —No  instrument  is  so  delicate  as  the  telephone  for 
the  detection  of  small  and  sudden  currents.  It  is  admirably  adapted  for 
showing  the  currents  of  induction  set  up  in  contiguous  coils.  If  reversals 
or  intermittent  currents  be  sent  through  one  spiral,  while  the  other  be  gradually 
removed  away,  the  rapidly  diminishing  effect  of  increased  distance  is  very 
evident ;  indeed,  all  the  phenomena  of  magneto-electric  inductions  are  strikingly 
shown  by  its  means.  It  enables  us  to  test  the  resistances  of  short  lengths  of 
wire,  and  to  adjust  condensers  with  great  accuracy.  Mr.  W.  H.  Preece,  of  the 
English  Post  Office  and  the  Society  of  Telegraph  Engineers,  has  communicated 
some  interesting  results  of  observations  with  the  telephone,  bearing  on  these 
points,  from  which  we  extract  the  following : 

"  The  telephone  explodes  the  notion  that  iron  takes  time  to  magnetise  and 
time  to  demagnetise.*  If  time  were  occupied  in  magnetising,  notes  would  be 
changed  or  lost ;  but  they  are  not  altered.  The  notion  of  time  is  due  to  the  action 
of  induction  in  coils  producing  reaction  and  extra  currents.  This  is  proved  by 
the  insertion  of  an  electro-magnet  or  of  coils  of  wire  in  a  telephonic  circuit 
While  it  is  possible  to  speak  through  a  cable  100  miles  long  laid  out  straight  in 
the  sea,  it  is  impossible  to  speak  through  20  miles  when  coiled  in  a  tank. 

"  Its  delicacy  has  detected  the  presence  of  currents  in  wires  contiguous  to 
wires  conveying  currents,  which  have  always  been  suspected,  but  have  been 
evident  only  on  wires  running  side  by  side  for  several  miles  (say  200)  on 
poles  or  in  well-insulated  cables.      In  fact,  the   most  delicate  apparatus  has 

*  This  statement  is  iax  too  sweeping. — Eol 
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hitherto  failed  to  detect  the  presence  of  these  currents  by  induction  in  short 
underground  wires;  but  the  telephone  responds  to  these  currents  when  the 
wires  run  parallel  for  only  a  few  feet.  Thus  between  one  floor  and  another 
floor,  at  the  General  Post  Office,  it  has  been  impossible  to  converse  by  means 
of  the  telephone  through  a  wire,  owing  to  the  presence  of  these  currents  of 
induction  from  the  innumerable  working  wires  contiguous  to  it ;  and  through 
some  of  the  underground  pipes  of  the  streets  of  London,,  sounds  are  inaudible 
when  the  wires  are  working.  In  fact,  two  small-sized  gutta-percha'd  wires,  one 
foot  long^  were  lashed  side  by  side  ;  and  when  battery  currents  were  sent  through 
one,  induction  currents  were  distmctly  heard  on  a  telephone  fixed  on  the  other. 
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Fig.  667.— Screening  the  Wire  from  Induction. 

Indeed  this  induction  between  wire  and  wire  has  proved  the  most  serious 
obstacle  to  the  practical  introduction  of  the  instrument.  But  it  is  not  altogether 
irremediable  on  underground  wires  ;  it  can  be  surmounted  in  three  ways  :  i.  By 
increasing  the  intensity  of  the  transmitted  currents  so  as  to  overpower  the 
currents  of  induction,  and  by  reducing  the  sensitiveness  of  the  receiving  appa- 
ratus so  as  to  make  the  instrument  insensible  to  currents  of  induction,  though 
responsive  to  telephonic  currents.  2.  By  screening  the  wire  from  the  influence 
of  induction.     3.  By  neutralising  the  effects  of  induction. 

"  I.  Mr.  Edison  in  America  has  partially  succeeded  in  effecting  the  first  cure. 

"  2.  I  have  overcome  the  second  difficulty  in  a  way  that  will  now  be  de- 
scribed. Let  I  (Fig.  667)  be  a  wire  used  for  telephonic  purposes,  and  2  be  an 
ordinary  telegraphic  wire  contiguous  to  it  Let  us  regard  i  and  2  as  symmetrical 
and  contiguous  particles  of  the  two  wires.  If  a  current  flow  through  2  it  will  affect 
I  inductively  both  statically  and  magnetically.     Let  us  regard  the  static  effect 
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first.  If  the  current  flow  away  from  us,  then  we  may  consider  the  particle  2  as 
charged  positively ;  lines  of  electric  force  will  radiate  all  around  it,  and  that  line 
which  passes  through  i  will  inductively  charge  that  particle  negatively.  This 
influence  being  felt  all  along  the  wire,  a  current  in  the  reverse  direction  to  that 
in  2  will  flow  through  i.  The  reverse  would  occur  if  we  assumed  the  primary 
current  to  flow  in  the  other  direction.  Hence,  an  induced  current  will  flow 
through  I,  whenever  the  current  in  2  commences  and  whenever  it  ceases.  Now, 
if  we  place  between  i  and  2  a  screen  of  metal,  or  other  conducting  matter,  in 
connection  with  the  earth  e,  then  the  line  of  electric  force,  instead  of  passing 
through  I,  will  terminate  at  the  screen.  Hence,  if  we  surround  the  wire  2  with 
a  covering  or  sheath  of  metal,  or  if  we  submerge  it  in  water,  all  effects  of  static 
induction  will  cease  between  i  and  2.  In  water  they  are  not  entirely  eliminated, 
for  water  is  a  very  poor  conductor ;  but  they  are  so  reduced  by  •  its  influence, 
as  my  experiments  between  Manchester  and  Liverpool  and  between  Dublin  and 
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Fig.  668. — Neutralisation  of  Induction. 

Holyhead  have  shown,  that,  if  the  water  or  wet  serving  had  been  a  perfect 
conductor,  they  would  have  been  removed  as  far  as  regards  static  induction. 

"  But  we  have  to  regard  magnetic  induction  as  well.  Besides  establishing 
a  field  of  electric  force  around  2,  a  current  flowing  through  that  wire  establishes 
a  magnetic  field  around  it,  whose  lines  of  force  are  circles,  and  whose  directions 
are  at  right  angles  to  the  lines  of  electric  force.  Let  us  regard  that  line  of  force 
cutting  I.  Each  time  a  current  commences,  and  each  time  it  ceases,  in  wire  2, 
a  line  of  magnetic  force  cuts  wire  i,  and  produces  in  that  wire  a  current  of 
induction  in  the  same  direction  as  that  produced  by  static  induction.  Now, 
if  we  make  the  screen  of  iron,  those  lines  of  force  terminate  in  the  iron, 
and  wire  i  is  freed.  Hence,  if  we  sheathe  the  wire  i  with  iron,  it  is  not  only 
freed  fi-om  the  effects  of  static  induction  by  being  surrounded  by  a  con- 
ductor in  contact  with  the  earth,  but  it  is  shielded  from  the  effects  of  magnetic 
induction  by  its  sheath  of  iron.  Hence  both  effects  of  induction  are  entirely 
removed. 

"  3.  They  can  be  neutralised  by  means  of  a  return  wire,  using  this  return 
wire  instead  of  the  earth.  If  i  and  2  (Fig.  668)  be  two  wires  running  side  by  side, 
then  the  current  set  up  by  induction  from  neighbouring  wires  in  one  wire  is 
neutralised  by  the  currents  set  up  in  the  other  side. 

"  But  this  assumes  either  that  the  disturbing  wires  are  at  an  infinite  distance 
from  I  and  2,  or  that  i  and  2  are  infinitely  near  each  other.  All  attempts  to 
use  return  wires  on  existing  poles,  in  cables,  or  in  underground  wires  have 
utterly  failed  to  do  away  with  inductive  disturbance ;  but  Mr.  Bell  has  had  a 
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single  gutta-percha  wire  carrying  two  conductors  made,  which  very  nearly  fulfils 
the  conditions  and  gives  excellent  results. 

"  The  extreme  delicacy  of  the  instrument  has  introduced  a  disturbance  from 
another  cause,  viz.  leakage.  Wires  on  poles  are  supported  by  glass,  porcelain, 
and  earthenware  insulators ;  but  the  best  support  that  was  ever  devised  is  but  a 
poor  insulator  in  wet  weather.  Currents  escape  over  their  surface  from  the  wire 
they  support,  and  thesfr  leakage  currents  find  their  way  into  telephonic  circuits. 
Hence  a  telephone  circuit  which  may  work  well  in  dry  fine  weather,  may  prove 
absolutely  unworkable  in  wet  weather. 

"Another  source  of  trouble  arises  from  what  are  technically  called  *bad 
earths.'  It  is  almost  impossible  to  make  a  perfect  connection  with  the  earth. 
There  is  always  some  resistance  at  that  point ;  so  that  if  two  wires  terminate  on 
the  same  earth-plate,  the  one  being  a  working  circuit  and  the  other  a  telephone 
circuit,  some  currents  from  the  former  are  sure  to  pass  through  the  latter  and 
disturb  the  telephone.     A  return  wire  perfectly  cures  this  evil. 

"  There  are  other  disturbing  elements  that  are  peculiar.  Earth-currents,  which 
are  always  present  in  the  wires,  produce  a  peculiar  crackling  noise,  siniilar  to 
that  produced  by  a  current  from  a  single-fluid  battery,  such  as  a  Smee  or  a 
I^eclanch^,  not  unlike  the  rushing  of  broken  water.  This  is  due  to  the  pola- 
risation of  the  earth-plate,  as  the  sounds  produced  by  a  battery  current  are  due 
to  the  polarisation  of  the  negative  plate.  When  auroras  are  present  these 
earth-currents  become  very  powerful,  and  the  sounds  are  much  intensified. 
The  effects  of  thunderstorms  are  very  peculiar  :  a  flash  of  lightning,  even  though 
so  distant  as  to  be  out  of  sight,  will  produce  a  sound ;  and  if  it  be  near  enough 
to  be  only  sheet  lightning,  it  produces,  according  to  Dr.  Channing,  of  Provi- 
dence, a  sound  like  the  quenching  of  a  drop  of  melted  metal  in  water,  or  the 
sound  of  a  distant  rocket.  Moreover,  he  says  that  this  sound  is  heard  before 
the  flash  is  seen,  proving  the  existence  of  some  inductive  effect  in  the  air  prior 
to  the  actual  discharge.  The  telephone  thus  becomes  an  admirable  warning  of 
the  approach  of  a  thunderstorm. 

"  Sometimes  a  peculiar  wailing  sound  is  heard,  which  an  imaginative  cor- 
respondent of  mine  likened  to  *  the  hungry  cry  of  newly-hatched  birds  in  a  nest.' 
Mr.  Preece  thinks  this  is  due  to  the  swinging  of  the  wires  across  the  magnetic 
lines  of  force  of  the  earth.  It  is  not  difficult  to  conceive  that  these  vibrations 
may  succeed  each  other  in  the  necessary  rhythmic  order  to  produce  musical 
tones.  The  wires  are  never  free  from  sound ;  and  every  change  of  temperature 
or  of  the  electric  condition  of  the  atmosphere  is  recorded  on  this  delicate 
apparatus. 

"  The  expansion  of  the  iron  diaphragm  under  the  influence  of  the  warm  and 
damp  breath  when  the  telephone  is  first  raised  to  the  Hps  preparatory  to  talk, 
is  very  marked  ;  it  produces  a  faint  rustling  shiver. 

"  Immediately  on  the  introduction  of  the  instrument,  great  anxiety  was  felt 
to  learn  its  performance  on  submarine  cables.  A  telephone  was  sent  to 
Guernsey,  and  another  to  Dartmouth,  those  two  places  being  connected  by  a 
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cable  sixty  miles  long.  Conversation  was  carried  on,  the  articulation  being 
perfect,  though  slightly  muffled.  This  was  a  surprise  \  for  it  was  thought  that 
the  static  induction  of  a  cable,  by  its  retarding  influence,  would  have  prevented 
articulation  by  lengthening  the  waves  of  electricity  and  rolling  them  up  as  it 
were.  I  was  able  to  repeat  these  experiments  on  an  artificial  Atlantic  cable, 
constructed  to  duplex  the  direct  United  States  cable.  There  was  no  difficulty 
in  speaking  up  to  loo  miles,  though  the  muffling  effect  of  induction  was 
evident.  Beyond  this  distance  up  to  150  miles,  muffling  commenced  to  seriously 
impede  conversation,  and  the  sounds  diminished  considerably  in  strength  :  it  was 
like  talking  through  a  thick  respirator.  The  effect  diminished  rapidly  up  to  200 
miles,  beyond  which  articulation  became  impossible,  though  singing  was  dis- 
tinctly heard ;  indeed,  singing  was  heard  through  the  whole  length  of  the  cable, 
3,000  miles  long ;  but  this  was  traced  to  a  secondary  cause,  it  being  due  to  the 
induction  of  condenser  on  condenser.  Nevertheless,  there  is  no  doubt  that 
singing  can  be  heard  through  a  much  greater  length  than  speaking,  due  to  the 
greater  regularity  of  the  successive  waves  of  electricity.'* 

Mr.  Preece  subsequently  experimented  on  the  underground  wires  between 
Manchester  and  Liverpool,  a  distance  of  about  thirty  miles,  and  through  this 
length  had  no  difficulty  whatever  in  speaking.  Again,  between  Dublin  and 
Holyhead,  through  the  cable  sixty-seven  miles  long,  persons  spoke  with  ease, 
singing  coming  through  with  remarkable  power  and  effect.  This  cable  contains 
seven  distinct  conductors.  When  one  wire  was  used  for  the  telephone,  the 
sounds  could  be  heard  on  every  other  wire,  but  in  a  feebler  d^ee.  When  the 
other  wires  were  working  with  the  ordinary  telegraphic  apparatus,  induction  was 
evident,  but  not  sufficiently  intense  to  stop  conversation.  Each  wire  would  be 
surrounded  with  a  wet  serving  of  hemp,  but  this  was  not  of  sufficient  conducting 
power  to  entirely  screen  the  effect  of  induction.  The  same  effect  was  exj>e- 
rienced  between  Manchester  and  Liverpool,  where  the  wires  are  made  up  into 
cables  of  seven  conductors,  served  outside  with  tarred  hemp. 

BATTERY    TELEPHONES    AND     MICROPHONES. 

In  the  preliminary  remarks  regarding  telephony,  it  has  been  mentioned 
that  Bell's  instrument  does  good  service,  both  as  a  sender  and  a  receiver,  pro- 
vided that  the  sending  and  receiving  stations  are  not  too  far  from  each  other. 
The  induced  curents  generated  in  the  sender  are  only  weak,  and  are  still  further 
weakened  by  the  resistance  of  a  long  line,  by  leakages,  etc.  To  avoid  the  use  of 
such  weak  currents,  battery  telephones  or  microphones  have  been  constructed 
(a  distinction  is  sometimes  made  between  a  battery  telephone  and  a  microphone, 
but  as  both  are  based  on  the  same  principle,  we  shall  here  treat  them  together 
in  the  same  chapter).  The  suitability  of  carbon  for  the  construction  of  such 
instruments  was  first  observed  by  Edison,  and  therefore,  without  paying  attention 
to  the  older  forms,  or  first  experiments,  we  shall  at  once  give  a  description  of 
Edisoris  carbon  telephone. 
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Edison's  Carbon  Telephone. — A  representation  of  this  instrument  is 
shown  in  Fig.  669.  The  case  of  the  sender  consists  of  metal,  and  has  an 
ordinary  speaking-funnel,  opposite  to  which  is  placed  the  membrane  d.  Behind 
the  membrane  is  fastened  a  metal  plate,  upon  which  the  carbon  disc  c  rests. 
This  disc  is  held  in  position  by  an  ebonite  ring.  The  surface  of  the  carbon 
disc  facing  the  membrane  bears  a  platinum  plate  p,  upon  which  the  glass  disc  G 
is  glued.  This  is  connected  with  the  membrane  by  means  of  the  aluminium 
knob  A,  so  that  the  vibrations  of  the  membrane  can  be  transmitted  to  the  carbon 
c,  and  expose  it  to  a  pressure  corresponding  to  the  vibrations.      A  battery 


£dison*s  Carbon  Telephones. 


Fig.  67a 


current  sent  through  the  carbon  will  therefore  be  converted  into  an  undulation 
turrent  owing  to  the  change  of  pressure.  When  the  plate  d  presses  against 
the  carbon,  in  consequence  of  the  first  or  forward  phase  of  its  vibrations,  the 
resistance  of  the  carbon  becomes  less,  and  therefore  the  battery  current  flowing 
through  it  becomes  stronger.  The  strength  of  the  current  diminishes  when  the 
pressure  upon  the  carbon  diminishes,  by  the  return  or  second  phase  of  the 
vibration  of  the  plate,  but  a  current  of  a  certain  fixed  strength  passes  through 
the  carbon  when  no  pressure  at  all  is  exerted  upon  it,  that  is  to  say,  when  the 
plate  or  membrane  is  at  rest  The  current  is  conveyed  through  the  carbon  by 
having  one  of  the  battery  wires  connected  with  the  metal  case  of  the  telephone, 
and  the  other  with  the  platinum  plate  p. 

Another  construction  by  Edison  is  shown  in  Fig.  670.  The  centre  disc  k 
is  placed  between  two  platinum  plates  in  a  kind  of  box  0  u  The  india-rubber 
tube  g  is  placed  between  the  membrane  cc  and  an  ivory  disc,  which  rests 
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upon  the  upper  platinum  plate.  Each  of  the  platinum  plates  has  a  clamp  for 
the  wires.  The  vibrations  of  the  membrane  are  transmitted  by  means  of  the 
tube  and  ivory  plate  to  the  upper  platinum  plate,  and  thence  to  the  carbon. 
The  screw  at  the  end  of  the  case  serves  to  regulate  the  telephone. 

Righi's  telephone,  which  attained  a  certain  reputation  in  1878  in  Italy,  has 
little  originality  to  recommend  it,  except  its  unusually  large  dimensions.  The 
receiver  consists  of  a  Bell's  instrument,  with  a  straight  and  very  powerful 
magnet,  which  has  a  membrane  consisting  of  parchment,  of  corresponding  size, 
opposite  to  it,  and  carrying  in  the  centre  a  circular  disc  of  sheet  iron.  The 
construction  of  the  sender  may  be  clearly  understood  with  the  help  of  Fig.  646, 


Fig.  671. — Ader's  Electrophone. 


Fig.  672.— Berliner's  Microphone. 


if  we  imagine  the  little  bar  dipping  in  the  fluid  to  be  furnished  with  a  thin 
metal  plate,  and  a  mixture  of  graphite  and  silver  powder  to  be  substituted  for 
the  fluid.  •  The  pressure  upon  the  powder  will  change  with  the  vibrations  of  the 
membrane,  and  the  battery  current  sent  through  the  powder  will  thus  become  an 
undulation  current. 

Ader,  who  constructed  a  receiver  similar  to  the  one  described,  used  the 
apparatus  shown  in  Fig.  671,  and  called  it  **  Ader's  electrophone."  A  wooden 
frame,  which  has  a  handle  attached,  carries  a  carbon  cylinder  «,  fastened  to 
a  wooden  pin,  at  the  other  end  of  which  is  the  sound-reflector.  The  rounded 
end  of  the  carbon  cylinder  rests  upon  the  carbon  piece  ^,  which  is  connected 
with  one  of  the  clamps,  the  second  clamp  being  connected  with  the  carbon 
cylinder  itself. 

Fig.  672  represents  Berliner's  microphone  or  transmitter.  The  most  impor- 
tant portion  of  the  apparatus,  viz.  the  changeable  carbon  contact,  is  formed 
by  the  two  carbon  pieces  a  and  b  ;  the  former  is  fastened  in  the  middle  of  the 
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thin  iron  disc,  which  is  attached  to  the  lid  of  the  microphone ;  the  second  is 
placed  at  r,  in  the  catch,  which  is  hung  from  the  movable  arm  d.  The  con- 
tact of  the  two  carbon  pieces  is  brought  about  by  the  weight  of  the  carbon 
piece  b.  The  support  d  serves  also  to  maintain  the  iron  disc  in  its  position 
when  the  lid  is  opened.  When  m  use,  the  poles  of  this  sender  /j  and  p^  are 
connected  with  the  poles  of  a  battery  (usually  a  Leclanch^  element);  the 
current  then  flows  from  clamp  p^  through  the  metal  piece  k,  to  //  and  c^  and 
so  to  the  carbon  pieces  b  and  a  ;  thence  it  returns  through  the  spring/',  the 
screw  V,  through  the  primary  coil  of  the  induction  coil  f,  thence  to  the  clamp /g, 
and  so  back  again  to  the  battery.  The  clamps  /j  and  p^  hold  the  wires  of 
the  secondary  coils,  and  are  connected  with  the  line  or  earth.  If  the  iron  disc 
is  made  to  vibrate  by  sound-waves,  the  two  carbon  pieces  a  and  b  will  also 


Fig-  673.— Heller*s  Transmitter. 


vibrate,  causing  those  alterations  of  contact  which  convert  the  battery  current 
into  an  undulation  current.  Every  well-acting  telephone  can  be  connected  with 
Berliner's  microphone  as  receiver.  If  the  sending  and  receiving  stations  are 
very  far  from  each  other,  and  a  considerable  resistance  in  the  wires  has  to  be 
overcome,  Berliner  makes  use  of  microphones  with  three  contacts. 

F.  Heller's  transmitter,  as  shown  in  Fig.  673,  is  a  little  different  from 
Berliner's  transmitter.  The  lid  d  of  the  box  has  a  circular  hole  in  it,  in  which 
a  disc  M  M  of  wood  (deal)  is  placed  as  membrane;  the  india-rubber  tube  gg 
is  placed  over  it,  and  over  this  is  screwed  the  brass  ring  r  r  in  order  to  hold 
the  whole  in  position.  The  carbon  cylinder  k'  is  fastened  to  the  spring  f,  and 
the  latter  is  fastened  to  a.  The  contact  between  the  carbon  cylinder  k'  and 
carbon  knob  k  is  regulated  by  the  adjusting  screw  v.  The  metal  piece  a  is 
connected  with  clamp  p^  by  means  of  a  metal  strip  a  and  a  short  wire.  The 
carbon  knob  k  is  connected  with  the  primary  coil  of  the  induction  apparatus  s 
by  means  of  the  strip  b  b.  The  second  end  of  this  wire  is  connected  with  the 
clamp  Pj.  The  wire  ends  of  the  secondary  spiral  are  fastened  to  the  clamps 
P]  and  P3.     When  clamps  P3  and  p^  are  connected  with  the  poles  of  a  battery, 
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the  current  flows  from  clamp  p^  through  «  a  f,  the  carbon  cylinder  k',  the 
carbon  knob  k,  brass  strip  b  b,  through  the  primary  coil  of  the  induction  coil, 
through  clamp  P3,  and  so  back  again  to  the  battery.  When  the  membrane  m  m  is 
made  to  vibrate,  the  battery  current  becomes  a  primary  undulation  current,  in 
ducing  in  the  secondary  coils  undulating  induced  currents,  which  are  conveyed 
through  clamps  p^  and  P2  to  the  receiving  apparatus. 


Fig.  674. — Blake's  Microphone. 


Fig.  675.  —  Locht-Labye's  Pantelephonc. 


The  microphone  by  F.  Blake  differs  from  others  in  this  respect: — that  none  of 
the  contact-pieces  are  fastened  to  the  membrane,  and  this  prevents  disturbances 
due  to  contraction  or  expansion  of  the  membrane.  The  iron  sheet  mm  is 
placed  opposite  b  (Fig.  674),  between  pads  of  india-rubber  tubing.  One  of  the 
contact-pieces,  consisting  of  a  small  platinum  cylinder  /,  is  fastened  to  the 
spring  /  which  presses  it  against  the  second  contact  -  piece ;  a  carbon  disc 
(shown  in  the  figure  as  a  black  rectangle)  is  set  in  the  metal  piece  «,  and 
carried  by  the  spring  f,  which  presses  both  carbon  and  platinum  cylinder 
against  the  iron  disc.  The  regulation  of  the  contact  is  brought  about  in  the 
following  manner  : — The  spring  f  is  fastened  to  the  plate  w,  which  is  again  held 
by  the  spring  f',  which  is  screwed  to  the  fixed  clamp  a.     The  screw  s  presses 
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against  the  inclined  plane  of  w,  and,  by  being  turned  in  one  or  the  other 
direction,  effects  the  regulation.  Blake's  transmitter  is,  as  a  rule,  used  witli  a 
Leclanch^  element  The  current  passes  as  follows  :  Through  the  clamp  k  into 
the  primary  coil  of  the  induction  apparatus  j,  through  the  spring  /  into  the 
platinum  cylinder  /,  through  the  carbon  at  m  into  f,  through  w  to  s,  and  then 
back  to  the  battery. 

A  very  sensitive  microphone,  called  by  the  inventor  a  Pantelephone,  and  shown 
in  Fig.  675,  was  constructed  by  L.  de  Locht-Labye.  The  receiving  apparatus 
reproduces  conversations  held  at  a  distance  of  20  metres  from  the  microphone 
perfectly  distinctly.  A  plate  of  either  cork,  wood,  or  sheet  metal  of  a  rectangular 
shape,  10  centimetres  wide  and  15  centimetres  long,  is  suspended  from  the  metal 
beam  s  s,  which  is  held  by  the  steel  springs  r  r\  at  its  lower  edge  at /it  carries  a 
carbon  disc,  which  leans  against  the  silver  plate  x. 
This  silver  plate  is  fastened  to  the  spring/  which 
is  fixed  at  w.  The  screw  v  regulates  the  con- 
tact The  battery  current  passes  through  the  wire 
L,  ^,  through  the  spring/,  and  the  silver  contact, 
through  the  wires  n  n  and  springs  r  r,  and  returns 
through  T  to  the  battery.  When  sound-waves 
make  the  plate  vibrate  the  contact  becomes 
changeable,  and  thus  produces  undulation  cur- 
rents, which  generate  undulating  induced  currents 
in  an  induction  apparatus,  and  thus  reproduce 
the  sound-waves  at  the  receiving  station. 

The  Phonophore,  by  Wreden,  is  shown  in  Fig.  676.  It  consists  of  a  cork  plate 
K,  which  carries  a  contact  a,  connected  with  the  clamp  p  by  means  of  a  short  wire^ 
The  second  contact  b  is  placed  on  one  end  of  the  lever  gk  m^  which  has  a  counter- 
weight at  its  opposite  end.  The  pressure  of  the  contact  between  the  two  pieces  a 
and  d  is  regulated  by  the  weight  c.  Wreden  constructed  microphones  also  of  six 
and  more  contacts.  The  current  passes  in  the  microphone  shown  in  the  figure  as 
follows : — From  the  clamp  p  to  the  contact -pieces  a  and  ^,  through  the  lever 
m  H,  and  through  the  clamp  Pj  back  to  the  battery. 

Microphones  with  several  contacts  have  been  constructed  by  Crossley,  Ader, 
and  Gower.  All  three  make  use  of  a  rectangular  plate  of  wood  as  a  membrane. 
This  plate,  as  a  rule,  is  fastened  in  the  opening  of  a  strong  wooden  frame,  forming 
with  it  a  box  shaped,  in  Crossley's  instrument,  like  a  writing-desk,  the  inside  of 
which  contains  the  carbon  contacts.  These  consist  of  four  carbon  rods,  which 
rest  with  their  ends  upon  carbon  blocks,  as  shown  in  Fig.  677.  The  connec- 
tion of  the  carbon  contacts  with  the  battery  is  brought  about  by  metal  strips, 
fastened  to  the  carbon  blocks.  Ader  arranges  eight  or  ten  carbon  rods,  as  shown 
in  Fig.  678,  BCD.  Ader,  who  had  undertaken  the  transmission  of  the  opera 
music  to  the  Palace  of  Industry  during  the  Exhibition  in  1881,  placed  his  micro- 
phones upon  leaden  plates  ?,  in  order  to  prevent  interruption  or  disturbance  of 
the  music  transmitted  from  the  voice  of  the  singer  by  footsteps  on  the  floor,  etc 


Fig.  676.  — Wredcn*s  Phonophore. 
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Boudet  and  others  have  also  constructed  microphones  ot  several  contacts,  some 
arranged  parallel  and  others  in  series ;  the  latter  arrangement  is  shown  in  Fig.  679. 
A  glass  tube  r,  of  7*5  centimetres  in  length  and  i  centimetre  in  diameter,  is 
fastened  to  a  joint  upon  a  stand.  The  supports  tt  carry  the  sounding-tube  b, 
which  has  on  the  outer  side  an  ordinary  mouthpiece,  and  on  the  inner  side  a 
narrow  opening,  opposite  which  is  placed  the  membrane  m  m^  made  of  gutta- 
percha.   The  copper  cylinder  k,  which  is  connected  with  the  membrane,  reaches 


Fig.  678. — Ader*s  Transmitler. 


Fig.  677. — Crossley*s  Transmitter. 

a  short  distance  into  the  glass  tube,  and  touches  the  first  of  the  sue  carbon 
balls  in  it.  In  the  other  end  of  the  glass  tube  is  placed  the  metal  piece  a,  which 
carries  the  apparatus  for  the  regulation  of  the  carbon  contacts.  By  turning  the 
screw  s  in  the  one  or  the  other  direction  the  cylinder  c,  along  with  f  and  k', 
moves  forward  or  backward,  thus  diminishing  or  increasing  the  force  of  contact 
between  the  carbon  balls. 

Professor  Hughes's  Explanation  of  the  Action  of  the  Microphone. 
— Professor  Hughes,  the  inventor  of  the  microphone,  has  given  some  interesting 
particulars  respecting  the  physical  action  of  the  instrument.  He  states  the  problem 
he  sought  to  solve  by  the  microphone  as  follows :  To  introduce  into  an  electrical 
circuit  an  electrical  resistance,  which  resistance  shall  vary  in  exact  accord  with 
sonorous  vibrations,  so  as  to  produce  an  undulatory  current  of  electricity  from 
a  constant  source,    whose  wave-length,   height,  and  form   shall   be  an  exact 
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representation  of  the  sonorous  waves.  In  the  microphone  we  have  an  electric 
conducting  material,  susceptible  of  being  influenced  by  sonorous  vibrations; 
and  thus  we  have  the  first  step  of  the  problem. 

The  second  step  is  one  of  great  importance,  and  was  solved  by  the  discovery 
that  when  an  electric  conductor  in  a  divided  state,  either  in  the  form  of  powder, 
filings,  or  surfaces,  is  put  under  a  certain  slight  pressure,  far  less  than  that  which 
would  produce  cohesion,  but  more  than  would  allow  it  to  be  separated  by  sonorous 
vibrations^  the  following  state  of  things  occurs  :  The  molecules  at  these  surfaces 


Fig.  679. — Boudet's  Microphone. 


being  in  a  comparatively  free  state,  although  electrically  joined,  do  of  themselves 
so  arrange  their  form,  their  number  in  contact,  or  their  pressure,  that  the  increase 
and  decrease  of  the  electrical  resistance  of  the  circuit  is  altered  in  a  very  remark- 
able manner,  and  to  an  extent  that  is  almost  fabulous. 

It  is  only  necessary  to  observe  certain  general  considerations  to  produce  an 
endless  variety,  each  having  a  special  range  of  resistance. 

The  tramp  of  a  fly,  or  the  cry  of  an  insect,  requires  little  range,  but  great 
sensitiveness ;  and  two  surfaces,  therefore,  of  chosen  materials,  under  a  very  slight 
pressure,  such  as  the  mere  weight  of  a  small  superposed  conductor  (Figs.  650 
and  651)  suffice;  but  it  would  be  unsuitable  for  a  man's  voice,  as  the  vibrations 
produced  by  the  voice  would  be  too  powerful  for  the  instrument,  and  would, 
in  fact,  produce  interruption  of  contact  amounting  to  "  make  and  break." 

Pine-wood  is  the  best  resonant  material  we  possess,  and  it  preserves  its 
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structure  and  quality  when  converted  into  charcoal.  A  man's  voice  requires 
the  contact  of  four  surfaces  of  pine-charcoal.  The  number  of  surfaces  and  the 
materials  have  to  depend  on  the  range  and  power  of  the  vibrations,  and  the 
surfaces  must  be  pressed  together  by  a  force  that  varies  with  the  force  of  the 
sonorous  vibrations.  Thus,  for  a  man's  voice  the  surface  must  be  under  a  far 
greater  pressure  than  for  the  movements  of  insects.  In  order  to  test  w&ether 
the  pressure  is  sufficient  to  admit  of  a  perfect  undulatory  current  being  produced 
by  the  sonorous  vibrations  of  the  range  of  the  voice  or  sounding  body  employed, 
it  is  w^U  to  place  a  galvanometer  in  the  circuit ;  while  speaking  to  the  micro- 
phone transmitter  the  needle  should  not  be  deflected,  as  the  waves  of  -H  and  - 
electricity  are  equal,  and  are  too  rapid  to  disturb  the  needle.  If  the  pressure 
on  the  materials  producing  the  microphonic  contacts  is  not  sufficient,  we  shall 
have  a  constant  succession  of  interruptions  of  contact,  and  the  galvanometer 
needle  will  indicate  the  fact  If  the  pressure  on  the  materials  is  gradually  in- 
creased, the  tones  will  be  loud,  but  wanting  in  distinctness,  while  the  galvano- 
meter indicates  interruptions  in  the  current.  By  further  increasing  the  pressure 
the  tone  becomes  clearer,  and  the  needle  of  the  galvanometer  will  just  be 
stationary  when  a  maximum  of  loudness  and  clearness  is  attained.  If  the  pres- 
sure be  further  increased  the  sounds  become  weaker,  though  they  remain  clear, 
and  on  still  gradually  augmenting  the  pressure  the  sounds  die  out,  until  a  point 
arrives  at  which  there  is  silence. 

The  simplest  form  of  microphone  employed  by  Professor  Hughes  in  his 
theoretical  investigations  consisted  of  a  flat  piece  of  charcoal,  2  millimetres  thick 
and  I  centimetre  square,  connected  with  a  copper  wire,  and  glued  to  a  board  or 
block  of  wood.  Upon  this  piece  one  or  more  similar  pieces  were  superposed, 
the  upper  piece  being  connected  with  a  wire.  The  required  pressure  was  put 
on  the  blocks.  Professor  Hughes  thus  reasons  out  the  nature  of  the  molecular 
action : 

"  Let  the  lower  piece  be  called  a,  and  the  upper  b  ;  when  we  subject  the 
board  to  sonorous  vibrations  we  cannot  imagine  in  the  charcoal  an  undulatory 
movement  of  the  actual  wave-length  of  the  sonorous  wave,  for  that  would  be 
several  feet ;  nor  can  we  imagine  a  wave  of  any  length  without  admitting  that 
the  force  must  be  transmitted  from  molecule  to  molecule  throughout  the  entire 
length.  How  is  it  that  the  molecular  action  at  the  surfaces  of  a  and  b  so  vary 
the  conductivity  or  electrical  resistance  as  to  throw  it  into  waves  in  the  exact 
form  of  the  sonorous  vibrations  ?  It  cannot  be  because  it  throws  up  the  upper 
portion,  making  an  intermittent  current,  because  the  upper  portion  is  fastened  to 
the  lower,  and  the  galvanometer  does  not  indicate  any  interruption  of  current 
whatever.  It  cannot  be  because  the  molecules  arrange  themselves  in  stratified 
lines,  becoming  more  or  less  conductive,  as  then  surfaces  would  not  be 
required,  that  is,  we  should  not  require  discontinuity  between  the  blocks  a 
and  B  ;  nor  would  the  upper  surface  be  thrown  up  if  the  pressure  be  removed, 
as  sand  is  on  a  vibrating  glass.  The  throwing  up  of  this  upper  piece  b  when 
pressure  is  removed  proves  that  a  blow,  pressure,  or  upheaval  of  the  lower  por- 


Digitized  by 


Google 


The  Telephone,  691 

tion  takes  place :  that  this  takes  place  there  cannot  be  any  doubt,  as  the  surface 
considered  alone  (having  no  depth)  could  not  bodily  quit  its  mass.  In  fact, 
there  must  have  been  a  movement  to  a  certain  depth ;  and  I  am  inclined  to 
believe,  from  numerous  experiments,  that  the  whole  block  increases  and 
diminishes  in  size  at  all  points,  in  the  centre  as  well  as  the  surface,  exactly 
in  accordance  with  the  form  of  the  sonorous  wave.  Confining  our  attention, 
however,  to  points  on  a  and  b,  how  can  this  increased  molecular  size  or  form 
produce  a  change  in  the  electrical  waves  ?  This  may  happen  in  two  ways : 
firsts  by  increased  pressure  on  the  upper  surface,  due  to  its  enlargement ;  or, 
sccondy  the  molecules  themselves,  finding  a  certain  resistance  opposed  to  their 
upward  movement,  spread  themselves,  making  innumerable  fresh  points  of  con- 
tact. Thus  an  undulatory  current  would  appear  to  be  produced  by  infinite 
change  in  the  number  of  fresh  contacts.  I  am  inclined  to  believe  that  both 
actions  occur ;  but  the  latter  seems  to  me  the  true  explanation ;  for  if  the  first 
were  alone  true,  we  should  have  a  far  greater  effect  from  metal  powder,  carbon, 
or  some  elastic  conductor,  such  as  metalised  silk,  than  from  gold  or  other  hard 
unoxidisable  matter ;  but  as  the  best  results  as  regards  the  human  voice  were 
obtained  from  two  surfaces  of  solid  gold,  I  am  inclined  to  view  with  more  favour 
the  idea  that  an  infinite  variety  of  fresh  contacts  brought  into  play  by  the 
molecular  pressure  affords  the  true  explanation.  It  has  the  advantage  of  being 
supported  by  the  numerous  forms  of  microphone  I  have  constructed,  in  all  of 
which  I  can  fully  trace  the  effect. 

"  I  have  been  very  much  struck  by  the  great  mechanical  force  exerted  by 
this  uprising  of  the  molecules  under  sonorous  vibrations.  With  vibrations  from 
a  musical  box  2  feet  in  length,  I  found  that  one  ounce  of  lead  was  not  sufficient 
on  a  surface  of  contact  i  centimetre  square  to  maintain  constant  contact ;  and 
it  was  only  by  removing  the  musical  box  to  a  distance  of  several  feet  that  I  was 
enabled  to  preserve  continuity  of  current  with  a  moderate  pressure.  I  have 
spoken  to  forty  microphones  at  once,  and  they  all  seemed  to  respond  with  equal 
force.  Of  course,  there  must  be  a  loss  of  energy  in  the  conversion  of  molecular 
vibrations  into  electrical  waves ;  but  it  is  so  small  that  I  have  never  been  able 
to  measure  it  with  the  simple  appliances  at  my  disposal.  I  have  examined 
every  portion  of  my  room — wood,  stone,  metal,  in  fact  all  parts — and  even  a 
piece  of  india-rubber  :  all  were  in  molecular  movement  whenever  I  spoke.  As 
yet  I  have  found  no  such  insulator  for  sound  as  gutta-percha  is  for  electricity. 
Caoutchouc  seems  to  be  the  best ;  but  I  have  never  been  able  by  the  use  of 
any  amount  at  my  disposal  to  prevent  the  microphone  reporting  all  it  heard. 

"  The  question  of  insulation  has  now  become  one  of  necessity,  as  the  micro- 
phone has  opened  to  us  a  world  of  sounds,  of  the  existence  of  which  we  were 
unaware.  If  we  can  insulate  the  instrument  so  as  to  direct  its  powers  on  any 
single  object,  as  on  a  moving  fly,  it  will  be  possible  to  investigate  that  object 
undisturbed  by  the  pandemonium  of  sounds  which  at  present  the  microphone 
reveals  where  we  thought  complete  silence  prevailed. 

"  I   have  recently  made  the  following  curious  observation  :  A  microphone 
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on  a  resonant  board  is  placed  in  a  battery  circuit  together  with  two  telephones. 
When  one  of  these  is  placed  on  the  resonant  board,  a  continuous  sound  will 
emanate  from  the  other.  The  sound  is  started  by  the  vibration  which  is  im- 
parted to  the  board  when  the  telephone  is  placed  on  it ;  this  impulse,  passing 
through  the  microphone,  sets  both  telephone  discs  in  motion ;  and  the  instru- 
ment on  the  board,  reacting  through  the  microphone,  causes  a  continuous  sound 
to  be  produced,  which  is  permanent  so  long  as  the  independent  current  of  elec- 
tricity is  maintained  through  the  microphone.  It  follows  that  the  question  of 
providing  a  rday  for  the  human  voice  in  telephony  is  thus  solved. 

"The  transmission  of  sound  through  the  microphone  is  perfectly  duplex; 
for  if  two  correspondents  use  microphones  as  transmitters,  and  telephones  as 
receivers,  each  can  hear  the  other,  but  his  own  speech  is  inaudible  :  and  if  each 
sing  a  different  note,  no  chord  is  heard.  The  experiments  on  the  deaf  have 
proved  that  they  can  be  made  to  hear  the  tick  of  a  watch,  but  not,  as  yet,  human 
speech  distinctly ;  and  my  results  in  this  direction  point  to  the  conclusion  that 
we  only  hear  ourselves  speak  through  the  bones,  and  not  through  the  ears. 

"  However  simple  the  microphone  may  appear  at  first  glance,  it  has  taken 
me  many  months  of  unremitting  labour  and  study  to  bring  it  to  its  present  state 
through  the  numerous  forms,  each  suitable  for  a  special  object." 

Professor  Hughes  throughout  his  investigations  used  a  Bell's  telephone  as 
receiver,  and  admits  that  it  was  owing  to  the  discovery  of  that  sensitive  instru- 
ment that  he  was  able  to  follow  up  his  researches. 

TELEPHONES  AND  MICROPHONES  OF  SPECIAL  CONSTRUCTION. 

The  iron  wire  telephone  of  Ader  is  of  theoretical  interest.  Ader  tried  to  con- 
struct a  telephone  without  a  membrane ;  for  this  purpose  he  used  iron  cores  of 
different  strength.  He  obtained  the  best  results  with  very  thin  iron  cores,  i,e, 
iron  wires.  Fig.  680  shows  one  of  these  forms  of  apparatus ;  it  consists  of  a 
board  b,  through  which  the  iron  wire  e  is  pushed  and  bent  at  e.  This  wire  is 
surrounded  by  the  coil  s,  which  is  wound  upon  a  quill  f.  k  is  a  massive  piece 
of  copper,  which  is  soldered  to  the  free  piece  of  the  wire.  When  in  use  the 
leading  wires  of  this  apparatus  are  connected  with  the  clamps  p  p',  and  the  ear 
is  placed  at  e.  Words  spoken  into  a  distant  telephone  are  clearly  heard  when  the 
apparatus  is  10  or  15  centimetres  from  the  ear.  Ader  also  gave  his  iron  wire  tele- 
phone the  form  shown  in  Fig.  681.  The  iron  wire  m  is  partly  soldered  to  the 
massive  copper  piece/  and  partly  to  the  copper  piece//,  which  again  is  connected 
with  the  copper  piece  g.  The  upper  copper  piece  closes  the  upper  opening  of 
the  tube  which  encloses  the  whole  apparatus,  and  is  connected  with  e  by  means 
of  a  screw.  The  sounding-tube  e  is  similar  to  that  in  Bell's  telephone,  but  has 
no  central  opening.  The  copper  pieces  dg  form  a  cylinder,  which  almost 
entirely  fills  the  tube,  but  is  separated  from  the  walls  by  an  india-rubber  tube 
placed  over  it  The  insulated  wires  c  and  0  are  passed  through  the  copper 
pieces,  and  form  the  ends  of  the  induction  coil  which  surrounds  the  iron  wire 
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at  b.  The  tube  is  closed  at  its  lower  end  by  the  ebonite  disc  i^  to  which  the 
two  clamps  are  fastened.  The  manner  of  working  of  the  two  telephones  last  de- 
scribed may  be  explained,  according  to  Th.  du  Moncel,  in  the  following  manner : 
It  has  been  mentioned  that  the  words  reproduced  by  a  Bell  telephone  are  due 
to  the  undulation  currents  which  are  collected  in  the  receiver,  and  which  cause 


Fig.  680.— Ader's  Iron  Wire  Telephone. 


Fig.  681.— Ader's  Iron  Wire  Telephone. 


its  iron  disc  to  vibrate  in  exactly  the  same  manner  as  the  sound-waves  cause  the 
iron  disc  of  the  sender  to  vibrate.  This  explanation,  however,  is  not  complete ; 
it  still  leaves  the  question  unanswered  :  Of  what  kind  are  the  vibrations  which 
the  iron  disc  makes?  Does  the  disc  vibrate  as  a  whole  with  transversal 
vibrations,  or  do  the  different  iron  particles  vibrate  with  molecular  vibrations 
only  ?  Th.  du  Moncel  argues  that  it  is  molecular  vibration  which  takes  place. 
Ader  constructed  the  telephones  which  are  described  above  for  the  purpose  of 
experimentally  determining  which  of  the  two  opinions  is  correct  He  con- 
structed a  telephone  without  a  membrane,  that  is,  a  telephone  where  transversal 
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vibrations  cannot  take  place.  As  he  succeeded  in  his  experiments,  he  became  of 
Th.  du  MonceFs  opinion,  for  he  proved  by  them  that  the  reproduction  of  sound- 
waves is  not  exclusively  due  to  transversal  vibrations.  According  to  Th.  du  Moncd. 
the  mode  of  action  of  Ader*s  wire  telephone  is  as  follows  :  The  undulation 
currents  circulating  through  the  coil  b  cause  molecular  vibrations  in  the  iron 
wire.  These  act  chiefly  in  a  longitudinal  direction,  and  spread  more  quickly  than 
the  vibrations  of  the  heavy  mass  dg;  the  result  is  that  the  mechanical  effect  of 
the  vibrations  in  the  iron  wire  is  greatly  increased.  The  vibrations  are  then 
mechanically  transmitted  to  the  mass^  and  spread  from  there  as  waves  of  sound 
through  the  sounding-funnel.  Ader's  iron  wire  telephone  greatly  resembles  Reis's 
receiver  (Fig.  641).  The  sounding-board  is  replaced  by  the  copper  mass,  which 
takes  part  in  the  vibrations  and  increases  their  eflect. 

Fig.  682  represents  Breguet's  mercury  telephone.  The  two  vessels  a  contain 
mercury,  over  which  acidulated  water  is  poured,  and  into  which  pointed  tubes 

B,  nearly  filled,  are  allowed  to  dip.  The 
mercury  in  the  tubes,  as  well  as  in  the 
vessels,  is  connected  by  wires,  as  shown  in 
the  figure.  The  effect  of  the  apparatus  is 
based  upon  a  physical  fact  discovered  by 
Lippmann  when  sending  currents  of  electricity 
through  the  mercury  contained  in  capillary 
tubes.  Lippmann  observed  that  in  every 
closed  circuit  electric  currents  are  produced 
when  the  surface  of  the  mercury  is  altered 
by  mechanical  means,  and  conversely  that 
electric  currents  alter  the  surface  of  the  mercury.  Breguef  s  telephone  is  based 
upon  these  electric  phenomena  of  capillary  attraction.  The  tubes  b  b  are  closed 
by  membranes,  which  are  connected  with  the  mouthpieces.  When  sound-waves 
impinge  on  the  membrane  of  one  part  of  the  apparatus  they  mechanically  affect 
the  mercury,  and  produce  electric  currents,  which  travel  to  the  second  capillary 
tube ;  these  cause  a  mechanical  alteration  of  the  mercury  surface,  making  the 
membrane  of  the  second  apparatus  to  vibrate  in  the  same  manner  as  the  mem- 
brane of  the  first,  i.e.  the  waves  of  sound  of  the  first  apparatus  are  exactly 
reproduced  in  the  second  apparatus.  Breguet's  mercury  telephone  may  be  used 
with  or  without  a  battery ;  in  the  latter  case  a  special  arrangement  of  the  mer- 
cury and  water  is  necessary. 

The  chemical  telephone  by  Edison  is  based  upon  an  electro-chemical 
phenomenon  that  has  not,  as  yet,  been  sufficiently  explained  ;  but  by  using  this 
very  phenomenon  he  constructed,  in  1872,  the  electro-motograph.  The  phe- 
nomenon in  question  is  the  following :  If  a  metal  plate  be  connected  with  the 
positive  pole  of  a  battery,  and  be  covered  with  paper  or  any  other  porous  body 
soaked  in  potash,  and  if  a  platinum  or  leaden  point,  connected  with  the  negative 
pole  of  the  battery,  be  drawn  over  the  wetted  surface,  a  certain  resistance  is  felt 
as  long  as  the  current  is  broken,  but  as  soon  as  the  current  flows  through  the 


Fig.  682. — Brcguet's  Mercury 
Telephone. 
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melal  and  tlie  wetted  surface  this  resistance  disappears.  The  current  is  supposed 
to  react  electrolytically  on  the  potash,  and  cause  a  thin  gas  layer  between  its 
surface  and  the  pencil,  which  overcomes  the  resistance. 

Fig.  683  represents  the  apparatus  constructed  by  Edison  on  this  principle.  A 
metal  spring  a  is  fastened  to  the  mica  disc  d,  which  is  of  about  10  centimetres 
diameter.  One  end  of  the  spring,  which  has  a  platinum  contact  attached,  slides 
upon  a  cylinder  a,  which  moves  in  the  direction  indicated  by  the  arrow.  The 
surface  of  the  cylinder  consists  of  moist  gypsum  impregnated  with  potash  and 
mercuric  acetate.  The  spring  a  is  connected  with  the  negative  pole  of  a  battery, 
the  cylinder  with  the  positive  pole  of  a  battery ;  some  kind  of  transmitter  is  also  in- 
serted in  the  circuit.    When  the  circuit  is  broken  the  friction  between  the  spring  a 


Fig.  683. 


Edison's  Chemical  Telephone. 


Fig.  684. 


and  the  cylinder  a  will  cause  the  former  to  be  taken  along  with  the  latter  so 
far  as  the  elasticity  of  the  mica  plate  d  permits.  When  the  circuit  is  made  again 
the  friction  ceases,  and  the  disc  and  spring  take  up  their  original  position  again. 
When  the  making  and  breaking  of  the  current  follow  each  other,  or  when 
alterations  in  the  current  take  place,  the  resistance  between  a  and  a  will  also 
vary  in  an  oscillating  manner,  and  the  mica  plate  d  will  therefore  begin  to 
vibrate.  If  the  current  variations  are  caused  by  speaking  before  the  transmitter, 
the  mica  plate  will  reproduce  the  waves  of  sound.  Fig.  684  shows  the  arrange- 
ment of  this  chemical  telephone  system,  s  represents  the  carbon  transmitter, 
which,  together  with  the  primary  coil  of  the  induction  coil  i,  and  the  battery  b, 
forms  a  circuit.  The  secondary  spiral  is  connected  on  one  side  with  the  earth- 
plate  E,  and  on  the  other  with  the  spring  G  fastened  upon  the  mica  plate  p.  The 
gypsum  cylinder,  upon  which  the  spring  slides,  is  connected  with  the  earth- 
plate  E. 

Dolbear  succeeded  in  the  construction  of  a  receiver  based  on  electrostatical 
principles.    This  receiver  consists  in  its  simplest  form  of  two  metal  discs  of  about 
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5  centimetres  diameter,  which  are  placed  parallel  and  near  to  each  other,  but 
in  such  a  manner  as  not  to  touch  each  other.;  this  is  brought  about  by  a  frame 
of  gutta-percha,  which  has  grooves  for  holding  the  discs,  as  shown  in  Fig.  685. 
The  gutta-percha  fastening  is  screwed  on  the  one  side  to  a  hd,  which  carries 
the  mouthpiece  c,  and  on  the  other  side  to  a  kind  of  knob  h,  which  serves 
as  a  handle.  The  screw  s  is  connected  with  the  disc  nearest  to  it,  but  as  this 
disc  is  held  by  the  gutta-percha  fastening,  and  at  the  same  time  by  the  screw 
which  passes  through  its  middle,  it  cannot  vibrate.  The  disc  near  the  mouth- 
piece is,  however,  only  fastened  by  its  edges,  and  can  be  made  to  vibrate. 


Fig.  685.— Dolbear's  Receiver. 


Fig.  686.— Dunand's  Torsion  Microphone. 


The  screw  s  not  only  prevents  the  first  disc  from  vibrating,  but  also  regulates 
the  distance  between  the  two  discs.  Each  of  the  metal  discs  is  connected 
with  a  clamp  a.  The  clamps  also  receive  the  ends  of  a  secondary  coil  of  an 
induction  apparatus,  so  that  the  two  discs  form,  so  to  speak,  the  poles  of  an 
induction  apparatus  connected  with  a  condenser,  in  which  air  represents  the 
insulating  layer  between  the  plates.  The  two  discs,  therefore,  receive  opposite 
electrical  charges,  as  soon  as  induced  currents  are  generated  by  the  induction 
apparatus.  A  series  of  induced  currents  will  cause  a  series  of  charges,  and 
as  the  opposite  electrical  charges  of  the  two  discs  cause  attraction  between 
them  every  time  they  are  produced,  a  series  of  attractions  will  be  the  conse- 
quence, i,€,  the  movable  disc  will  be  made  to  vibrate.  These  vibrations  show 
themselves  sufficiently  powerful  to  be  perceptible  to  the  ear.  If  a  sender  of  any 
construction  be  now  inserted  in  the  circuit  of  this  apparatus,  the  induced 
currents   will   cause   the   free    disc    in    Dolbear's    apparatus    to  vibrate,   and 
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it  will  do  office  as  a  receiver.  The  best  results  were  obtained  by  using  an 
induction  coil  which  had  a  resistance  of  from  4,000  to  5,000  ohms.  The 
electro-motive  force  of  the  induced  currents  reaches  a  considerable  height,  and 
the  usual  way  of  insulating  the  wires,  as  in  telegraph  lines,  would  not  be  sufficient. 
This,  however,  may  be  avoided  by  arranging  the  induction  spiral  near  the 
receiver,  instead  of  connecting  it  with  the  sender.  The  comparatively  weak 
primary  currents  only  will  then  be  sent  through  the  leads,  and  induced  currents 
of  high  potential  generated  at  the  receiving  station. 

In  Dunand's  torsion  microphone.  Fig.  686,  two  thin  iron  plates  a  a'  are 
surrounded  by  a  wooden  ring,  so  as  to  form  a  kind  of  box.     Inside  this  box 


Fig.  687.— The  Thermophone. 


the  carbon  contacts,  well  protected  from  dust,  etc.,  are  placed.  The  two 
carbon  discs  b  b  are  fastened  in  the  middle  of  the  iron  discs,  and  a  conical 
carbon  piece  of  about  12  millimetres  in  length  presses  against  them.  One 
end  of  the  wire  f  f,  which  is  wound  round  the  carbon  piece,  is  fastened  to 
the  wooden  frame,  whilst  the  other  end  terminates  in  the  knob  e.  The 
contacts  may  be  altered  by  turning  this  knob,  thus  altering  also  the  sensi- 
bility of  the  microphone ;  by  having  two  membranes,  two  voices  may  be 
conveniently  transmitted  at  the  same  time. 

Ader  reproduced  speech,  as  already  mentioned,  by  conveying  wave-currents 
through  a  stretched  iron  wire  connected  with  larger  metal  masses.  Wildbrant 
showed  that  the  reproduction  succeeded  also  with  wires  of  other  material,  when 
only  the  wave-currents  were  sufficiently  strong.  When  Mr.  Preece  had  experi- 
mentally convinced  himself  of  the  correctness  of  this  fact,  he  constructed  the 
apparatus  shown  in  Fig.  687,  on  the  plan  of  the  thermophone  described  by 
D  D  • 
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F.  1.  Pisko  in  his  TeUphonie.  This  instrument  originally  consisted  of  a 
thin  platinum  wire  stretched  between  a  membrane  and  an  adjusting  screw. 
The  wave-currents  which  are  conveyed  through  the  wire,  produce  by  their 
altering  strength  an  undulating  heat  effect,  which  manifests  itself  by  the  con- 
traction and  expansion  of  the  wire,  that  is,  by  the  vibration  of  the  membrane. 
In  the  latest  form  of  the  thermophone  by  Preece,  a  glass  tube  closed  at  the 


Fig.  688. --Telephone  Stations. 


end  by  a  cork,  as  shown  to  the  left  of  the  figure,  is  employed  Two  wires  are 
passed  through  the  cork,-  and  between  them  is  placed  a  platinum  spiral.  The 
undulating  currents  cause  heat-waves  in  the  latter,  and,  in  consequence  of  this, 
the  wire  contracts  and  expands,  and  the  air  in  the  tube  begins  to  vibrate.  Up 
to  the  present,  however,  only  feeble  results  by  this  action  have  been  obtained. 

TELEPHONE    INSTALLATIONS. 

A.   DOUBLE   STATIONS. 

Fig.  688  shows  the  arrangement  of  magneto^lectric  telephones  at  the  stations 
A  and  B.  s  s'  represent  the  sending  apparatus ;  H  h'  the  receiving  apparatus ; 
K  k'  bells ;  t  t'  keys,  and  v  v'  batteries :  e  e'  are  earth-plates.  If  A  wishes 
to  communicate  with  B,  the  key  t  is  first  pressed  down,  and  thus  a  contact  \& 
produced  at  ^,  closing  the  following  circuit :  v,  a,  t,  through  the  line  to  station 
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B,  T*,  b\  lever  c',  contact  (f  to  the  bell  k',  from  here  through  contact  ^' to  the 
earth  e'  e,  and  back  to  battery  v.  The  bell  k'  will  therefore  ring  so  long  as  t  is 
held  down  at  station  a.  The  current  flows  through  the  bell  arrangement  in 
the  following  manner:  First  through  the  coils  of  the  electro-magnet  /",  then 
over  h'  (T  to  the  earth.  The  magnet  attracts  the  armature  m'y  which  is  fastened 
to  the  lever  at  h\  causing  it  to  strike  against  the  bell  g'.  At  this  moment  the 
circuit  is  broken  because  the  lever  loses  contact  with  ^,  and  therefore  the 
electro-magnet  lets  go  its  armature  w,  which  swings  back  into  its  original 
position,  making  contact  again  at  d\  when  the  magnet  will  again  attract  the 


Fig.  690.— The  Resonator. 

armature,  etc.  b  returns  the  signal,  pressing  t'  down.  By  taking  down  the 
receiving  instruments  h  and  h'  from  the  levers  c  c',  contact  is  made  at  n  and  «'. 
Speaking  at  a  generates  waveK:urrents  in  s,  which  flow  to  the  contacts  «,  ^,  t, 
through  the  line  to  t',  b\  c',  «'  and  s',  to  the  receiver  h',  returning  again  over 
e'  e,  and  the  telephone  h,  back  to  s.  The  wave-currents  generated  at  station  b 
in  the  telephone  s'  flow  through  the  same  circuit  in  the  reversed  direction. 
When  communication  is  at  an  end  the  telephones  h  h'  are  put  in  their  places 
again,  thus  producing  the  original  joining  necessary  for  signalling.  In  practice, 
however,  the  same  kind  of  magneto-electric  apparatus  is  seldom  used  both  for 
receiver  and  sender,  for  reasons  mentioned  already;  as  a  rule,  a  microphone 
is  used  as  a  sender,  and  a  magneto-electric  telephone  as  receiver.  The  arrange- 
ment shown  in  Fig.  688  is  very  nearly  the  same  when  the  telephones  are  taken 
off,  except  that  two  contacts  will  have  to  b^  made  by  the  levers  c  c',  as  there 
will  now  be  two  wave-currents,  viz.  the  primary  and  the  secondary. 

Before  we  consider  the  practical  execution  of  the  arrangement  shown  in 
Fig.  688,  we  must  describe  some  of  the  separate  instruments  included  in  the 
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various  circuits.  Bells  of  very  simple  construction,  serving  as  call  apparatus, 
have  recently  been  constructed  by  Fein,  A.  Weinhold,  and  Abdank-Abakanowicz. 
The  instrument  constructed  by  Weinhold  is  shown  in  Fig.  689.  The  iron 
bell-shade  g  is  screwed  on  to  the  upper  end  of  the  metal  stand  a  ;  m  is  an 
electro-magnet,  having  its  induction  coils  at  s^  and  Sg ;  the  rounded  shoes  of 
these  are  placed  within  the  bell  close  to  the  edge.  The  induction  coils 
are  connected  with  each  other,  and  also  with  clamps,  to  which  the  line-wires 
lead  by  the  wires  d^  d^.     One  of  these  clamps  is  visible  at  k,.     The  wooden 


Fig.  69 1. ~ Abdank-Abakanowicz'  Call  Apparatus. 

hammer  k  is  fastened  to  the  wooden  piece  v,  and  pressed  against  the  bell  by 
means  of  the  spring  f.  If  the  hammer  is  allowed  to  fall  upon  the  bell  the  latter 
will  vibrate  violently,  and  will  cause  the  bell-edges  alternately  to  approach  and 
be  removed  from  the  induction  coils  and  their  pole-shoes,  thus  producing 
induced  currents  in  the  coils.  When  these  currents  reach  the  distant  station 
they  cause  the  telephone  membrane  to  vibrate  so  violently,  that  the  latter  emits 
a  sound,  which  is  still  further  increased  by  means  of  a  resonator,  shown  in  Fig. 
690.     This  resonator  must,  however,  agree  within  half  a  tone  with  the  bell. 

The  apparatus  constructed  by  Abdank-Abakanowicz  is  shown  in  Fig.  691. 
The  steel  spring  c  is  fastened  to  the  horse-shoe  magnet  a  a.  This  spring  carries 
the  induction  coil  b  with  its  armatures  at  its  lower  end,  by  means  of  which  the 
iron  core  inside  the  coil  is  shut  off.     When  at  rest  the  spring  c  stands  parallel  to 
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the  plane  of  the  magnet-arms  and  the  coil  exactly  between  the  two  arms.  When 
the  coil  is  made  to  leave  this  position  by  means  of  d  (as  shown  in  the  figure), 
and  then  suddenly  allowed  to  swing  back,  it  will  oscillate  between  the  magnet- 
poles  A  A,  causing  induced  currents  of  alternating  direction  in  the  coil ;  these 
currents  are  conveyed  either  through  the  spring  c  and  the  clamp  k,  or  through 
the  spiral  r  and  the  clamp  Kj  to  the  bell  of  the  distant  station,  which  is  a 
so-called  polarised   bell  analogous  in  construction,  as  may  be  seen  from  the 


Fig.  692. — Miinch's  Call  Apparatus. 


figure,  to  the  inductor  apparatus,  except  that  in  place  of  the  handle  a  ball  fastened 
to  a  rod  is  used.  Two  horse-shoe  magnets  have  their  poles  bent  vertically  upward, 
and  a  fiat  spring  having  a  coil  in  its  middle  portion  is  fastened  between  them. 
When  the  alternating  currents,  generated  in  the  induction  apparatus,  reach  the 
coil,  the  fiat  iron  spring  will  swing  to  the  right  and  left,  causing  the  knob  to 
strike  each  bell  alternately.  Experiments  have  proved  that  the  force  of  the 
currents  generated  in  the  induction  apparatus  is  suflftcient  to  ring  a  bell  at  a 
distance  of  250  kilometres. 

A.  Miinch  took  out  a  patent  for  a  call  apparatus  which  might  easily  be  em- 
ployed where  telephones  with  horse-shoe  magnets  are  in  use.  The  horse-shoe 
magnet  h  h,  with  its  shoes /j  and  /g*  is  placed  in  the  telephone  frame  t  t  (Fig.  692), 
and  the  induction  coils  Sj  $2  are  arranged  opposite  to  the  telephone  disc  e  e. 
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The  induction  coils  and  the  magnet  of  the  telephone  are  made  use  of  here  for 
signalling.  The  pole-shoes /^ /g  are  scooped  out  semi-cylindrically,  and  metal 
plates  M  Mj  are  fastened  upon  the  arms  of  the  horse-shoe  magnet  h  h,  which 
carry  two  sets  of  wheel-work  r  g  h  i.  The  metal  piece  mm  is  fastened  upon 
the  axis  a  of  the  spur  wheel  r  ;  ee  are  semi-cylindrical  iron  pieces,  which,  with 
the  shoes,  form  an  almost  uninterrupted  armature  {p^  e  p^)^  which  connects  the 
poles  of  the  horse-shoe  magnet  h  h.  This  arrangement  excludes,  so  to  say,  the 
iron  cores  of  the  coils  s^  and  Jg,  and  thus  considerably  weakens  their  magnetism. 
But  when  the  metal  piece  mm  is  turned  about  its  axis  a  through  90°,  the  iron 
pieces  e^i  stand  at  the  ends  of  the  horizontal  diameter,  the  armature  pi  e  p^ 
is  interrupted,  and  the  magnetism  of  the  iron  cores  in  the  coils  s^  s^  therefore 
attains  to  its  original  strength.  If  the  metal  piece  m  mbe  now  made  to  rotate 
quickly  by  means  of  the  handle  k,  the  magnet  will  be  opened  and  closed  in  quick 
succession ;  twice  for  every  full  revolution,  as  arranged  in  the  drawing.  The 
result  of  this  change  is  that  powerful  currents  are  induced  in  Xj  and  s^.  These 
induced  currents  reach  the  telephone  at  the  distant  station,  making  the  membrane 
vibrate  audibly.  A  further  increase  of  tone  may  be  obtained  in  different  ways. 
Miinch,  for  instance,  transmits  the  vibrations  to  a  bell.  For  this  purpose  a 
small  box  is  placed  in  the  mouthpiece  b  b,  having  the  rod  /  resting  upon  the 
membrane  e  e,  while  the  ball  d  is  fastened  upon  /,  and  is  also  connected  with 
this  box  in  such  a  way  that  its  position  can  be  regulated  by  the  screw/  When 
the  membrane  begins  to  vibrate,  the  motion  of  the  ball  up  and  down  causes  the 
bell  d  to  ring. 

Telephone  Stations. — Returning  now  to  this  subject,  we  shall  first  consider 
stations  where  magneto-electric  telephones  are  used  exclusively.  Care  has  to  be 
taken  that  the  several  parts  of  the  apparatus  are  well  arranged,  and  protected  from 
dust,  etc.  As  an  example  of  such  an  installation,  we  will  first  describe  a  German 
telephone  office,  as  it  is  described  in  Grahwinkel's  Lchrbuch  der  TelephonU. 
Fig.  693  gives  an  outside  view  of  the  whole  apparatus ;  Fig.  694,  the  inside  of 
box  K. .  There  are  to  be  seen  from  outside  the  receiver  t,  which  hangs  on  the 
hook  h  ;  the  mouthpiece  m  of  the  sender  s ;  the  little  box  e,  which  contains  the 
electro-magnet  of  the  call  apparatus ;  the  bell  g,  with  its  hammer,  and  the  key  /. 
The  remaining  portions  of  the  apparatus  are  enclosed  in  the  box  k,  which  contains, 
besides  the  sender  s,  the  contact  lever,  the  contact  arrangement  belonging  to 
the  key,  and  a  lightning-protecting  apparatus.  The  contact  arrangement  for  the 
alarm  consists  of  the  wooden  board  b,  to  which  are  fastened  the  three  brass 
pieces  m^  m^  and  m^-^  m^  is  attached  to  the  metal  strip  f,  which  has  at  ils 
upper  end  the  cylindrical  piece  /'  horizontally  arranged,  and  reaching  through 
the  side  of  the  box  as  key  /.  By  pressing  upon  /  the  cylinder  f  is  pushed 
against  the  contact-plate  fastened  in  ^,  and  the  current  of  a  battery  consisting 
of  from  five  to  six  Leclanch^  elements  is  sent  through  the  line  to  the  signalling 
apparatus  of  the  distant  station.  The  contact-lever  c  c,  one  end  of  which 
reaches  a  hook  A  through  the  side  of  the  box,  moves  about  the  axis  0;  the 
other  end  of  this  lever  has  two  contacts,  opposite  to  which  are  the  contact- 
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piece  p^  on  the  one  side,  and  the  contact-screw  /  on  the  other.  The  spiral 
spring  /  tends  to  draw  the  inner  end  of  the  lever  downward,  />.  tends  to  make 
contact  at  /i-  As  long  as  the  telephone  t  hangs  on  this  hook,  the  contact  at 
p  is  closed  by  the  lever  cc;  but  when  t  is  removed  from  the  hook,  the  spring  / 
draws  the  lever  downward,  making  contact  at  /i,  whereby  the  bell  is  taken 
out  of  the  circuit,  and  connection  made  between  the  two  telephone  stations. 

The  apparatus  for  protection  against  lightning  is  intended  not   only   to 
protect  the  apparatus  and  locality  against  currepts  of  atmospheric  electricity, 


Fig.  693.  Fig.  694. 

German  Speaking  and  Receiving  Instruments. 

but  also  persons  operating  or  standing  near  the  instrument.  The  construction 
of  the  lightning  conductor  is  shown  in  detail  in  Fig.  695.  The  spindle  con- 
sists of  a  brass  cylinder  m.  One  end  of  it  is  screwed  into  the  ebonite  piece  ^, 
the  other  end  is  connected  with  the  ebonite  piece  e^  by  means  of  a  screw  \  m^ 
an.d  m^  are  brass  cylinders,  forming  the  end  portions  of  the  spindle,  which  con- 
sists of  three  brass  cylinders  w^  m  and  m^  insulated  from  each  other.  Copper 
wire  of  ci  millimetre  carefully  covered  with  silk  is  wound  round  the  portions 
m  m.  The  wire  ends  of  the  coils  are  led  through  the  grooves  «,  and  connect 
the  coils  with  each  other  as  well  as  with  the  two  brass  cylinders  m^  and  Wg  by 
means  of  the  binding  screws  Xj  and  Xg.  The  middle  portions  of  the  spindle, 
being  covered  with  wire  d  d,  do  not  touch  the  sides  of  the  hollow  space  h  h 
of  the  brass  piece  a^.    Care  is  taken  that  the  contact  shall  be  good  between 
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the  brass  pieces  b^  a^  and  c^,  and  the  brass  cylinders  w^  m  and  w^-     T^^s  is 
brought  about  by  the  springs  //i/g  fastened  to  the  screws  r  r^  r^. 

The  battery  currents  reach  the  lightning  conductor  through  b^,  passing 
through  the  brass  cylinder  Wj,  then  through  s  n  d  n  d  n  s,  into  the  brass  piece 
Ci  and  then  to  the  apparatus  (compare  Fig.  694).  If  a  current  of  high 
potential  reaches  the  leads  towards  b^  during  a  thunderstorm,  for  instance,  the 
main  portion,  instead  of  flowing  through  the  thin  wires  dd,  will  cross  the 
teeth  of  bi  and  a-^  (Fig.  694),  and  then  flow  to  the  earth.  If  the  branch  current 
entering  at  i// is  still  sufficiently  powerful,  it  will  destroy  the  thin  wire  of  the 
coil,  or  at  all  events  its  silk  insulation,  making  contact  with  the  piece  a-^  leading 


Fig.  695. — Spindle  Lightning  Protector. 

10  earth.  When  such  an  apparatus  has  been  destroyed,  the  spindle  is  taken 
out  from  the  pieces  b^  a^  r^,  and  replaced  by  a  new  one.  In  order  that  the 
line  may  not  be  broken  during  these  manipulations,  a  strong  brass  spring  f, 
which  has  a  contact  at  Cy  is  screwed  to  by  As  long  as  the  spring  f  is  in  its 
place,  it  presses  with  its  ebonite  block  e  against  the  knob  k  of  the  spindle, 
and  prevents  c  and  Ci  from  touching.  If  the  spindle  is  taken  out  the  spring 
F  presses  the  contact-pin  down,  and  connects  b^  and  Cy  The  efficiency  of 
this  contrivance  is  shown  by  the  following  fact :  An  unusually  heavy  thunderstorm 
passed  over  Leipzig  on  the  19th  May,  1884,  at  which  time  there  were  285  offices 
established ;  although  only  two  electro-magnets  were  damaged,  forty-one  spindles 
had  to  be  renewed.  A  piece  of  an  insulator  was  broken  off",  and  the  wires 
belonging  to  it  were  also  torn.  The  total  quantity  of  electricity  which  went  down 
a  post  upon  the  roof  of  a  house  flowed  in  three  different  ways  to  the  earth 
without  causing  any  further  damage. 

Bottcher's  installation  of  a  telephone  station  with  apparatus,  specially 
adapted  for  the  use  of  mines,  is  shown  in  Fig.  696.  Iron  is  used  in  the 
construction  instead  of  brass  wherever  this   is  possible,  in   order  to  prevent 


Digitized  by 


Google 


The  Telephone, 


705 


oxidation.  The  frames  of  the  receivers,  of  which  there  are  two  at  every  station, 
are  made  of  tinned  sheet  iron  instead  of  wood.  The  induction  coils  are  soaked 
in  paraffin,  and  together  with  a  magnet-inductor,  which  is  used  instead  of  a 
battery,  are  enclosed  in  a  box  consisting  of  tinned  sheet  iron.  The  bell  apparatus 
is  not  connected,  but  may  be  placed  in  position  when  desired. 


Fig.  696.  — Bottcher's  Telephone  Station. 


Fig.  697.— Ader's  Telephone  Station. 


Ader's  station  installation  is  shown  in  Fig.  697.  The  several  instruments 
are  either  enclosed  in  a  desk-shaped  box  or  fastened  to  it  The  lightning- 
conducting  apparatus  b  is  arranged  outside.  The  key  t,  by  means  of  which 
the  bell  at  the  next  station  may  be  rung ;  the  receiving  telephone,  which  hangs 
on  the  hook  h  of  the  contact-lever,  and  the  membrane  m,  are  also  placed 
outside  this  box.  An  Ader's  microphone  is  placed  inside,  which  consists  of 
twelve  carbon   rods  k,  forming  twenty-four  contacts  with  the  carbon  prisms,. 
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which  are  arranged  cross-wise.  The  induction  coil  is  placed  at  j,  and  the 
contact-lever  c  is  fastened  upon  a  board  which  is  arranged  over  k.  The  bell 
is  placed  separate  from  the  apparatus,  and  a  battery  is  used  to  work  it. 

Fig.  698  shows  an  arrangement  by  De  Locht-Labye.  A  thin  cork  plate  p 
is  placed  in  the  little  box  to  the  left.  To  the  lower  portion  of  it  is  fastened  the 
carbon  disc  k,  against  which  the  contact-pin  leans.  To  the  right  is  placed 
the  electro-magnet  w  of  the  alarm,  the  bell  of  which,  g,  is  placed  outside  the 
box ;  the  disc  s  is  connected  with  the  electro-magn^^t,  and  thus  an  optical 


Fig.  698,— De  Locht-Labye's  Telephone  Slation. 

signal  is  given  at  the  same  time  as  the  bell  signal.  The  receiver,  as  before, 
is  placed  on  the  hook  h  fastened  to  the  contact-lever  c.  j  is  the  induction 
coil,  and  /  the  key  for  making  contact  with  the  bell  battery. 

We  have  only  at  present  considered  the  arrangements  for  a  simple  station  ; 
we  will  next  consider  the  arrangements  for  central  stations.  The  wires  of 
all  the  subscribers  must  terminate  at  the  central  station,  because  each  of  the 
subscribers  must  be  able  to  communicate  with  the  central  office,  and  also  with 
every  other  subscriber.  For  this  purpose  a  commutator  must  be  placed  at  the 
central  station,  by  means  of  which  the  above  conditions  are  fulfilled.  This 
instrument  then  must  consist  of  an  apparatus  by  means  of  which  every  sub- 
scriber can  indicate  that  he  desires  to  speak,  and  further,  of  an  apparatus  that 
enables  the  different  subscribers  to  communicate  with  each  other.      Instru- 
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ments  of  various  forms  and  constructions  are  in  use,  but  in  principle  can  be 
divided  into  two  main  types,  viz.  the  Schweizer  apparatus  and  the  Jack-knife 
apparatus. 

The  principle  of  the  Schweizer  apparatus  may  be  seen  in  Fig.  699.  Upon  a 
ground  frame,  usually  in  the  form  of  a  desk,  are  fastened  the  metal  hdx^abcd 
.  .  .  T  and  E ;  the  well-insulated  bars  i  2  3  4  are  arranged  over  these.     The 
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bars  abed  are  called  horizontal  6ars  or  plates ;  the  bars 
called  vertical  bars.  t  is  termed 
the  telephone-bar,  and  e  the  earth- 
bar,  because  t  is  connected  with 
the  speaking  apparatus  of  the  central 
office,  and  E  with  the  earth -wires. 
The  wires  of  the  subscribers  termi- 
nate on  the  vertical  bars  at  i,  2,  3 
.  .  .  having  first  passed  the  indica- 
tors I'l  .  .  .  z^.  The  horizontal  bars, 
when  at  rest,  are  single  insulated 
metal  strips.  The  bars  may  all  be 
connected  with  each  other  at  their 
crossings  by  means  of  metal  plugs. 
The  mode  of  action  of  this  apparatus 
is  as  follows :  If  none  of  the  sub- 
scribers wishes  to  communicate  with 
another,  all  the  plugs  will  be  inserted 
in  the  bars  (as  seen  in  the  figure  iii), 
i>.  the  wires  of  all  the  subscribers  go 
through  their  respective  indicators, 
and  then  through  the  vertical  bars  to 
the  earth -bar  e,  and  so  to  earth. 
When  one  subscriber  wishes  to  com- 
municate with  another,  he  signals 
with  the  help  of  the  apparatus  to  the 
central  station.  The  slide  of  this 
subscriber  now  falls  down  at  the 
central  station,  and  allows  his  number 

to  appear.  The  officer,  seeing  that  a  subscriber  (for  instance.  No.  4)  wants 
to  speak,  takes  the  plug  out  of  e  and  places  it  at  iv.  Bar  4  is  now  connected 
with  the  telephone  bar,  and  the  subscriber  can  be  questioned  about  his  wishes. 
Suppose  now  that  it  is  made  known  at  the  central  office  that  Aj  wishes  to  speak 
with  Ag.  The  plug  of  a^  is  taken  out  of  the  e  bar  and  placed  at  i,  also  the 
plug  at  A3  is  taken  out  of  the  £  bar  and  placed  at  11,  and  in  this  manner  the 
wires  of  two  subscribers  will  be  connected.  Although  it  does  not  matter 
which  horizontal  bar  is  chosen,  care  has  to  be  taken  that  both  plugs  are  placed 
in  the  same  horizontal  bar  without  leaving  their  vertical  bars,  and  that  only 


Fig.  699.— Schweizer's  Telephone 
Commutator. 
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such  horizontal  bars  are  chosen  as  are  not  in  use  already.  If,  for  instance, 
Ai  is  connected  with  a^  by  having  their  plugs  inserted  at  i  and  ii,  the  horizontal 
bar  c  can  no  longer  be  used  for  connecting  A3  with  a^  ;  either  a,  ^,  or  d  must 
be  chosen. 

An  instrument  constructed  on  the  principle  of  the  Schweizer  apparatus  by 
J.  Berliner,  of  Hanover,  for  twenty-five  subscribers,  is  shown  in  Fig.  700.     The 


Fig.  700. — Berliner's  Central  Commutator. 

commutator  is  arranged  upon  a  desk-shaped  frame  placed  on  the  table,  and  the 
indicators  are  arranged  in  a  vertical  box  placed  behind  the  table.  Berliner 
arranges  the  horizontal  bars  above  the  vertical  bars.  On  the  table  lies  a 
double  plug,  by  means  of  which  either  the  call  or  speaking  apparatus  of  the 
station  may  be  connected  with  that  of  any  one  who  wishes  to  communi- 
cate. To  the  left  of  the  table  are  placed  the  sending  and  receiving  appa- 
ratus of  the  central  station.  Underneath  the  table  is  a  box  containing  the 
inductor  for  the  bell  apparatus,  for  which  a  battery  may  be  substituted     In 
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the  figure  it  is  assumed  that  4  is  communicating  with  8,  9  with  22,  and  16 
with  17.  The  plugs  of  the  remaining  subscribers  remain  in  the  lowest  hori- 
zontal bar. 

The  Jack-knife  Apparatus,  devised  by  Wilson  and  Haskins,  is  shown 
in  Fig.  701  ;  but  the  indicator  is  left  out  of  the  figure.  The  name  is  derived 
from  the  fact  that  the  connections  are  made  by  means  of  plugs  resembhng 
the  handle  of  a  "jack-knife."  The  wire,  indicated  by  "Line,"  connects  the 
subscriber  with  the  central  station.  The  key  h^,  which  moves  about  «, 
rests  upon  h^  which  is  connected  with  the  earth;  and  the  subscriber  can 
signal  to  the  central  station  by  pushing  in  the  plug.  This  plug,  or  jack-knife, 
has  an   insulating  handle  s, 

with    a    collar    r  r,    through  Line. 

which  the  line-wire  /  passes  T^  ^  ~^ ' 

to  a  metal  contact-point  b  s. 
The  collar  of  the  plug  fits 
into  a  metal  socket  m  w,  and, 
when  pushed  in,  the  point 
raises  h^  from  h^  so  breaking 
contact  with  each,  and  making 
contact  for  the  subscriber. 
The  jack-knife  apparatus  is 
placed  at  the  central  office, 
with  the  indicators  of  all  the 
subscribers  arranged  in  a  case, 
as  shown  in  Fig.  702.  The 
lower  portion  of  these  cases 
contain  shelves,  which  ser\-e 
to  hold  the  batteries  b,  of 
Leclanchfe  elements.  The 
upper  part  of  the  case  gg 

is  divided  into  five  portions  by  the  iron  bars  «,  screwed  upon  the  wood; 
each  of  the  fi\Q  portions  is  divided  by  ten  partitions,  so  that  the  whole 
case  has  fifty  cells  or  pigeon-holes,  each  of  which  contains  an  electro-magnet. 
The  inside  of  these  partitions  is  shown  in  Fig.  703.  The  space  betvv'een 
two  adjacent  iron  bars  n  is  occupied  by  the  iron  plates  /.  These  iron  plates 
have  painted  on  them  the  consecutive  numbers,  commencing  with  i  to  the 
left  at  the  top  of  the  case,  and  finishing  with  50  to  the  right  at  the  bottom. 
These  numbers  are,  however,  hidden  by  the  covers  k  when  the  subscribers  are 
not  speaking,  but  the  covers  fall  down  against  the  pins  i  when  the  central  station 
is  communicated  with.  Underneath  each  series  of  covers,  holes  are  arranged 
which  are  covered  with  brass ;  these  have  the  same  numbers  as  the  covers 
above  them,  as  shown  in  the  figure  (Fig.  703).  There  are  other  and  similar 
holes  also  arranged  along  the  sides  in  the  vertical  bars,  each  bar  having 
twenty-five.     The  even  numbers  are  on  one  side,  and  the  uneven  numbers  on 


Fig.  701.— The  Jack-Knife  Connection. 
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the  other.  We  shall  explain  the  reason  for  this  arrangement  further  on.  In- 
side the  cell  is  the  horizontal  ground-plate  g^  fastened  to  the  lower  end  of 
plate  /;    upon  this  ground-plate  and  the  wooden  bar  v,  rests  the  electro- 
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Fig.  702.— Jack-Knife  Apparatus  of  Central  Station. 

magnet,  of  which  only  the  arm  e  is  covered  with  wire,  whilst  the  core  Ej  is 
left  without  any  coUs.  The  latter  carries  the  brass  piece  w,  to  which  the 
spring/  with  the  armature  a  of  the  electro-magnet,  is  fastened  The  position 
of  the  armature  can  be  regulated  by  means  of  the  screw  r.  The  end  of  the 
armature  has  the  hook  h^  fastened  to  it,  which  projects  through  an  opening 
of  the  plate  /.    The  cover  k  movable  about  c  which  covers  the  number  on  the 
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plate  /,  has  fallen  down  and  rests  upon  the  pin  L  The  cover  has  also  an 
opening  through  which  the  hook  h  passes,  and  thus  it  is  kept  closed  when  no 
current  flows  through  the  coils  of  the  electro-magnet.  The  ends  of  the  latter 
terminate  in  the  insulated  brass  plate  m  ;  one  end  is  connected  with  the  wire  of 
the  subscriber,  and  the  other  with  the  earth.  Whenever  a  current  passes  through 
the  coils  of  the  electro-magnet,  e  attracts  its  armature  a,  and  lowers  the  hook  h. 
The  cover  k  now  falls  upon  the  pin  /,  partly  by  its  own  weight  and  partly  by  the 
pressure  which  the  small  spring  b  exercises,  and  allows  the  number  upon  the 


Fig.  703. — Cells  of  the  Apparatus. 

plate  /  to  be  seen ;  upon  this  the  clerk  at  the  central  office  connects  his 
apparatus  with  that  of  the  subscriber.  We  may  here  mention  that  in  Germany 
subscribers  use  telephones  both  for  senders  and  receivers ;  microphones,  by 
Blacke  or  Berliner,  are  only  used  at  the  central  stations. 

We  have  now  to  consider  the  arrangement  of  the  twenty-five  holes  in  the 
vertical  bars  at  both  sides  of  the  case.  If  the  plugs  were  placed  in  the  holes 
under  the  covers  of  the  subscribers  that  wish  to  correspond,  the  indicators  of 
both  would  be  inserted,  and  the  resistance  in  the  leads  uselessly  increased  To 
prevent  this,  boxes  are  arranged  at  the  sides  of  the  case,  corresponding  to  those 
in  the  middle  of  the  frame,  but  differing  from  them  by  having  no  indicators 
behind  them,  but  only  jack-knives.     Hence  for  the  connection  of  any  two 
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subscribers  two  kinds  of  plugs  can  be  used,  viz.  one  by  means  of  which  the 
indicator  is  inserted,  and  another  which  involves  no  such  result;  one  of  the 
indicators  can,  therefore,  be  left  out  when  two  subscribers  are  connected. 
Suppose  A  wishes  to  speak  with  B.  For  this  purpose  A  presses  the  key  /  of 
his  apparatus  in  Fig.  704,  causing  the  current  of  his  battery,  b,  to  take  the  folio w- 
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Fig.  704-  —Diagram  of  the  Telephone  System. 

ing  course  to  the  central  office  :  through  the  wires  to  clamp  Aj,  which  is  fastened 
to  the  upper  edge  of  the  case  at  the  central  station ;  two  ways  are  now  open 
to  it,  viz.  over  ^,  round  the  electro-magnet  e,  through  k,  to  the  contact  /,  and 
then  to  the  earth;  or  over  ^,  through  the  spring/,  and  the  metal  rim  of  the  bore 
m  m  ;  but  as  the  metal  rim  is  insulated  in  the  wooden  bar  g,  and  the  current 
cannot  flow  any  further  when  the  plug  is  not  inserted,  the  current  therefore 
takes  the  first  direction,  that  is  over  e,  consequently  the  electro-magnet  attracts 
its  armature  h,  and  causes  the  cover  k  to  fall  down,  and  to  expose  the  number 
of  the  subscriber  A,  who  wishes  to  speak.  The  person  at  the  central  office  now 
places  one  of  the  plugs  in  the  hole  p%  m  under  k  (shown  by  dotted  lines  in  the 
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figure),  and  the  other  plug  in  the  hole  fl,  as  in  Figs.  704  and  705.  The  latch 
k  is  lifted  from  /  and  brought  into  contact  with  the  pin  of  one  of  the  plugs, 
whilst  the  pin  of  the  plug  in  a  lifts  the  latch  u  from  the  earth-wire  ^,  and  thus 
joins  the  apparatus  of  the  subscriber  A  with  the  apparatus  c  of  the  central  station. 
The  clerk  can  now  communicate  with  the  subscriber  as  soon  as  the  receiver  h 
has  been  taken  from  the  lever.  When  a  microphone  is  used  the  latter  has,  as 
already  mentioned,  to  close  two  contacts  i  and  11,  because  two  currents  are  pro- 
duced, the  one  primary  and  the  other  secondary.  For  this  purpose  both  con- 
tacts I  and  II  are  arranged  underneath  the  lever,  and  a  metaJ  spring  is  pressed 
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Fig.  705. — Mode  of  Communicating  through  the  Central  Station. 


upon  contact  i  by  turning  the  lever.  The  metal  spring  is  connected  with  the 
primary  wire  in  the  microphone  m,  by  means  of  the  pin  x.  The  other  end  of 
the  primary  wire  is  connected  with  the  battery  b^.  When  the  lever  presses 
down  the  spring  at  x  the  primary  current  of  the  battery  Bj  flows  from  b^  over 
d  di  into  the  primary  coil  of  m,  then  through  the  metal  spring  to  the  contact  i, 
and  so  through  ^g,  back  to  the  battery.  The  secondary  currents  flow  from  the 
secondary  coil  over  2,  contact  11,  the  lever  35678  and  9,  to  u,  which 
is  connected  with  the  apparatus  of  A.  The  connection  of  the  subscribers  A 
and  B,  at  the  central  station,  is  shown  in  Fig.  705.  a^  and  b^  are  the  clamps  which 
join  their  leads.  If  two  insulated  plugs  s  s^,  of  a  construction  like  that  shown  in 
Fig.  701,  had  been  taken,  the  electro-magnets  e  e^  of  both  subscribers  would 
have  been  inserted.  To  avoid  this,  only  one  of  the  plugs  s  is  of  the  ordinary 
insulated  construction,  while  Sj  is  surrounded  by  a  metal  cylinder  at  the  collar 
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M  niy  connected  with  the  point,  and  so  connecting  the  line-wire  with  the  shunt- 
contact  Tty  In  this  case  the  current  between  Aj  and  b^  is  as  follows :  From  Ai 
over  the  electro-magnet  e  to  latch  k,  and  then  through  the  contact-pin  of  plug  s 
to  plug  Sj.  No  current  can  pass  from  Aj  through  the  dotted  leads  to  «,  because 
the  pin  of  plug  s  is  only  in  contact  with  k.  From  s^  two  ways  are  open  to  the 
current,  viz.  through  the  contact-pin  of  the  plug  s^  over  latch  k^,  and  the  electro- 
magnet El  to  Bj ;  and  secondly,  from  the  metal  fastening  of  this  plug  over  mn^to 
Bi.  On  the  first  road  the  current  has  to  overcome  the  resistance  of  the  coils  of 
El,  on  the  second  road  hardly  any  resistance  is  to  be  overcome ;  the  current, 
therefore,  takes  the  road  described  last,  the  consequence  being  that  the  electro- 
magnet Ej  is  taken  out  of  circuit  whilst  e  remains  in  it  When  A  and  B  have 
finished  their  conversation,  A  again  sends  a  signal  to  the  central  station.  The 
officer  at  the  central  station  takes  out  both  plugs,  and  establishes  the  conditions 
that  existed  at  first.  Instruments  like  those  described  are  constructed  by  various 
firms  of  electrical  engineers,  with  slight  modifications  in  details,  the  general 
principle  being  the  same  in  all. 

The  "  Leads  "  or  Connections  of  a  Telephone  System. — In  order 
to  obtain  a  complete  pictiu-e  of  the  fittings  and  mode  of  action  of  a  central  station, 
we  shall  now  have  to  consider  the  leads  which  connect  the  several  stations  with 
the  central  stations.  It  is  of  the  utmost  importance  that  the  leads  should  be 
careftiUy  constructed  and  well  arranged,  as  the  system  will  not  otherwise  work  in 
a  satisfactory  manner.  If  the  main  lines  are  badly  arranged,  the  difficulties  of 
connections  will  be  greatly  increased.  The  main  points  which  ought  to  be 
observed  when  drawing  up  a  plan  are  as  follows  :  The  lines  ought  to  run 
radially  from  the  central  station,  and  thus  facilitate  connection  with  the  various 
houses.  The  installation  ought  to  be  such  as  to  allow  of  a  considerable  increase 
in  the  extent  of  the  system  on  all  sides ;  for  this  purpose  main  lines  should  be 
constructed  with  treble  and  multiple  poles,  because  simple  poles  do  not  permit 
any  considerable  increase  of  their  weight.  The  crossing  of  wires  must  be 
carefully  avoided,  because  if  a  wire  should  break  considerable  expense  and 
disturbance  would  be  caused  by  the  broken  wire  falling  across  others  passing 
longitudinally  beneath  them.  If  several  telephone  offices  are  erected  in  the 
same  town,  each  one  ought  to  have  its  own  district.  The  supports  for  leads 
which  are  overhead  ought  to  be  chosen,  placed,  or  constructed  with  quite  as 
much  care ;  if  roofs  are  used  for  this  purpose  it  is  necessary  to  carefully  examine 
their  structure.  Most  people  have  a  strong  objection  to  allow  their  roofis  to  be 
used  for  these  and  similar  purposes,  believing  that  by  doing  so  the  danger  of 
lightning  is  increased.  The  opinion  is  still  frequently  entertained  that  the 
office  of  a  lightning  conductor  is  to  draw  down  the  lightning  and  convey  it  to 
the  earth,  and  that  the  iron  matter,  without  being  connected  «.o  the  earth,  would 
become  dangerous.  This  idea,  of  course,  is  entirely  erroneous ;  in  reality  the 
efiect  of  a  lightning  conductor  depends  upon  the  point  A  positive  electric 
thunder  -  cloud,  for  instance,  generates  negatively  induced  electricity  in  the 
building  over  which  it  may  pass.     If  the  tension  is  sufficiently  great,  exchange 
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01  the  two  electricities  takes  place  in  the  form  of  an  electric  spark,  and  thus 
produces  what  is  called  lightning.  If  the  building  has  a  metal  point,  or  a 
lightning  conductor,  the  negatively  induced  electricity  will  flow  through  it  to- 
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Fig.  706.— Supports  for  Telephone  Leads. 


Fig.  707. — Supports  for  Telephone  Leads. 

wards  the  cloud  ;  whilst  the  positive  electricity  will  flow  along  the  metal  down 
to  the  earth. 

The  Wires  and  their  Supports. — ^The  wires  generally  in  use  consist 
of  either  iron  or  phosphor-bronze.  The  posts  consist  either  of  iron  or  wood. 
The  former  are  composed  of  wrought-iron  tubes  of  from  67  to  7*5  centi- 
metres in  outer  diameter,  and  0*5  centimetre  in  thickness ;  arrangements  with 
one  and  two  tubular  posts  are  shown  in  Fig.  706.    The  mode  of  fastening  the 
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cross-bars  Q  Q,  and  the  supports  s  s  for  the  insulators,  is  shown  in  Fig.  707.  The 
ordinary  insulator  supports  are  usually  straight,  as  shown  in  Fig.  707,  s  s ;  but 
if  the  wire  branches  off,  almost  vertically  U-shaped  insulators  have  to  be  used, 
as  shown  in  Fig.  708;  moreover,  the  contact  of  the  wire  with  the  iron  posts  is 
more  easily  avoided  by  this  arrangement    Wood-work  is  preferable  to  brick-work 


k 


Fig.  708.— Insulator. 


Fig.  709.  —Top-tie  and  Side-tie  Insulators. 

for  the  fixing  of  iron  posts,  because  in  the  latter  the  humming  of  the  wires  is  far 
more  pronounced  Care  ought  to  be  taken,  however,  that  everything  is  firmly 
and  securely  fixed.  The  wires  are  fastened  to  the  insulators  in  the  following 
way :  At  each  post  is  placed  a  man  with  a  line,  and  the  men  at  the  first  and  last 
posts  have  light  wooden  drums,  on  which  the  wire  is  coiled.  Each  man  throws 
one  end  of  his  line  in  the  direction  in  which  the  leads  are  to  be  arranged ;  every 
two  ends  are  then  connected  by  men  placed  in  the  right  position  for  this  purpose. 
This  is  continued  until  a  continuous  line  is  produced.  The  wire  at  the  first  post 
is  now  fastened  to  the  line  and  drawn  over  all  the  different  posts.  When  the 
first  wire  has  been  fastened  to  the  last  pole,  a  second  wire  is  fastened  to  the  line. 
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and  drawn  by  the  second  line  to  the  first  post,  and  so  on.  The  fastening  of  the 
wire  to  the  insulators  is  shown  in  Fig.  709 ;  zincked  iron  wire  of  2  milHmetres 
diameter  is  generally  used  for  the  purpose.  The  so-called  top-tie  is  used  for 
straight  Hues ;  side-tie  for  angular  lines.  The  humming  of  the  wires  is  often 
very  objectionable ;  it  is  caused  either  by  the  vibrations  of  the  wires  through 
the  wind,  or  by  molecular  vibrations,  which  arise  through  change  of  tem- 
perature, or  perhaps,  as  Zacharias  thinks,  by  the  vibrations  of  the  insulators 
and  wires.  Different  means  have  been  adopted  to  prevent  the  conduction  of 
this  humming  to  the  instruments :  the  tubular  posts  sometimes,  for  instance,  are 
not  fastened  directly  to  the  ground  frame,  but  a  layer  of  lead,  8  centimetres 
thick,  is  placed  between.     The  posts  themselves  are  filled  with  ashes,  sand,  or 
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Fig.  710. — Contrivance  to  Prevent  Humming.       Fig.  711. — Contrivance  to  Prevent  Induction. 

similar  substances,  and  .are,  as  we  have  already  said,  fastened  to  wood-work  instead 
of  brick-work.  The  German  Post-office  Department  has  introduced  a  manner  of 
fastening  the  wires,  which  is  shown  in  Fig.  710.  An  india-rubber  tube,  the  bore 
of  which  just  fits  the  wire,  is  slit  open  and  placed  round  that  portion  of  the 
wire  which  is  to  be  fastened  at  the  pole ;  a  length  of  about  10  centimetres  is 
generally  taken ;  the  india-rubber  tube,  which  faces  with  its  slit  to  the  insulator, 
is  wound  round  with  lead-tape,  and  the  whole  bound  to  the  post  with  ordinary 
wire.  According  to  Zacharias  the  humming  is  almost  entirely  avoided  by 
winding  doubly-covered  and  well-waxed  copper  or  lead  wire  round  the  portions 
which  touch  the  insulator.  A  sure,  but  rather  expensive,  cure  is  to  have  a 
chain  fastened  to  the  wire  ends,  and  connected  with  the  insulators  by  means  of 
india-rubber. 

Induction. — ^When  two  or  three  telephone  wires  run  parallel  to  one 
another,  great  disturbance  is  often  caused  by  induction,  so  that  a  man  stationed 
at  the  end  of  one  line  can  hear  all  that  is  said  at  another.     A  method  of 
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obviating  this  is  to  make  the  conducting  wires  cross  one  another  at  every  third 
or  fourth  post,  as  is  shown  in  Fig.  711.  For  this  purpose  double  insulator  stages 
are  employed,  and  the  lines  are  made  to  end  at  the  insulators^  as  in  Fig.  711. 
The  cross-wise  connection  is  then  established  by  isolated  wires  carried  round  the 
posts,  as  indicated  in  the  figure. 

It  is  difficult  to  decide  whether  separate  lightning  conductors  ought  to  be 
constructed  or  not;  house-owners,  over  whose  roofs  the  leads  run,  are  often 
anxious  that  lightning  conductors  should  be  erected;  although  probably  the 
wires  and  earth  connections  are  sufficient  Every  fourth  post  is  generally  con- 
verted into  a  conductor  by  connecting  it  by  means  of  a  wire  rope  with  the  earth. 
The  posts  that  are  not  connected  with  the  earth  should  be  con- 
nected with  those  posts  that  are,  by  means  of  wires  4  millimetres 
thick ;  and  any  metal  matter,  such  as  cisterns,  etc.,  that  happens 
to  be  near  the  building,  ought  always  to  be  carefully  connected 
with  the  posts.  For  the  earth  connections  belonging  to  the 
lightning  conductors,  the  Prussian  engineering  committee  sug- 
gests that  each  lead  should  be  provided  with  a  plate,  sunk 
under  the  lowest  water-level ;  a  well  can  be  used  for  this 
purpose  when  it  lies  outside  the  building.  When  no  water  can 
be  reached,  the  leads  should  branch  off  every  5  metres  in 
veins  3  metres  long ;  earth-plates  are  not  necessary  when  this 
is  done.  Where  plates  are  necessary,  copper  plates  2  milli- 
metres thick,  and  having  an  area  of  0*25  square  metre  in 
water,  and  an  area  .of  o'5  square  metre  in  damp  earth,  are 
generally  employed.  When  several  plates  are  required  for  the 
same  building  the  dimensions  may  be  smaller.  The  leads  to 
the  different  subscribers  branch  off  from  the  main  leads, 
and  are  conveyed  along  insulators,  which  are  fastened  to  the 
brick-work  of  the  building ;  in  this  manner  the  leads  are  con- 
veyed as  near  as  possible  to  the  room  where  the  apparatus  is 
placed.  A  hole  is  made  in  the  wall  underneath  the  insulator  where  the  lead 
ends,  through  which  the  tube  cable,  which  connects  the  outer  leads  with  those 
inside,  is  passed. 

The  joints  of  branches  or  stations  are  protected  by  means  of  a  gutta-percha 
cover,  shown  in  Fig.  712.  Iron  wire  coated  with  zinc  is  let  in  at  the 
top  of  the  cover,  which  is  perfectly  watertight,  is  wound  round  the  leads 
in  the  manner  shown  in  the  figure,  and  then  soldered ;  the  end  reaching 
inside  terminates  in  a  loop,  and  the  bright  copper  wire  of  the  cable  is  con- 
nected with  the  loop.  The  cover  has  to  stand  vertical,  and  must  not  touch 
the  cable  tube  with  its  edges.  The  inside  lead  consists  of  copper  wire  i  milli- 
metre thick,  which  is  covered  with  cotton,  and  then  soaked  in  wax.  The  earth 
lead  consists  of  copper  wire  of  1*5  millimetre  diameter,  which  is  usually 
soldered  to  the  gas  or  water  pipes ;  where  this  is  not  possible  three  wires  ot 
4  millimetres  diameter  are  twisted  together,  and  this  cable  is  connected  with  the 


Fig.  712.  — Con- 
nection of  a 
Branch  with  the 
Main  Lead. 
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ground-water.  Fig.  713  shows  the  way  in  which  the  wires  are  collected  at  a 
central  station.  A  wooden  tower  is  erected  on  the  roof  of  the  building,  and 
the  insulators  are  arranged  in  rows  along  the  outside.  The  tower  is  covered 
with  a  projecting  sheet-metal  roof.  It  has  also  a  door  and  a  platform,  which 
is  railed  in.  Inside  the  tower  the  leads  are  conveyed  by  cables  composed 
of  four  tubes,  which  contain  the  wires,  and  which  are  fastened  to  the  walls  of  the 


Fig-  713.— The  Collector  at  the  Central  Station. 

tower.  The  cables  are  free  from  the  tubes  at  the  upper  ends,  so  that  the 
insulated  copper  wires  may  be  conveyed  through  the  wooden  walls  singly,  and 
then  be  connected  with  the  line -wires  on  the  insulators  outside  the  tower. 
A  wooden  shaft  reaches  from  the  tower  to  the  central  station,  through  which 
the  wires  are  conveyed  to  the  different  cases. 

The  Telephone  System  of  Paris. — Whilst  in  most  towns  the  leads 
used  are  overhead  wires,  those  in  Paris  are  almost  all  underground  cables. 
Paris  has  the  advantage  of  an  extensive  sewer  canal  system,  and  the  tele- 
phone company  was  allowed  to  convey  its  cables  through  the  different  canal 
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to  form  cables,  and  are  conducted  in  a  vertical  direction  to  the  commutator  at 
the  lower  part  of  the  central  office,  shown  in  the  Frontispiece  to  this  volume. 
The  round  discs  of  the  outer  circles,  Fig.  715,  consist  of  bone  or  ivory,  upon 
w^hich  the  names  of  the  subscribers  are  written :  the  smaller  discs  bear  their 
numbers. 

For  very  great  distances  the  apparatus  and  arrangements  described  above 
are  insufficient ;  but  even  when  magneto-electric  telephones  are  exclusively  used, 
conversation  can  take  place  at  a  distance  of  from  40  to  45  kilometres,  assummg 
that  the  apparatus  is  in  proper  condition.  The  distance  may  be  considerably 
increased  by  combining  the  telephone  with  a  microphone.  Experiments  made 
during  the  Munich  Exhibition,  in  1882,  with  Bell's  telephones  and  Berliner's 


Fig.  716. — Herz's  MicrophoDe. 

and  Blake's  microphones,  showed  that  communication  between  Munich  and 
Regensberg  (a  distance  of  137  kilometres)  was  quite  possible.  Communication 
was  also  possible  between  Munich  and  Bayreuth  (a  distance  of  282  kilometres)  ; 
communication  with  Dresden,  however  (450  kilometres  distant),  was  found  im- 
practicable. 

Herz's  System. — Very  good  results  were  obtained  by  Cornelius  Herz,  who 
increased  the  effect  of  the  microphone  by  increasing  the  contacts,  and  putting 
them  in  a  branch  circuit  of  a  powerful  battery.  He  also  prevented  the  induction 
due  to  neighbouring  lines,  by  inserting  a  condenser  in  the  telephone  line,  that 
is,  by  breaking  the  line  at  a  certain  point  Herz  gave  different  forms  to  his 
apparatus,  one  of  which  we  may  describe  here.  The  transmitter  consists  of  the 
plate  b  b^  Fig.  716,  which  moves  about  the  axis  a  a^  fastened  to  the  ground- 
plate  M  M.  The  plate  ^  ^  is  connected  with  the  membrane  ^  ^  by  means  of  the 
angular  piece  d^  so  that  the  vibrations  of  the  membrane  cause  the  plate  ^  ^  to 
swing  or  oscillate.  Four  pairs  of  carbon  discs  k^  k^  k^  k^  are  arranged  upon  b  b. 
The  upper  four  discs  are  kept  in  contact  with  the  lower  ones  by  means  ot  leaden 
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weights  g  g.  The  upper  discs  to  the  left  are  connected  on  one  side  with  the 
wires  of  the  battery,  and  on  the  other  with  the  upper  carbon  discs  to  the 
right,  whilst  the  lower  carbon  discs  are  connected  with  each  other  by  means  of 
cross-wires.  The  direction  of  current  in  the  transmitter — which  is  provided 
with  an  induction  coil,  and  connected  with  the  telephone  t  and  the  condenser  c 
as  receiver — is  as  follows :  From  the  battery  b  the  current  reaches  the  upper 
carbon  plate  k^,  then  flows  through  the  primary  spiral  of  the  inductorium  to 
the  lower  plate  k*,  and  then  back  through  the  upper  plate   k^  to  the  battery. 


Fig-  717— Herz's  Telephone  Station. 

On  account  of  the  connection  of  the  plates  already  mentioned,  the  current  from 
the  battery  flows  also  into  the  upper  plate  k^  then  into  the  upper  plate  at  Ko, 
from  here  to  the  lower  plate  K3,  and  then  back  again  to  the  battery  ;  further,  a 
current  flows  from  the  battery  into  the  upper  plate  K4  and  then  to  the  lower 
plate  Kj,  from  here  it  flows  to  the  upper  plate  Kg,  and  so  back  to  the 
battery.  These  battery  currents  are  converted  into  undulating  currents  when 
the  membrane  ^  ^  is  spoken  against,  because  the  latter  comnmnicates  its 
vibrations  to  the  plate  d  d,  causing  alterations  in  the  carbon  contacts  k^  K3 
Kg  K4.  If,  for  instance,  the  membrane  c  c  vibrates  downward,  b  b,  with  its 
left  side  will  also  move  downward,  whilst  its  right  side  will  move  upward. 
On  account  of  the  great  rapidity  of  this  vibration,  we    may  assume   that    the 
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four  upper  carbon  plates,  with  their  weights  g^  remain  stationary,  because  no 
time  is  allowed  them  to  follow  the  motion  of  the  lower  plates.  The  motion 
downwards  of  the  left  side  of  ^  ^  will,  therefore,  diminish  the  pressure  of  the 
contact  in  K3  and  K4,  and  increase  the  pressure  of  the  contact  between  k^  and 
Kg.  The  result  of  this  will  be  that  current  impulses  of  opposite  directions  will 
be  produced,  which  immediately  follow  each  other.  These  impulses,  being 
opposite,  would  produce  neutral  effects  upon  the  secondary  spiral  of  the  induc- 
torium  if  their  directions  were  not  made  to  agree  by  the  cross-joining  of  the 
alternate  carbon  contacts.  When  this  is  done,  the  motion  of  the  membrane 
downward,  therefore,  produces  two  impulses  of  the  same  nature,  the  one  imme- 
diately succeeding  the  other,  and  an  increase  of  microphonic  effect  is  the  result. 
The  same,  only  in  reversed  order,  holds  good  for  the  motion  of  the  membrane 
upwards.  The  secondary  coil  is  connected  on  one  side  with  the  earth,  on 
the  other  side  with  the  line.  A  magneto-electric  telephone  t  may  be  used  for 
the  receiving  apparatus,  as  well  as  a  condenser  c  The  induced  currents  thus 
caused  by  neighbouring  lines  may  be  neutralised  partly  by  the  more  powerful 
effect  of  the  microphone,  and  partly  in  consequence  of  the  interruption  of  the 
telephone  line  by  a  condenser. 

The  arrangement  of  a  telephone  station  is  shown  in  Fig.  717,  but  the  induc- 
tion coil  is  left  out  in  the  figure,  as  it  is  only  inserted  when  comparatively  weak 
batteries  are  used.  Of  the  four  carbon  contacts  only  two  are  visible,  because 
the  other  two  are  covered.  Condensers  are  used  for  receivers,  in  wooden 
frames  of  a  shape  shown  in  the  figure 

Herz  with  his  system  spoke  between  Orleans,  Blois,  Tours,  Poitiers,  Angou- 
l^me,  and  Bordeaux — distances  of  from  300  to  457  kilometres.  During  the  night, 
when  the  neighbouring  wire^  were  at  rest,  he  was  even  able  to  communicate 
between  Tours  and  Brest,  over  Paris,  a  distance  of  1,100  kilometres. 

Connections. — It  is  of  great  advantage  to  connect  the  telephone  oflSces  of 
two  different  towns  so  that  each  subscriber  of  the  one  can  communicate  with  each 
subscriber  of  the  second.  In  this  case,  however,  few  wires  could  run  parallel  to 
each  other  for  long  distances  on  account  of  the  disturbances  which  would  be 
caused  by  induction.  By  using  double  lines  to  connect  the  telephone  offices  of 
the  different  towns,  induction  disturbances  might  be  avoided ;  but  the  subscriber 
would  also  require  a  double  lead  for  the  connection  of  his  apparatus  with  the 
office.  This  is  not  impossible,  as  was  shown  in  the  Paris  installation,  but  it 
greatly  increases  the  cost  of  the  telephone  network.  Systems  have  therefore  been 
invented  which  connect  the  subscribers'  single  leads  to  the  double  leads,  and 
thus  connect  the  central  offices  of  different  towns.  Such  systems  have  been 
devised  by  Bennett,  Rystrom,  and  Elsasser.  Rystrom's  arrangement  is  shown  in 
Fig.  718.  The  induction  coils  jj  jg  of  the  two  offices  to  be  connected  are 
joined  to  the  leads  in  the  following  manner :  One  end  of  the  primary  coil  j^  is 
joined  to  the  earth  leads,  the  second  end  to  the  single  telephone  leads  of  the 
subscriber.  The  ends  of  the  secondary  coil  are  connected  with  the  line  leads 
I  3,  and,  with  one  coil  of  the  induction  apparatus  at  the  second  telephone  office, 
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form  a  completely  closed  circuit.  The  second  coil  of  the  induction  coil  of 
this  office  is  again  connected  on  the  one  hand  with  the  single  telephone  leads  of 
the  subscriber,  and  on  the  other  with  the  earth.  The  undulation  currents 
generated  by  speaking  in  the  telephone  station  I  produce  induced  undulating 
currents  in  the  induction  spiral  j^  of  this  station,  which  reach  the  induction  coil 
jg  of  the  distant  office  through  the  leads  i  3.  When  these  currents  arrive  they 
induce  undulating  currents  of  a  higher  order,  by  means  of  which  the  words 
are  reproduced  in  the  telephone  II  of  the  subscriber.  Although  a  double 
change  of  the  undulation  currents  takes  place  by  this  arrangement,  experiments 
made  with  leads  18  kilometres  long,  between  Malmoe  and  Lund,  gave  satisfactory 
results. 

In  the  arrangement  devised  by  Elsasser,  shown  in  Fig.  719,  only  one  induction 
coil  was  used,  together  with  a  cable  of  four  wires,  connecting  Cologne  with 
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Fig.  718. — Rystrdm*s  Arrangement 
If Elher^ld  /        Cologne 


Fig.  719. — Elsasser's  Arrangement, 


Elberfeld.  The  telephone  apparatus  was  connected  on  the  one  side  with  the 
earth,  and  the  other  with  a  cable  wire  i  ;  cable  wire  3  was  connected  at  Elber- 
feld with  the  earth.  At  Cologne  the  cable  wires  i  and  3  were  united  by  the 
primary  coil  of  an  induction  coil.  The  secondary  coil  was  connected  on  the  one 
side  with  the  earth,  on  the  other  side  with  a  telephone  apparatus  by  means  of  a 
single  lead.  This  arrangement  requires  only  a  single  change  of  the  undulation 
currents  (namely,  in  the  induction  coil  at  Cologne).  The  arrangement  answered 
its  purpose  when  the  wires  i  and  3  of  the  cable  were  used — i,e.  those  wires  that 
lie  diametrically  opposite  to  each  other.  When  adjacent  wires  were  taken  (i 
and  2,  for  instance)  no  satisfactory  results  were  obtained.  The  above  arrange- 
ments allow  communications  to  pass  between  the  two  stations,  but  signaUing 
through  them  can  only  be  done  by  means  of  very  powerful  currents. 

Fig.  720  represents  a  device  by  Elsasser,  by  means  of  which  signals  may  be 
sent  between  the  two  stations.  Besides  the  ordinary  apparatus  in  the  cover 
case  at  each  station,  an  induction  coil  j,  a  relay  r,  and  a  battery  b,  are  needed. 
The  double  leads  end  in  the  latches  k-^  k^  k^  k^ ;  the  contacts  c^  and  ^3,  belonging 
to  these  latches,  are  connected  with  the  induction  coils  j^  and  jg ;  c^  and  c^ 
with  the  relay  contacts  vv  are  in  contact  with  the  earth.     When  at  rest,  the 
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jack-knife  plugs  Uj  and  Ug  of  a^  and  a^  are  in  the  holes  belonging  to  the  latches 
Kg  and  K4  (shown  for  plug  Ug  in  the  figure).  If  the  subscribe-  M  of  the  office 
at  town  I  wishes  to  speak  with  subscriber  N  of  the  office  at  town  II,  he  at  first 
sends  a  current  to  his  office  at  I,  which  flows  through  the  magnet  s  «r,  and  then 
through  the  latch  with  its  contact  to  earth,  because  plug  Uj  is  not  as  yet  inserted. 
The  armature  s  w  of  the  magnet  now  falls  down,  and  the  attendant  at  the  station 
I  receives  the  signal  of  M.  M  will  now  be  connected  with  the  commutator 
apparatus  and  the  double  line  i  2  by  the  insertion  of  the  plug  Uj  into  the  latch 
belonging  to  s  m.     The  office  at  II  is  now  informed  by  signal,  and  inserts  plugs 


Fig.  720. — £lsasser*s  Mode  of  SignalliDg, 


in  the  latch  belonging  to  s  «  and  the  latch  K3.  The  current  now  sent  by  M 
flows  through  s  m  over  Uj  tfj,  through  j  j  into  the  relay  Rj,  and  then  to  earth. 
The  relay  closes  the  contact  i  of  the  signalling  battery  b^,  whose  current  now 
flows  partly  over  1,  the  line  2  2,  latch  4,  through  the  spring  which  touches  con- 
tact V,  to  earth  ;  and  partly  from  b^  over  c^  K],  through  the  line-leads  i  i  into 
the  latch  K3,  over  s  «,  to  subscriber  N,  whose  bell  it  causes  to  ring.  The  undu- 
lation currents  which  are  generated  by  the  speaking  of  M  take  the  following 
route  :  From  M  over  s  »«,  u^,  ^j,  through  the  primary  coil  of  jj  to  the  electro- 
magnet Rj,  and  so,  by  means  of  the  relay,  to  earth.  The  induced  currents  gene- 
rated in  the  secondary  coil  of  jj  pass  partly  over  the  lever  of  the  relay  to  c^  % 
through  the  line  2  2,  K4  and  v,  and  then  to  earth,  and  partly  over  Cj  Kj,  through 
the  line  i  i  to  the  latch  Kg,  and  the  electro-magnet  s  «,  and  so  into  the  re- 
ceiving apparatus  of  subscriber  N,  and  reaching  the  earth  by  that  means.  The 
undulating  currents  generated  by  the  speaking  of  N  take  the  same  dhrection. 
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only  reversed  Both  N  and  M  speak  through  the  medium  of  the  induction  coil 
Ji ;  but  signalling  can  only  be  effected  by  M,  by  the  help  of  the  more  powerful 
current  called  into  play  by  the  relay.  This  is  no  disadvantage,  however,  for  in 
German  telephone  offices  the  rule  holds  that  the  person  who  called  shall  also  give 
the  signal  when  the  conversation*  is  finished.  If  N  wishes  to  speak  with  M  the 
condidoQS  are  reversed — ix.  the  induction  coil  jg  only  is  used,  and  N  alone 
can  give  the  signal 

Precautions  Necessary  to  Prevent  Induction  when  the  Same 
Line  is  used  for  Telegraph  and  Telephone.— According  to  Zetsche 
{EUktrotechnische  leUschrift,  vol  iii.,  p.  244)  telegraph  lines  were  used  for 
telephonic  messages  tor  the  first  time  in  Dresden,  in  1877,  when  a  line  be- 
longing to  Government  was  used  both  with  a  Morse  apparatus  and  a  tele- 
phone apparatus,  and  the  experiments  clearly  proved  that  it  was  possible  to 
use  telegraph  lines  for  the  double  purpose.  Franz  von  Rysselberghe  devised  a 
method  of  using  the  same  wire  with  a  telegraph  apparatus  and  a  telephone 
apparatus,  based  on  the  application  of  so-called  "graduated  currents.*'  The 
separation  of  the  telegraph  apparatus  from  the  telephone  apparatus  is  brought 
about  by  the  insertion  of  condensers.  We  have  already  seen  that  the  latter  are 
capable  of  propagating  telephonic  impulses;  while,  at  the  same  time,  they  inter- 
rupt the  circuit  of  battery  currents  or  induced  currents — i,e.  the  currents  used 
for  telegraphing.  When  telegraphing  in  the  usual  manner,  intermittent  currents 
circulate  in  the  circuit,  the  currents  being  made  or  broken  suddenly.  These 
momentary  makings  and  breakings  of  the  current  cause  powerful  induction  effects 
in  the  neighbouring  wires,  so  that  telephonic  intercourse  becomes  impossible. 
These  disturbing  induction  effects  disappear,  however,  when  make  and  break  of 
current  is  gradual,  and  not  sudden.  The  current  increases  gradually  when  it  is 
made,  and  diminishes  gradually  when  broken,  so  that  by  lengthening  their  dura- 
tion the  induced  currents  are  weakened  to  such  an  extent  that  they  do  not 
interfere  with  telephonic  correspondence.  Much  more  time,  however,  would 
be  required  for  sending  telegraphic  messages  by  means  of  graduated  currents, 
and  this  is  evidently  the  great  disadvantage  of  the  system.  Rysselberghe  con- 
verts ordinary  currents  into  gradual  currents  in  a  variety  of  ways,  either  by 
inserting  electro-magnets  or  condensers,  or  by  using  peculiarly  constructed  ke)  s. 
If  a  battery  current  has  to  pass  through  the  coils  of  an  electro-magnet  before  it 
sets  the  telegraph  apparatus  in  motion,  it  can  only  attain  its  full  power  gradually, 
because  the  electric  current  is  employed  for  some  little  time  in  magnetising  the 
iron  core,  and  it  is  only  when  the  latter  is  magnetised  that  the  current  will  attain 
its  full  strength  ;  inversely,  on  breaking  the  current  its  intensity  cannot  disappear 
suddenly,  because  magnetism  does  not  cease  all  at  once.  A  condenser,  too, 
cannot  attain  its  full  charge  or  lose  it  immediately,  when  the  current  is  made  or 
broken.  The  key  for  the  purpose  of  sending  the  current  gradually  has  a 
carbon  instead  of  a  metal  contact.  The  gradual  change  from  strong  pressure 
to  total  break  causes  a  gradual  increase  and  decrease  of  the  current,  just  as 
it  does  in  the  microphone.      The   practical   execution   of  these  principles  is 
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shown  in  Fig.  721.  a  is  the  telegraph  office,  b  the  telephone  office,  m  represents 
the  key,  R  a  telegraph  apparatus  of  any  construction,  P  the  battery,  e^  and  e, 
electro-magnets.  The  former  is  inserted  between  p  and  m,  the  latter  between  m 
and  the  line  l.  c  represents  a  condenser  put  in  a  branch  circuit  between  the 
key  M  and  the  earth  e,  in  order  to  connect  the  two  electro-magnets,  and  c' 
represents  a  condenser  that  is  connected  on  the  one  side  with  the  telephone 


Fig,  721.—  Rysselberghe's  System. 


To  Telegraph  cffiu-^ 


Earth 


To  TeUgraph  office^: 


Fig.  722. — Rysselbeighe*s  System. 


station,  on  the  other  side  with  the  telegraph  line.  The  telegraph  current  coming 
or  passing  through  the  line  l  cannot  reach  the  telephone  x,  because  the  line  is 
separated  from  the  leads  of  the  telephone  station  by  the  condenser  c' :  more- 
over the  currents  of  the  battery  p,  which  are  used  for  telegraphic  message ^  are 
converted  into  graduated  currents  by  means  of  the  magnets  e^  and  Eo.  The 
condenser,  as  already  pointed  out,  offers  no  obstacle  to  the  passing  of  the 
telephone  currents  through  l. 

The  connection  of  two  telegraph  lines  i^  and  L3  to  form  one  closed  tele- 
phone line,  as  arranged  by  Rysselberghe,  is  shown  in  Fig.  722.     Cj  and  Cj  are 
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condensers ;  b^  Bj  represent  differential  coils,  which,  by  induction,  affect  the 
third  coil  B3 ;  one  end  of  each  of  these  coils  is  connected  with  the  earth,  whilst 
the  remaining  end  of  b^  is  connected  with  the  telegraph  line  i^,  and  the 
remaining  end  of  Bg  is  connected  with  the  telegraph  line  l^,  and  that  of  Bg 
with  the  telephone  line.  The  connection  between  i^  and  i^  is  broken  for  tele- 
graph currents  by  inserting  the  condensers.  The  condensers,  however,  do  not 
hinder  the  propagation  of  telephonic  impulses.  It  will  further  be  seen  that 
the  impulses  passing  through  the  coil  B3  must  have  opposite  induction  effects  on 
the  coils  Bj  and  Bg.  They  have  the  relation  of  -h  and  -  as  regards  each  other, 
and  consequently  with  l^  Lj  they  represent  a  closed  telephonic  line. 


Fig.  723. — Adcr's  Music  Transmitters. 

Experiments  were  first  made  with  this  system  in  Brussels,  in  January,  1882; 
and  owing  to  the  favourable  results  which  Rysselberghe  has  obtained  with  it, 
it  is  intended  to  utilise  the  whole  of  the  telegraphic  network  of  Belgium  (29,122 
kilometres  of  telegraph  wires)  for  telephonic  correspondence. 


TELEPHONIC  TRANSMISSION  OF  MUSIC. 

The  first  public  experiments  were  made  at  the  Technical  College,  Vienna,  by 
F.  Nissl,  and  the  author  of  the  present  work,  in  1877.  Bell's  telephones  were 
then  used  both  as  senders  and  receivers,  but  after  the  microphone  had  been 
perfected  it  was  possible  to  operate  on  a  much  larger  scale.  During  the  Exhibi- 
tion of  Paris  in  1881,  the  operas  and  the  music  of  the  Theatre  Francis  could 
be  heard  through  the  telephone  in  rooms  which  were  specially  adapted  for  the 
purpose,  the  installation  being  undertaken  by  Ader.  The  microphones  were 
placed  on  both  sides  of  the  prompter's  box  in  two  series,  as  shown  in  Fig.  723, 
When  arranging  microphones  for  purposes  like  this,  great  care  has  to  be 
taken  (i)  that  the  music  of  the  orchestra  and  of  the  singing  are  equally  well 
transmitted,  so  that  neither  the  one  nor  the  other  is  too  loud;   (2)  that  the 
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different  positions  of  the  singers  do  not  interfere  with  the  effect ;  and  (3)  that 
the  microphone  does  not  transmit  noises  caused  by  the  walking  of  different 
people  on  the  stage,  eta  The  shapes  and  positions  which  Ader  gave  to  the 
mouthpieces  of  the  microphones  secured  the  equal  reception  of  the  instrumental 
music  and  the  singing.  To  exclude  noises  the  microphones  were  placed  upon 
thick  layers  of  lead,  upon  which  pieces  of  gutta-percha  had  been  fixed.  The 
connection  of  microphone  and  telephone  had  moreover  to  be  arranged  so  that 
the  singers  could  be  heard  independently  of  their  position  on  the  stage. 


OQOOCQOOO 
Telefihones 


Room  I 


Room  2 


Tdejihanes 

OQQQQOOOOr 


'^  000000000 


Fig.  724. — Ader*s  Arrangement  of  Music  Transmitters. 

The  whole  arrangement  is  shown  in  Fig.  724.  According  to  Th.  du  Moncel, 
M  M  indicate  the  microphones  arranged  at  both  sides  of  the  prompter's  box  s ;  p/ 
and  p'/'  are  batteries  ;  c  c'  commutators,  and  j  j'  induction  coils.  The  leads  were 
conveyed  from  the  opera-house  through  the  cables  K  k'  to  the  rooms  in  the  Exhi- 
bition building  (Palais  de  I'lndustrie)  where  the  receiving  telephones  were  placed, 
r^  are  commutators  to  connect  one  room,  while  the  public  were  leaving  the  other 
and  making  room  for  a  new  batch  of  listeners.  For  the  sake  of  distinctness,  the 
whole  direction  of  current  is  drawn  for  two  microphones  only.  To  each  micro- 
phone belong  three  batteries  (of  which  two  only  are  drawn)  and  one  induction 
coiL  The  batteries  consisted  of  Leclanch^s  elements,  which,  as  we  know,  do  not 
remain  constant  very  long ;  the  elements  had,  therefore,  to  be  charged  frequently, 
which  was  effected  by  the  arrangement  of  three  batteries  and  a  commutator  be- 
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longing  to  each  set  The  direction  of  the  current  for  the  microphone  n  is  as 
follows :  From  p  over  b  through  the  commutator  r,  to  def  through  the  micro- 
phone «,  over^^  through  the  primary  spiral  of  the  induction  coil  j'  and  over  / 
back  to  the  battery  p.  If  p  loses  its  constancy,  p'  takes  its  place,  and  the 
direction  of  the  current  is  as  follows:  From  p'  through  the  commutator  ^, 
then  over  def  ngh]'  I  io  x  and  back  to  p'.  The  batter}*  /  or  p'  furnishes  the 
current  for  the  microphone  w,  in  the  circuit  of  which  the  induction  coil  j  is 
inserted.  The  arrangement,  as  described  above,  allows  a  uniform  reception  of 
the  waves  of  sound  by  the  microphones,  independent  of  the  duration  of  the 
performance  and   the    position  of  the  singers.      The  reproduction  of  these 


Fig.  725.  —The  Telephonic  Transmission  of  Music  at  Vienna. 

waves  in  the  different  telephones  of  the  listeners  is  brought  about  by  the  pecu- 
liar mode  in  which  the  telephones  are  joined  with  the  secondary  coils  of  the 
induction  coils.  The  ends  of  each  secondary  coil,  as  for  instance  of  j',  are  con- 
nected with  the  corresponding  cable  k',  which  leads  from  the  opera-house  to  the 
listeners'-room.  One  of  the  ends  of  the  induction  coil  is  connected  with  the 
commutator  c  as  well  as  with  /,  and  the  other  end  is  simply  joined  to  the  leads 
leading  to  the  telephone.  If,  for  instance,  connection  of  the  cable  is  made  with 
room  2  by  means  of  the  commutator  c\  the  undulating  induced  currents  from 
the  coil  j'  reach  the  series  of  telephones  indicated  by  11,  and  pass  through  their 
circuit  in  the  direction  indicated  by  the  arrows.  The  currents  from  the  coil  j 
reach  the  telephone  line  i,  and  pass  through  it  in  the  direction  of  the  doubly- 
barbed  arrows.  As  jj  is  induced  by  the  undulating  currents  of  the  microphone 
«,  and  J  by  those  of  the  microphone  w,  if  each  listener  receive  a  telephone  of 
row  I,  and  also  one  of  row  11,  he  will  be  able  to  hear  equally  well  whether  the 
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singer  is  to  the  right  or  to  the  left  of  the  prompter's  box,  or  if  opposite  to 
it  All  the  microphones  being  connected  in  this  manner  with  the  telephone 
couples,  this  holds  good  for  each  listener. 

Fig.  725  shows  the  connection  of  the  Royal  Opera  with  the  Rotunda  of  the 
Exhibition  building  during  the  Exhibition  of  Vienna,  1883.  This  telephonic  trans- 
mission of  music  was  undertaken  by  the  Private  Telegraph  Company  after  the 
plans  of  their  engineer,  A.  KitteL  m  m  represent  the  microphones,  b  b  their 
batteries,  j  j  the  induction  coils,  h  r  o  the  telephones.  The  twelve  microphones 
placed  at  the  opera-house  were  divided  in  two  groups,  each  group  consisting  of 
six,  or  of  three  couples  of  microphones,  joined  parallel,  so  that  each  couple  con- 
sisted of  a  microphone  placed  at  the  right  side  of  the  stage  and  a  microphone 
placed  at  the  left  side.  Only  eight  microphones  are  drawn  in  the  figure,  forming 
two  groups  of  two  couples.  To  maintain  the  current  for  the  microphones  and 
the  induction  coils  constant,  commutators  s  s  are  inserted  into  the  primary  cir- 
cuit, so  as  to  allow  of  the  insertion  of  a  fresh  battery  in  the  place  of  the  exhausted 
battery. 

The  leads  from  the  Rotunda  terminated  at  the  office  where  the  control 
telephone  c  and  the  apparatus  for  the  office  correspondence  were  placed.  Each 
of  the  cells  o  o  contained  sixteen  telephone  couples  for  the  transmission  of  the 
opera  musia  The  cell  r  contained  thirty  telephone  couples  for  the  transmission 
of  the  music  from  the  Vienna  RoUschuh  Club  (distance  three  and  a  half  kilo- 
metres). H  was  a  box  containing  seven  telephone  couples,  reserved  for  visitors. 
In  each  auditorium  the  telephones  of  one  circuit  were  joined  in  series,  and  every 
telephone  couple  contained  a  telephone  of  each  of  the  two  circuits. 


SPECIAL  APPLICATONS  OF  THE  TELEPHONE  AND 
MICROPHONE. 

Police  Use  of  the  Telephone. — The  telephone  plays  an  important  part 
in  the  police  system  at  Chicago.  Each  policeman  is  in  a  position  to  communi- 
cate at  once  or  within  a  few  minutes  with  his  own  or  the  central  station ;  trust- 
worthy citizens  are  also  in  a  position  to  call  for  help ;  and  as  thieves,  as  a  rule, 
know  when  and  where  policemen  are  present,  and  arrange  their  plans  accord- 
ingly, and  pohcemen  are  seldom  where  they  are  wanted,  such  an  arrangement  is 
of  great  value.  At  certain  points  of  each  district  police  stations  are  erected, 
where  there  are  three  men,  one  horse,  and  a  wagon  always  ready;  and  these 
stations  are  put  into  telephonic  connection  with  alarm  stations,  which  are  similar 
in  form  to  sentry-boxes.  These  boxes,  which  are  just  large  enough  to  admit  one 
person,  are  placed  in  the  different  streets  at  certain  intervals,  and  can  be  opened 
by  means  of  keys  in  the  possession  of  policemen  and  respectable  inhabitants  of 
the  town.  To  prevent  misuse  the  keys  are  numbered,  and  once  placed  in  the 
lock,  can  only  be  removed  by  the  police.  The  box  contains  a  pointer  apparatus 
and  a  locked  case,  which  can  only  be  opened  by  the  policeman,  and  in  which 
the  telephone  apparatus  is  kept.     The  pointer  apparatus,  which  is  shown  in 
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Fig.  726,  is  capable  of  sending  eleven  different  signals  :  Police  wagon,  thieves, 
forgers,   riot,   drunkard,  murder,  accident,  violation  of  city  property,  fighting. 


Fig.  726.— Chicago  Police  Signal 


Fig.  727. — Chicago  Police  Telephone. 

test  of  line,  fire.  The  one  who  gives  the  signal  has  only  to  place  the  pointer 
and  press  down  the  lever  h.  The  receiving  apparatus  at  the  police  station  con- 
sists of  an  ordinary  Morse  apparatus.  Fig.  727  shows  the  apparatus  contained  in 
the  locked  case.     It  contains  a  telephone  and  microphone,  and  allows  the  police- 
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man  to  communicate  with  his  station,  and  the  inspector  making  the  round  to 
send  his  reports  at  certain  intervals  through  the  telephone  to  his  superior.  At 
the  request  of  townspeople  the  alarm  apparatus  may  be  erected  for  them  at  their 
houses  or  places  of  business ;  but,  in  these  cases,  the  door-key,  placed  in  a  sealed 
envelope,  is  deposited  at  the  police  station,  so  that  the  policeman  may  enter  the 
house  of  the  person  calling  for  help. 

Military  Use  of  the  Telephone. — As  the  telephone,  compared  with  the 
telegraph  apparatus,  requires  no  specially-trained  men  for  the  purpose,  it  is  used 
with  advantage  for  certain  military  purposes.  In  the  practice  of  troops  over  a 
large  area,  orders  can  be  communicated  by  telephone ;  for  instance,  to  give  the 
infantry  opportunity  to  practise  firing,  movable  targets  are  fired  at  with  cart- 
ridges, and  have  to  appear  and  disappear  in  different  places  at  certain  intervals. 


Fig.  728.— Portable  Telephone  Systems. 


The  officer  in  command  must  have  a  perfect  control  over  these  targets,  and  must 
be  able  to  communicate  with  the  persons  that  have  to  move  them.  Lieutenant 
Laffert  reports  that  telephones  are  well  adapted  for  this  purpose.  Siemens' 
telephones  are  generally  used  in  these  cases,  and  are  connected  by  a  cable, 
which  consists  of  two  copper  wires  of  o'8  millimetre,  wound  in  lengths  of 
500  metres  upon  a  portable  roller,  as  shown  in  Fig.  728.  The  sheet-metal 
cylinder  aa^  which  is  10  centimetres  long,  has  two  discs  of  hard  wood  bb 
festened  upon  it ;  the  disc  d  divides  the  cyHnder  into  two  halves  e  Cy  each  of 
which  contains  a  telephone ;  /  is  an  opening  in  the  sheet-metal  cylinder,  suffi- 
ciendy  large  to  allow  the  cable  to  come  through.  On  the  outside  of  the 
wooden  disc  nearest  this  opening  the  clamp  /  is  fastened.  The  beginning 
of  the  cable  is  connected  with  the  clamps  of  the  telephone,  the  end  with  the 
clamp  /.  Straps  are  fastened  to  gi  g^  so  that  one  man  can  conveniendy  carry 
the  whole  apparatus.  When  the  apparatus  is  to  be  used,  the  portion  ^,  which 
has  not  had  its  telephone  connected  with  the  cable,  is  taken  out ;  the  cable  end 
is  then  removed  from  the  screw  /,  and  connected  with  the  free  telephone ;  two 
men  take  hold  then  of  the  handles  /m,  and  walk  quickly  towards  the  place 
appointed. 
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Fig.  729. — Military  Microphone. 


In  order  to  somewhat  lighten  the  out-post  service  of  troops  enclosed  in 
fortified  places,  A.  Axt  proposed  the  use  of  telephones  combined  with  micro- 
phones. Suppose,  for  instance,  the  point  a  (Fig.  729)  has  to  be  guarded  through 
a  distance  of  4,000  metres,  along  the  arc  u  v  of  65°.  Microphones  are  sunk 
about  one  metre  deep  into  the  earth,  at  distances  of  400  metres  from  each 
other,  and  the  different  leads  are  convened  underground  to  the  point  a,  where 
they  are  connected  with  a  telephone.  The  microphones,  which  are  constructed 
as  shown  in  the  right-hand  figure,  consist  of  cubes  of  tinned  sheet  iron  of  3 
millimetres  thickness,  open 
at  one  side.      The  metal  Vs, 

membrane  m  m  is  arranged 
as  in  telephones.  On  the 
upper  surface  of  the  mem- 
brane a  small  carbon  cy- 
linder K  is  fastened,  and 
against  this  a  second  car- 
bon cylinder  k'  is  made  to 
lean  at  an  angle  of  about 
80"^.  In  order  to  make 
the  contact  of  the  caibons 
easily  variable,  the  carbon 
k'  is  hung  firom  the  line- 
wire  /  by  means  of  a  spiral 
spring.  The  leads  of  all 
the  microphones  are  con- 
veyed to  the  point  a, 
where  they  are  connected 
with  the  bars  i  to  12  of 
the  commutator  (Fig.  730). 
'J  he  second  layer  of  bars 
is  connected  with  the  tele- 
phone T,  the  battery  b,  and 
a  galvanometer  o  ;  one  of 

the  bar^  is  also  connected  with  an  earth-plate  e.  It  will  now  be  an  easy 
matter  to  trace  the  courses  of  the  current  when  the  connections  are  made  by 
inserting  the  plugs  in  the  proper  places  for  the  communication  it  is  desired 
to  secure.  Suppose,  for  instance,  that  the  bar  i  is  plugged  with  a  and  b 
and  the  earth-leads,  the  current  flows  either  from  the  battery  through  the 
galvanometer  and  the  telephone  to  bar  a,  and  so  to  the  earth,  or  else  from 
the  battery  through  the  bar  a  into  the  leads  i,  into  the  microphone  connected 
with  I,  through  its  carbon  cylinder  k  and  metal  mass  into  the  earth.*  It  will  not 
be  difficult  to  distinguish,  by  means  of  the  telephone,  whether  single  persons  or 
troops,  cavalry  or  artillery,  are  approaching  the  respective  microphones.  Instead 
of  one  telephone,  several  may  be  joined  to  the  commutator. 
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Fig.  730. — Commutator. 
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F^-  731.— Diver's  Tele- 
phone. 


Divers'  Telephones. — Fig.  731  represents  a  telephone  specially  devised 
by  Captain  Des  Fortes  for  divers.  The  telephone,  which  may  be  used  both  as  re- 
ceiving and  sending  apparatus,  has  the  form  of  a  round  box  b,  in  which  a  bent 
magnet  is  placed.  The  box  is  fastened  to  the  plate  a  d,  which  is  fixed  inside  the 
helmet  From  the  one  clamp  the  wire  leads  to  the  helmet,  which  serves  as  earth- 
plate,  whilst  the  wire  from  the  other  clamp  s  connects  it  with  the  cable  k  of  the 
ship.  The  wire  from  s  passes  through  the  plate  a  ^, 
and  then  through  a  gutta-percha  plate  c;  the  cable 
passes  also  through  m,  and  a  gutta-percha  plate  Ci.  By 
this  means  the  ends  of  both  wires  are  insulated  from 
the  screw  boxes  r  and  m  that  contain  them,  and  from 
the  water  outside  these  boxes.  The  two  ends  are 
brought  into  contact  by  means  of  small  plates  n 
soldered  to  the  ends.  When  r  and  m  are  screwed 
together,  the  plates  at  n  are  pressed  together,  and 
thus  close  the  circuit  When  the  diver  puts  on  his 
apparatus  the  telephone  is  close  to  his  left  ear,  and 
he  can  hear  all  that  is  spoken  in  the  telephone  at 
the  surface.  The  diver  is  easily  understood  although 
the  telephone  is  not  immediately  opposite  his  mouth 
when  speaking,  because  his  head  is  covered  by  the 
helmet  A  whistle  may  be  arranged  in  front  of  his 
mouth  for  purposes  of  signalling,  and  a  single  line  which  the  diver  carries 
with  him  serves  the  same  purpose. 

The  Use  of  the  Microphone  for  Medical  Purposes. — ^The  great 
sensibility  of  the  microphone  makes  it  of  special  service  for  medical  purposes. 
A  number  of  instruments  have  been  constructed,  of  which  we  shall  proceed  to 
describe  a  few. 

The  Miophone,  shown  in  Fig.  732,  has  been  constructed  by  Boudet  for 
examining  the  muscles.  Behind  the  narrow  opening  of  the  mouthpiece  b  b 
placed  the  parchment  membrane  m  m^  which  has  upon  its  lower  side  the 
examining-knob  k,  and  upon  its  upper  side  the  carbon  h.  The  second  carbon 
D  is  held  by  the  slide  a,  which  can  be  moved  up  and  down  by  the  micrometer 
screw  v.  The  bent  paper  strip  at  i  serves  as  a  spring  which  gently,  presses  the 
carbon  d  against  h.  d  is  connected  with  the  screw  s  by  the  support  to  which 
A  is  attached,  and  the  wire  shown  in  the  figure  connecting  s  with  this  support 
and  H  is  connected  with  Sj  by  means  of  a  drop  of  mercury,  which  is  placed  in 
the  hollow,  and  a  wire.  When  a  muscle  is  to  be  examined,  the  instrument  is 
placed  with  its  knob  k  upon  it  In  this  manner  it  has  been  found  that  in  a 
human  muscle  the  pitch  of  the  noise  is  suddenly  raised  with  the  natural  contrac- 
tion of  that  muscle,  and  continues  to  rise  in  proportion  to  the  intensity  of  the 
contraction.  The  miophone  is  a  very  useful  instrument  for  observing  patho- 
logical cases,  such  as  paualysis. 

Microphones  which  are  used  for  examming  the  puke  are  generally  called 
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sphygmophones.  One  of  the  most  sensitive  of  these  instruments  is  that  con- 
structed by  Boudet,  and  shown  in  Fig.  733.  Upon  a  gutta-percha  plate  5  by  2*5 
centimetres,  two  springs  e  and  f  are  fastened,  of  which  the  one  carries  the 
examination  knob  k,  the  other  the  carbon  h.  The  spring  o  serves  to  regulate 
the  distance  of  the  two  sprmgs  from  each  other,  and  also  the  pressure  of  k 


Fig'  732.— The  Miophone. 


Fig.  733« — Sphygmophonc. 


Fig.  734. — A  Medical  Microphone. 


upon  the  artery.  The  movable  carbon  d  is  pressed  by  the  paper  spring  i 
against  the  carbon  h,  and  is  fastened  in  the  fork  b  by  means  of  the  screw  c, 
which  can  be  moved  horizontally.  By  turning  v,  the  fork,  and  with  it  the 
carbon,  can  be  moved  up  and  down  a.  To  l  l  ribbons  are  attached,  which 
can  be  tied  to  the  arm  or  other  portion  to  be  examined. 

For  the  examination  of  veins,  where  the  instrument  last  described  cannot 
be  used,  the  transmission  microphone  is  employed.  This  is  shown  in  Fig.  734. 
The  carbon  piece  c'  is  fastened  to  the  drum,  the  membrane  (t)  of  which 
consists  of  prepared  pig*s  bladder.  The  drum  is  in  connection  with  an  india- 
rubber  tube  N,  and  an  ivory  funnel  b,  which  is  placed  with  a  slight  pressure 
upon  the  vein  to  be  examined.  In  order  to  exclude  all  noises  from  outside, 
the  funnel  is  frequently  provided  with  a  membrane  furnished  with  an  examina- 
tion knob  (shown  in  section  a).  The  regulation  of  the  pressure  of  the  contact 
between  the  two  carbon  pieces  c  c'  is  brought  about  in  the  following  manner : 
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The  carbon  c  has  on  its  upper  surface  a  small  steel  needle,  and  the  screw  m 
is  a  magnetic  steel  spindle ;  the  regulation  of  pressure  is  therefore  due  to  the 
magnetic  force  of  attraction.  Gaiffe  encloses  the  whole  instrument  in  a  box, 
which  also  contains  the  battery  p. 

The  audiometer,  or  sonometer,  shown  in  Fig.  735,  is  an  extremely  sensitive 
instrument  used  in  testing  the  sensitiveness  or  acuteness  of  hearing  in  different 
persons.  A  rod  marked  with  a  scale  is  fastened  upon  two  vertical  supports  ; 
a  and  c  are  fixed  induction  coils,  whilst  ^  is  a  similar  coil  that  can  be  moved 
along  the  rod ;  a  has  a  good  many  turns  of  wire,  whilst  c  has  only  a  few.  The 
ends  of  the  coils  a  and  c  are  connected  with  a  microphone,  so  that  the  currents 


Fig.  735.~The  Audiometer. 

of  the  two  coils  a  and  c  have  opposite  effects  upon  the  coil  3,  which  is  connected 
with  a  telephone.  If  undulating  currents  are  sent  through  the  coils  a  and  ^  by 
means  of  the  striking  of  a  clock,  both  a  and  c  will  affect  b^  but  a  will  affect  it 
more  strongly  than  c  because  it  has  a  greater  number  of  turns ;  thus  the  induc- 
tion effects  in  b  reproduce  the  striking  of  the  clock  in  the  telephone.  But 
the  induction  effects  of  a  and  c  are  opposed  to  each  other,  and  will  consequendy 
tend  to  neutralise  each  other  the  more  completely  the  nearer  the  coil  b^  which 
has  many  turns,  is  brought  to  the  coil  r,  which  has  but  few.  It  is  clear,  how- 
ever, that  by  moving  b  along  the  rod  we  must  come  upon  a  spot  where  the 
forces  of  a  and  c  are  in  equilibrium,  and  where  the  telephone  becomes  route. 
This  position  is  indicated  by  o  upon  the  scale,  and  when  a  person,  whose 
hearing  is  to  be  tested,  has  the  telephone  at  his  ear,  the  nearer  the  coil  b  can  be 
taken  to  this  spot,  without  the  listener  ceasing  to  hear  the  clock,  the  better  is  the 
hearing  of  the  person  who  is  using  the  telephone.  By  examining  a  number  of 
persons,  say  fifty  for  instance,  a  scale  is  obtained,  for  which  the  zero  point 
indicates  an  extremely  good  hearing,  and  the  end  of  the  scale  almost  absolute 
deafness.     Hughes  and   Richardson   found  that  the  sensitiveness  of  hearing 
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is  increased  when  the  breath  is  held,  and  that  not  only  the  hearing,  but  the 
strength  of  other  organs,  diminishes  during  illness. 

The  sonometer  may  further  be  used  for  measuring  resistances.  For  this  pur- 
pose the  two  coils  a  and  c  are  made  exactly  alike,  and  the  current  coming  from 
the  battery  is  allowed  to  branch  off,  so  that  one  branch  flows  through  <i,  the 
other  branch  through  c  The  position  of  the  coil  b  is  determined  when  the  tele- 
phone becomes  mute.  When  the  resistances  on  the  two  sides  are  exactly  equal, 
this  point  will  be  the  middle  of  the  rod.  It  is  evident  that  every  alteration  in 
the  resistance  of  the  one  or  the  other  branch  will  cause  a  noise  in  the  telephone, 
which  only  ceases  when  the  position  of  the  coil  b  is  altered  accordingly.     In  this 


Fig.  736. — Hughe^s  Induction  Balance 


manner  a  number  of  known  resistances  may  be  taken  and  marked  along  the 
scale.  If  an  unknown  resistance  is  now  brought  into  the  circuit,  and  the  coil  b 
moved  until  the  telephone  becomes  mute,  the  position  of  b  will  thus  indicate  on 
the  scale  the  value  of  the  resistance.  The  sonometer  may  also  be  used  for 
examining  telephones.  If  a  number  of  telephones  in  succession  are  inserted  in 
the  movable  coil,  which  is  placed  at  the  zero  point  of  the  scale,  that  construc- 
tion will  be  the  best  that  proves  most  sensitive  to  the  sonometer.  The  method 
of  determining  the  relative  sensitiveness  of  different  telephones  is  the  same  as 
that  of  determining  the  sensitiveness  of  different  persons'  hearing.  Telephones 
are  here  substituted  for  persons — that  is  to  say,  in  the  former  case  the  telephone 
remained  the  same,  while  the  listener  was  changed  ;  but  in  this  case  the  listener 
is  the  same,  and  the  telephone  is  changed. 

The  Induction  Balance. — The  induction  balance,  shown  in  Fig.  736, 
is  constructed  on  the  same  principle  as  the  sonometer.  The  scales  of  this 
balance  consist  of  two  cylinders  of  ebonite,  ten  centimetres  in  height  and  three 
centimetres  in  diameter.     Each  of  these   has  two  coils  of  about  150  turns 
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each.  The  coils  are  arranged  on  the  cylinders  about  half  a  centimetre  apart. 
The  two  upper  coils  are  connected  with  a  battery,  a  microphone,  and  a  galvano- 
meter, to  form  one  circuit,  as  shown  in  the  figure,  and  the  two  lower  coils  are 
connected  with  a  telephone  to  form  a  second  circuit  The  two  lower  coils 
are  so  arranged  that  the  induced  currents  generated  in  them  oppose  each  other, 
so  that  if  the  currents  are  equal  to  each  other,  no  sound  will  be  heard  in  the 
telephone.  Suppose  this  condition  of  things  to  be  secured,  and  then  let  a  coin 
be  introduced  into  one  of  the  cylinders  between  its  two  coils,  equilibrium  is 
immediately  destroyed,  and  the  telephone  begins  to  sound.  It  can  be  made 
mute  again  by  adjusting  the  movable  coil  on  the  second  cylinder,  or  by  com- 
pensating for  the  disturbance  in  another  manner.  If  a  second  coin  be  introduced 


Fig.  737-— The  Submarine  Finder. 

in  the  place  of  the  first,  equilibrium  will  only  be  maintained  when  the  second 
coin  has  the  same  form,  weight,  and  composition  as  the  first.  This  method 
has  been  made  use  of  for  the  examination  of  alloys,  a  description  of  which  has 
been  given  in  the  Philosophical  Magazine^  1879,  and  other  periodicals.  The 
balance  is  so  sensitive  that  different  results  are  even  obtained  when  the  physical 
condition  of  tlie  coin  only  is  altered,  as  for  instance  by  hammering,  casting, 
etc.  The  induction  balance  is  ftirther  used  for  the  discovery  of  ores  under- 
ground, torpedoes  and  other  metallic  bodies  in  the  sea,  projectiles  in  the 
human  body,  etc.  etc  MacEvoy's  Submarine  Finder,  for  the  recovery  of 
torpedoes,  anchors,  iron  ships,  and  all  kinds  of  iron  material  at  the  bottom 
of  the  sea,  which  is  shown  in  Fig.  737,  is  only  an  induction  balance  in  a 
somewhat  altered  form,  pp'  are  the  coils  inserted  in  the  primary  circuit,  b 
represents  the  battery,  and  j  an  interrupter.  The  secondary  coils  ss'  are 
connected  with  the  telephone  t.  When  quickly  succeeding  current  impulses 
are  sent  through  the  coils  P  p',  induced  currents  are  generated  in  the  spirals 
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s  s',  which  neutralise  each  other,  because  they  affect  the  telephone  in  oppo- 
site directions ;  thus  the  telephone  is  made  mute  when  the  position  of  the 
coils  is  regulated  accordingly.  If  now  the  coils  p'  s'  be  brought  near  a  metal 
mass,  equilibrium  is  at  once  destroyed,  and  the  telephone  indicates  by  giving 
out  sounds  the  presence  of  a  metal  in  a  particular  spot — for  instance,  the  spot 
where  a  torpedo  lies  hidden,  etc. 

The  induction  balance  has  been  used  in  various  forms  by  army  surgeons 
as  an  electric  ball  probe.  For  this  purpose  Hughes  makes  one  pair  of  the 
coils  movable,  and,  having  adjusted  the  balance,  conveys  this  pair  over 
the  portion  of  the  body  into  which  the  projectile  entered.  As  soon  as 
the  coils  come  near  the  projectile,  the  telephone  begins  to  sound.  By  moving 
the  coils  about  this  portion,  the  exact  spot  may  be  found  where  the  projectile 
lies  hidden,  because  the  telephone  will  sound  loudest  at  that  spot.  The 
depth  of  the  projectile  may  also  be  detected.  The  coils  for  this  purpose 
are  left  at  that  place  where  the  telephone  sounds  loudest,  it  is  then  silenced 
by  bringing  a  piece  of  lead,  equal  to  that  supposed  to  be  in  the  wound,  near 
the  fixed  coil.  If  the  lead  piece  is  at  the  same  distance  from  the  fixed  coil 
as  the  coil  on  the  body  is  from  the  projectile,  equilibrium  is  again  restored, 
and  the  telephone  becomes  silent.  The  distance  of  the  lead  from  the  fixed 
coil  gives  the  depth  to  which  the  ball  has  entered. 

Statistics. — The  Bulletin  International  publishes  the  following  statisics 
respecting  the  number  of  networks  of  telephones  and  of  subscribers  in  Europe 
on  the  31st  December,  1885  : — 


No.  of               No.  of 
Networks.        Subscribers. 

No.  of             No.  of 
Networks.        Subscribers. 

Great  Britain    

Germany   

Italy  

89 
91 
16 
20 

20 
36 

15,114 

14.733 

8,346 

7,175 

5»7o5 
5,280 
4.900 

Brought  forward  ... 
Belgium 

287 

7 
II 

8 

2 

3 

2 

61,253 
3,365 

Austria... 

3,032 

France       

Holland    

2,493 

Sweden 

Denmark 

Spain    

1,370 

Russia               ..  ••• 

594 

Switzerland   

Carried  forward  ... 

Portugal  

350 

287 

61.253 

320 

72,457 

No  telephones  have  as  yet  been  established  in  Turkey,  Servia,  Bulguria, 
Roumania,  Greece,  Montenegro,  or  the  Grand  Duchy  of  Luxemburg, 

In  Asia  and  Africa  several  networks  of  telephones  have  been  established, 
viz.,  at  Rangoon,  Singapore,  Columbo,  Madras,  Calcutta,  Bombay,  Maulmain,  as 
well  as  in  the  Mauritius. 

In  Egypt,  telephonic  services  have  been  established  at  both  Alexandria  and 
Cairo,  and  number  431  subscribers.  In  the  United  States  the  telephone  is  in 
general  use,  and  the  fifteen  principal  cities  alone  contain  30,000  subscribers. 
At  Buenos  Ayres  there  are  1,544  subscribers,  and  389  at  Monte  Videa 
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PHOTOPHONE,  PHEROPE,  AND  PHONOGRAPH, 

Properties  of  Selenium. — In  1817,  Berzelius  discovered  selenium,  which 
in  its  chemical  and  physical  properties  resembles  sulphur  and  tellurium.  Selenium 
heated  for  some  time  to  1000  turns  into  a  crystalline  greyish  mass.  Knox  pointed 
out,  in  1837,  the  conductivity  of  molten  selenium  for  electric  currents.  May  found 


Fig.  738.— BeU's  Selenium  CelL 

that  the  conductivity  of  selenium  is  considerably  influenced  by  light  Numerous 
physicists,  as  Willoughby  Smith,  Draper,  Sabine,  Bell,  Adams,  Werner  Siemens, 
and  others  have  pursued  investigations  in  the  subject,  most  of  them  using  the  gal- 
vanometer for  their  experiments.  Bell,  however,  used  the  telephone  for  detecting 
the  alterations  of  resistance,  and  this  led  to  the  construction  of  the  photophone. 
As  selenium  offers  an  unusually  great  resistance  to  the  passage  of  the  electric 
current,  only  very  thin  layers  can  be  inserted  in  a  circuit  when  the  telephone  is 
to  be  heard,  because  the  resistance  of  the  induction  coil  in  the  telephone  has  to 
correspond  with  the  resistance  of  the  circuit  The  selenium  surface  has,  how- 
ever, to  be  large,  in  order  that  it  may  be  as  much  as  possible  affected  by  the 
light      Bell  and  Tainter    tried,   therefore,  to  produce  some  preparation   that 
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answered  the  above  conditions — ue,  they  endeavoured  to  obtain  a  sensitive 
selenium  cell  Bell  says,  in  his  first  memoir  on  this  subject,  that  he  had 
constructed  more  than  fifty  different  selenium  cells  with  which  to  experiment 
Such  a  selenium  cell  is  given  in  Fig.  738.  It  consists  of  a  great  number 
of  brass  discs  (i.  .  .  10),  which  are  insulated  from  each  other  by  mica 
plates  (the  white  strips  in  the  figure).  The  mica  discs  have  a  smaller  diameter 
than  the  brass  discs,  so  that  a  circular  space  is  left  between  two  succeeding 
brass  discs,  which  is  intended  for  the  reception  of  the  selenium.  The  whole 
pile  is  now  heated  to  the  temperature  at  which  selenium  melts.  A  stick  of 
selenium  is  then  rubbed  over  the  hot  surface,  and  the  molten  selenium  enters 
the  circular  spaces,  marked  in  the  figure  as  dark  surfaces.  The  even  brass 
discs  are   connected  with   a  conductor  n,  and  the  odd  numbered  discs  with 


1>^^ 


Fig.  739.— Mercadier*s  Selenium  Cell. 

a  second  conductor  m.  In  this  manner  a  number  of  selenium  elements  are 
joined  parallel,  that  is  to  say,  a  pile  is  obtained,  which  is  of  small  resistance, 
although  its  surface  is  large.  Such  a  pile  had  1,200  ohms  of  resistance  in  the 
dark,  and  only  600  ohms  by  daylight. 

The  form  which  Mercadier  gave  to  his  selenium  element  is  shown  in  Fig.  739. 
Two  very  thin  brass  bands,  a  and  ^,  of  o*i  millimetre  thickness,  are  used  for  this 
purpose.  The  former  is  indicated  by  the  full  lines,  the  latter  by  the  dotted  lines. 
The  brass  bands  are  insulated  from  each  other  by  having  parchment  strips 
between  them,  represented  by  the  white  spaces  in  the  figure.  The  end  of  brass 
band  a  is  fastened  to  the  brass  plate  dd^  and  the  strip  b  is  connected  with  the 
brass  plate  cc ;  so  that  all  the  even  coils  are  connected  with  one  plate,  and  all 
the  odd  coils  with  the  other.  The  complete  coil  is  placed  between  wooden 
bars,  which  are  held  together  by  the  screws  n  n.  The  clamp  a  is  connected 
with  the  metal  plate  c  c,  the  screw  b  with  the  plate  d  d.  The  block  thus 
obtained  is  polished  at  its  front  side,  and  then  tested  with  a  galvanometer 
to  see  whether  the  two  metal  coils  are  insulated  from  each  other  throughout 
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their  length.  The  block  is  then  heated  in  a  sand  bath  until  it  has  reached 
the  temperature  at  which  selenium  melts.  One  side  of  the  block  is  then  coated 
with  a  thin  layer  of  selenium.  In  order  to  protect  this  layer  of  selenium,  it 
is  covered  either  with  a  thin  mica  plate  or  a  layer  of  varnish. 

If  the  telephone  is  to  form  a  sensitive  and  effective  apparatus  for  noticing 
the  alterations  of  resistance  in  selenium,  it  must  be  influenced  by  currents 
that  change  their  intensity  suddenly  and  repeatedly,  as  gradual  changes  affect 
the  telephone  as  little  as  they  do  the  secondary  coils  of  induction  coils. 
It  is  therefore  necessary  that  the  resistance  in  the  selenium  shall  change 
rapidly,  i,e.  that  the  selenium  element  shall  be  exposed  to  a  rapidly  inter- 
mittent illumination.  Such  intermittent  changes  of  light  can  be  produced  in 
different  ways  ;  one  method  is  to  intercept  the  rays  of  light  by  means  of  an 

opaque  disc,  which  has  openings  near 
its  periphery,  and  is  then  made  to 
rotate  rapidly.  If  the  selenium  ele- 
ment be  connected  with  a  battery  and 
a  telephone  to  form  a  circuit,  a  sound 
will  be  heard  in  the  telephone,  the 
pitch  of  which  is  determined  by  the 
number  of  intermissions  of  the  light 
in  a  unit  of  time.  Bell  and  Tainter 
in  their  experiments  placed  the  re- 
ceiver 213  metres  from  the  sender; 
if,  however,  the  source  of  light  is  suf- 
ficiently powerful,  this  distance  may 
be  considerably  increased.  The  apparatus,  as  described,  allows  correspondence 
to  take  place  between  persons  at  two  places  distant  from  each  other,  without 
their  being  connected  with  each  other  by  leads.  An  alphabet  may  be  com- 
posed of  long  and  short  sounds  in  the  same  manner  as  the  alphabet  of  the 
Morse  apparatus,  which  consists  of  strokes  and  points.  A  simple  apparatus 
by  means  of  which  this  may  be  obtained  is  shown  in  Fig.  740.  The  disc  s, 
which  b  perforated  at  its  periphery,  is  made  to  rotate  uniformly,  and  thus 
changes  the  passing  rays  of  light  into  intermittent  rays,  which,  owing  to  the 
alterations  of  resistance  in  the  selenium  cell,  cause  the  telephone  at  the  receiving 
station  to  sound.  These  sounds  may  be  made  long  and  short  at  pleasure  by 
preventing  the  rays  of  light  from  passing  the  disc  s  through  a  smaller  or  greater 
number  of  holes.  The  key  t,  which  moves  about  l,  and  ends  in  the  pointer 
L  /,  serves  this  purpose.  When  the  key  is  at  rest,  i.e.  when  it  presses  against 
the  upper  screw  v,  the  end  of  the  pointer  at  /  covers  that  opening  of  the  disc 
which  lies  opposite  the  source  of  light,  and  hinders  the  passage  of  the  rays  of 
light  When  the  key  is  pressed  down  the  pointer  moves  to  the  left,  and  the 
rays  are  allowed  to  pass  as  often  as  an  opening  comes  opposite  the  source  of 
light  By  holding  down  the  key  a  longer  or  shorter  time,  shorter  or  longer 
sounds  are  produced  in  the  telephone  at  the  receiving  station. 


Fig.  74a— The  Sender  of  the  Photophone. 
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The  Photophone. — To  such  apparatus,  in  which  sound  is  produced  by 
means  of  an  ordinary  ray  of  light,  Bell  gave  the  name  of  photophone.  The 
photophone  may  not  only  be  used  for  the  transmission  of  sounds,  but  also 
for  the  transmission  of  spoken  words.  Bell  obtained  this  result  by  making 
the  beam  of  light,  which  a  mirror  reflects,  vibrate,  the  vibrations  being  of  the 
same  kind  as  those  produced  by  speaking  to  a  membrane.  Bell  uses  a  thin 
mica  or  glass  plate  as  membrane  or  diaphragm,  which,  by  being  silvered,  serves 
at  the  same  time  as  a  mirror.     The  apparatus  must  be  arranged  as  shown  in 


Fig.  742.— The  Sender  of  a  Photophone. 

Fig.  741.  M  is  a  mirror,  which  throws  the  rays  of  light  (of  the  sun,  an  electric 
lamp,  etc.)  upon  the  thin  silvered  plate  or  diaphragm  d  ;  these  rays  are  reflected 
in  the  direction  indicated  by  the  arrow ;  the  lenses  i^  and  Lg  serve  to  concentrate 
the  rays.  At  the  receiving  station  the  rays  of  light  fall  upon  a  parabolic  con- 
cave mirror  r,  and  are  thrown  from  there  upon  the  selenium  cell  p,  which  is 
inserted  in  the  circuit  of  the  battery  b  and  the  telephone  t.  If  o  is  now  spoken 
into,  the  diaphragm  D  begins  to  vibrate,  and  causes  the  rays  of  light  to  vibrate 
also.  The  selenium  cell  p  will  then  be  exposed  to  a  change  of  illumination, 
which  corresponds  to  the  vibrations  of  sound.  The  resistance  in  the  selenium 
cell,  and  therefore  the  current,  is  altered  accordingly,  and  consequently  the 
membrane  of  the  telephone  makes  the  same  vibrations  as  the  diaphragm  d, 
ue,   the  telephone    reproduces  the  words    spoken    against    d.     Fig.    742   re- 
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presents  the  sender  in  perspective.  The  rays  of  light  £dling  upon  the  mirror 
M  are  reflected,  collected  by  the  lens  Lj,  and  conveyed  to  the  mirror  dia- 
phragm d;  from  here  they  pass  through  the  lens  i^  and  then  reach  the 
receiving  station. 

Bell's  experiments  and  publications  regarding  the  photophone  stimulated 
further  investigations.  It  was  found  that  the  transmission  of  sound  was  pos- 
sible without  using  selenium  cells  and  galvanic  batteries,  and  that  non- 
luminous  heat-rays  were  capable  of  producing 
sound.  The  latter  fact  caused  Mercadier  to  use 
the  word  Radiophone,  instead  of  photophone.  A 
thin  plate  of  any  material  serves  as  receiver  in 
the  radiophone,  the  sounds  produced  by  this  plate 
being  transmitted  by  means  of  a  tube  to  the  ear. 
Mercadier  altered  the  sender  (or  sounding  appa- 
ratus^ by  substituting  for  the  j^erforated  disc  a 
glass  disc,  covered  with  black  paper,  in  which 
openings  in  the  form  of  concentric  circles  were 
cut  By  this  arrangement  those  noises  were 
avoided  which,  in  BelFs  arrangement,  were 
caused  by  the  friction  of  the  air  in  the  holes. 
It  was  soon  found  that  the  receiver's  plates  were 
not  made  to  vibrate  transversely  by  the  inter- 
mittent rays  of  light,  but  vibrated  like  ordinary 
sounding-plates.  One  and  the  same  plate,  for 
instance,  is  capable  of  giving  the  highest  and 
deepest  notes  equally  well;  the  breadth  and 
thickness  of  the  plate  do  not  influence  the  pitch 
nor  the  sonorousness  or  timbre  of  the  sounds. 
When  several  intermittent  rays  of  light,  having 
varying  velocities,  meet  the  plate,  whole  sounds 
are  produced  by  it  Except  as  it  aflects  the 
intensity  of  sound,  it  is  immaterial  of  what  substance  the  plates  are  made; 
but  the  slightest  alteration  in  the  surface  makes  a  considerable  difference. 
Scratched  or  oxidised  surfaces  increased  the  intensity  of  sound  very  much, 
whilst  a  silvered  glass  plate  gave  no  sound  at  all  As  a  rule,  those  plates 
proved  most  effective  which  absorb  the  rays  strongly,  but  do  not  reflect  them 
well.  Very  good  results  were  obtained  by  using  plates  the  surfaces  of  which 
were  covered  with  Indian  ink,  platinum  black,  or  soot ;  paper  which  in  its 
ordinary  condition  gave  no  sounds,  did  so  when  the  illuminated  surface  was 
covered  with  soot  A  very  sensitive  receiver  b  obtained  by  coating  a  mica 
plate  with  soot 

The  great  sensitiveness  of  surfaces  coated  with  soot  caused  Tainter  to  form 
the  idea  of  substituting  soot  for  the  selenium  in  a  selenium  cell.  For  this 
purpose  silver  is  predpitated  upon  a  glass  plate  p  (Fig.  743) ;  and  portions  of 


F»B-  743.— The  Carbon  or  Soot 
Cell. 
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this  precipitate  are  removed,  so, that  the  places  free  from  silver  orm  a  zigzag 
line  z  z,  which  is  filled  up  with  soot.  The  zigzag-shaped  soot  strips  divide  the 
silver  coating  into  two  portions  whidi  can  be  connected,  by  means  of  the 
clamps  K  K,  with  the  battery  and  the  telephone.  When  intermitted  rays  o£ 
light  strike  upon  the  face  of  such  a  cell,  loud  sounds  are  produced  in  the 
telephone,  the  cause  of  which  we  shall  now  proceed  to  explain. 

When  use  is  made  of  a  selenium  cell,  which  is  inserted  along  with  a 
telephone  in  the  circuit  of  a  battery,  the  light-rays  falling  upon  the  selenium 
cell  alter  the  conductivity  of  the  selenium  at  the  same  rate  as  the  intermittence 
of  the  rays.  It  follows  that  the  current  will  also  vary  in  the  same  way,  and  the 
telephone  give  out  sounds,  that  is,  the  words  spoken  against  the  plate  of  the 
sender,  which  are  the  cause  of  the  disturbance  or  intermission  of  the  beam  of 
light,  will  be  reproduced  in  the  telephone.  By  using  a  selenium  cell  the  effect 
of  light  is  made  to  produce  sound. 

Now  when  a  simple  plate,  prepared  as  we  have  described,  and  furnished  with 
'a  tube,  is  used  as  receiver,  such  as  a  mica  plate  covered  with  soot,  neither 
battery  nor  telephone  need  be  used.  The  illuminated  surface  of  the  receiver 
does  not  cause  a  second  apparatus  (the  telephone)  to  sound,  but  it  is  the  plate 
itself  which  sounds.  The  light  eflfect,  therefore,  that  takes  place  with  the  soot- 
covered  mica  plate  is  not  in  all  respects  similar  to  that  in  the  selenium  cell. 

Several  physicists  have  experimented  in  order  to  find  out  what  constituents  of 
light  really  act  upon  the  plate,  whether  the  li^t  or  heat  rays.  For  this  purpose 
intermittent  rays  were  allowed  to  pass  through  a  solution  of  iodine  in  sulphide  of 
carbon,  which  has  the  property  of  absorbing  the  rays  of  light,  but  allowing  heat- 
rays  to  pass.  It  was  found  that  the  sounding  of  the  plate  was  not  influenced  by 
inserting  the  solution.  The  plate,  however,  emitted  no  sounds  when,  instead  of 
the  iodine  sulphide  solution,  a  solution  of  alum  was  used.  The  latter  solution 
absorbs  the  heat-rays,  but  allows  the  rays  of  light  to  pass.  Mercadier  used  a 
red-hot  copper  plate  as  a  source  of  light  for  producing  intermittent  rays,  and 
succeeded  in  making  the  receiver  give  out  sounds.  He  then  allowed  the  plate 
to  cool  gradually,  so  that  it  could  be  no  longer  seen  in  the  darkened  room 
— i,e,  no  luminous  rays  were  sent  out;  in  spite  of  this  the  sounding  of  the 
receiver  remained  still  audible.  From  these  and  similar  experiments  it  follows 
that  the  effect  is  not  due  to  the  light-rays,  but  to  the  heat-rays.  Mercadier  proved 
this  by  decomposing  intermittent  rays  of  light  into  their  constituents  by  means  of 
a  prism ;  the  spectrum  thus  received  was  examined  by  a  receiver,  the  plate  of 
which  was  covered  up  to  a  small  slit  The  different  constituents  of  the  inter- 
mitted light  were  examined  in  turns,  and  the  same  result  obtained. 

Although  it  is  proved  in  this  manner  that  heat-rays  cause  the  plate  of  the 
receiver  to  vibrate,  it  is  still  necessary  to  ascertain  the  nature  of  these  vibrations. 
It  has  been  mentioned  already  that  the  plate  of  the  receiver  does  not  vibrate 
transversely  as  ordinary  sounding-plates.  Bell  has  given  the  following  explana- 
tion :  When  the  intermittent  beam  strikes  upon  the  plate  of  the  receiver,  the 
particles  are  alternately  heated  and  cooled ;  when  they  are  heated  they  expand, 
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and  consequently  the  intervals  which  are  filled  with  air  are  dinrnished;  when 
the  light  is  intercepted  the  particles  are  cooled,  and  the  spaces  between  them 
enlarged.  Air  is  squeezed  out  fi-om  the  interstices  between  the  particles  in  the 
first  case,  and  drawn  in,  in  the  latter;  the  enlarging  of  the  intervals  causes 
rarefaction  of  the  air  in  the  soot  layers,  and  the  outer  air  rushes  in ;  the  con- 
traction of  the  intersticial  spaces  causes  condensation  and  escape  of  the  air  they 
contain.  These  two  effects  are  still  further  increased  by  the  heating  and 
cooling  of  the  air  in  the  intervals  alternately,  whereby  the  volumes  are  alter- 
nately increased  and  diminished.  By  these  means  alternate  waves  of  compression 
and  rarefaction  are  produced  in  the  surrounding  air,  and  it  is  to  this  that  the 
sound  which  is  emitted  owes  its  existence. 

Cause  of  the  Microphonic  Action  of  Selenium  Cells. — ^The  remark- 
able property  possessed  by  crystalline  selenium  of  having  its  electrical  resistance 
varied  by  the  action  of  light,  has  been  the  subject  of  many  investigations.  Of 
these  the  best  known  and  by  far  the  most  exhaustive  are  tJie  researches  of  Pro- 
fessor W.  G.  Adams  and  Mr.  R.  E.  Day,  an  account  of  which  was  published  in  the 
Phil,  Trans,  of  1877.  As  the  result  of  many  experiments,  these  gentlemen  were 
led  to  form  the  opinion  that  "  the  electrical  conductivity  of  selenium  is  electro- 
lytic." The  principal  reasons  given  for  this  conclusion  are :  "  (i)  that  the  resistance 
of  selenium  bars  appeared  to  depend  upon  the  e.  m.  f.  of  the  battery  employed, 
being  generally  diminished  as  the  battery  power  was  increased;  (2)  that  the 
resistance  of  a  bar  a  b  was  generally  not  the  same  for  a  current  in  the  direction 
A  B  as  for  a  current  in  the  direction  b  a  ;  (3)  that  the  passage  of  a  battery  current 
was  always  followed  when  the  battery  had  been  disconnected  by  a  secondary 
or  polarisation  current  in  the  opposite  direction,  it  being  clearly  proved  that 
this  secondary  current  was  not  due  to  any  thermo-electric  action,  either  in  the 
selenium  itself  or  in  any  other  part  of  the  circuit." 

The  action  of  light  in  altering  the  conductivity  is  supposed  by  these  experi- 
menters to  arise  from  a  modification  of  the  crystalline  condition  of  the  substance 
when  exposed  to  light.  The  following  are  their  -words  on  this  point :  "  Light, 
as  we  know,  in  the  case  of  some  bodies  tends  to  promote  crystallisation,  and 
when  it  falls  on  the  surface  of  a  stick  of  selenium,  tends  to  promote  crystallisa- 
tion in  the  exterior  layer,  and  therefore  to  produce  a  flow  of  energy  fi-om  within 
outwards,  which  under  certain  circumstances  appears  in  the  case  of  selenium 
to  produce  an  electric  current.  The  crystallisation  produced  in  selenium  by 
light  may  also  account  for  the  diminution  in  the  resistance  of  the  selenium 
when  a  current  from  a  battery  is  passing  through  it,  for  in  changing  to  the  crys- 
talline state  selenium  becomes  a  better  conductor  of  electricity." 

Sabine,  Siemens,  Moser,  Bidwell,  and  lastly  Mr.  C.  E.  Fritts,  of  New  York,* 
have  investigated  and  discussed  these  most  remarkable  properties. 

Dr.  James  Moser's  theory  may  be  stated  as  follows : 

There  is  always  imperfect  contact  between  the  metallic  electrodes  and  the 

*  See  Electrical  Revieto  of  March  7th,  1885. 
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selenium,  which  together  constitute  a  so-called  "selenium  cell."  Selenium 
reflects  the  invisible  portions  of  the  spectrum,  absorbing  principally  the  visible 
or  illuminating  rays,  the  vibrations  thus  taken  up  assume  the  form  of  heat,  and 
the  temperature  of  the  selenium  cell  is  thereby  raised.*  In  consequence  of  this 
rise  of  temperature  the  selenium  expands ;  it  is  accordingly  pressed  into  closer 
contact  with  the  electrodes,  and,  as  in  the  case  of  the  microphone,  the  resistance 
of  the  system  is  proportionately  diminished.  When  the  cell  is  screened  from 
the  light,  the  absorbed  heat  is  quickly  radiated  away ;  the  selenium  contracts 
to  its  former  volume,  and  the  original  degree  of  resistance  is  restored.  Thus, 
according  to  Dr.  Moser^s  paper,  the  whole  mystery  is  easily  and  completely 
explained. 

Respecting  this  explanation,  Mr.  Shelford  Bidwell  remarks  that  the  theory 
can  be  submitted  to  a  very  simple  and  conclusive  test.  If  it  is  true  that  the 
observed  effects  are  due  merely  to  a  rise  of  temperature,  then  it  is  clearly  imma- 
terial whether  such  rise  of  temperature  is  brought  about  by  the  heating  action 
of  light,  or  by  the  direct  application  of  heat  in  the  ordinary  way.  Instead  of 
exposing  a  selenium  cell  to  the  light,  let  it  be  enclosed  in  a  dark  box  and  warmed 
over  a  gas-burner ;  then,  if  the  theory  be  correct,  the  resistance  of  the  cell  should 
at  once  begin  to  fall.  This,  however,  is  not  found  to  be  the  case.  Mr.  Bid- 
well  had  in  his  possession  a  number  of  selenium  cells  the  resistance  of  which 
is  immediately  diminished  by  the  smallest  accession  of  light ;  but  in  the  case  of 
all  of  them  (except  one)  the  immediate  effect  of  the  direct  application  of  heat 
is  not  a  fall,  but  a  rise  in  the  resistance.  When  the  temperature  of  the  cell 
reaches  a  point  which  is  in  general  a  few  degrees  higher  than  the  average  tempe- 
rature of  the  air  a  maximum  resistance  is  attained ;  and  if  the  heating  is  con- 
tinued the  resistance  begins  to  decrease. 

Mr.  Bidwell  maintains  that  the  supposition  that  light  produces  its  effects  by 
heating  is  further  negatived  by  the  fact  that  a  comparatively  high  degree  of 
temperature  is  required  to  bring  down  the  resistance  of  the  cell  to  the  point  to 
which  it  is  instantly  reduced  by  exposure  to  a  strong  light.  When  a  selenium 
cell  is  for  a  moment  exposed  to  sunlight,  it  does  not  become  perceptibly  warm  to 
the  touch  ;  but  ti^e  amount  of  dark  heat  necessary  to  effect  the  same  reduction 
in  its  resistance  as  is  caused  by  a  moment's  sunshine,  would  certainly  render  it 
too  hot  to  handle. 

The  best  results  with  a  selenium  photophone  are  said  to  be  obtained  when 
the  heat-rays  of  the  spectrum  are  excluded,  as  by  filtering  the  beam  of  light 
through  a  solution  of  alum.  Dark  radiation  does  indeed,  per  se^  diminish 
the  resistance  of  selenium ;  but  the  diminution  due  to  dark  radiation  is  to  some 
extent  masked  by  the  rise  of  temperature  which  accompanies  it,  and  which 
generally  tends  to  produce  the  opposite  effect.  In  its  peculiar  sensitiveness  to 
the  visible  part  of  the  spectrum,  selenium  seems  to  stand  almost  alone. 

In  the  case  of  the  carbon  photophone  there  can  be  no  doubt  that  the  effects 

♦  "Selenium,"  Dr.  Moser  says,  "is  heated  by  light." 
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are  due  to  heat  only.  In  the  recent  publication  by  Mr.  C.  E.  Fritts,  above  referred 
to,  a  new  and  ingenious  method  of  constructing  selenium  cells  has  again  directed 
attention  to  the  subject,  and  led  to  the  discovery  that  sulphur  exhibits  a  similar 
behaviour  when  under  the  influence  of  light,  though  not  to  the  same  extent  as 
selenium. 

The  Telephote,  or  Pherope,  is  an  instrument  to  which  the  ambitious 
purpose  has  been  assigned  of  enabling  a  person  living,  for  instance,  in  London,  to 
see  by  telegraph  a  picture  or  an  occurrence,  such  as  a  race,  taking  place  at  York. 
Although  the  problem  is  far  from  being  solved,  Messrs.  Ayrton  and  Perry  have 
been  able  to  show  that  it  is  within  the  range  of  possibility.  We  cannot  do  better 
than  give  a  quotation  from  a  lecture  by  Professor  Perry  on  this  subject :— "  I  have 
a  little  selenium  cell  at  York  on  a  certain  part  of  this  picture,  and  at  London  I 
can  throw  at  a  corresponding  place  on  this  screen  a  square  of  light ;  and  suppose 
that  the  illumination  of  this  square  is  governed  by  a  little  movable  shutter, 
which  is  attached  to  the  needle  of  a  galvanometer.  Now  when  light  fells  on 
the  selenium  at  York,  an  immediate  change  occurs  in  it,  so  that  more  current 
flows  to  London,  and  this  opens  the  shutter.  The  London  square  is  then 
bright  when  the  York  selenium  is  in  bright  illuminatioa  When  the  York 
selenium  is  in  shade  or  darkness,  you  see  that  the  London  square  is  in 
corresponding  shade  or  darkness.  (Experiment  shown.)  Now  suppose  that  we 
form  an  image  of  this  girl  with  her  skipping-rope  at  York,  and  cause  a  selenium 
cell  at  York  to  travel  across  her  image,  and  suppose  that  this  mirror  at  London 
moves  so  as  to  cause  the  illumination  which  passes  the  shutter  to  traverse  this 
Ix>ndon  screen  isochronously  —  an  operation  performed  in  several  telegraph 
instruments.  Then,  whenever  this  cell  reaches  a  dark,  or  shady,  or  bright  place 
in  the  image  at  York,  there  will  be  darkness,  or  shade,  or  brightness  at  the 
corresponding  place  in  London.  And  now  suppose  that  this  motion  is  effected 
rapidly  enough,  you  are  all  aware  that  if  the  shutter  is  only  quick  enough  in  its 
answering  motions,  the  image  of  the  part  of  the  screen  at  York  traversed  by  the 
cell  will  be  faithfully  reproduced,  and  will  remain  on  the  retina  at  London  as  a 
distinct  picture  in  black,  and  grey,  and  white,  just  like  a  photograph.  With 
then,  perhaps,  forty  such  cells  as  this  all  moving  in  the  way  spoken  ofi  or  a 
smaller  number  rotating  on  a  radial  arm,  it  would  actually  .be  possible  to  show 
at  London,  not  merely  an  image  of  a  girl  at  York,  but  an  image  of  a  giri 
skipping." 

Professor  Perry  used  the  model  shown  in  Fig.  744  to  explain  the  principle. 
By  means  of  a  lantern  l  an  image  is  thrown  upon  the  screen  s :  for  instance, 
a  ribbed  pattern  consisting  of  dark  and  light  stripes.  By  means  of  a  string  a 
selenium  cell  d  can  be  moved  quickly  over  it ;  one  end  of  this  string  is  fastened 
to  the  movable  sector  hb^  so  that  the  selenium  cell  and  this  sector,  by  pulling 
the  free  end  of  the  string,  are  moved  perfectly  isochronously.  The  mirror  a  is 
fastened  to  the  support  b ;  opposite  to  the  mirror  is  placed  the  screen  x,  bent 
to  the  radius  of  h  b.  The  source  of  light  c,  the  rays  of  which  are  thrown  by 
the  mirror  upon  screen  x,  has  a  peculiar  construction  ;  before  the  rays  reach  the 
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mirror  they  have  to  pass  a  kind  of  galvanometer,  ue.  they  have  to  go  through 
the  hollow  of  a  coil  in  which  a  small  magnetic  needle  swings.  Upon  this  needle 
is  fastened  a  screen  of  sheet  aluminium,  coated  with  lamp-black,  called  a 
darkener,  which  places  itself,  according  to  the  position  of  the  needle,  either 
crosswise  or  parallel  to  the  longitudinal  direction  of  the  space  of  the  spiral,  or 
takes  up  a  position  between  the  two.  When  the  darkener  stands  crosswise  in  the 
hollow  space  of  the  spiral,  it  entirely  cuts  oflf  the  passage  of  the  rays  of  light ; 
when  it  stands  parallel,  almost  all  the  rays  are  allowed  to  pass ;  and  in  its  middle 
position,  a  portion  only  of  the  rays  pass.  But  as  the  coil  is  inserted,  with  the 
selenium  cell  d,  in  the  circuit  of  a  battery,  the  position  of  the  magnetic  needle, 
and  also  that  of  the  darkener,  will  depend  upon  the  strength  of  current.  I'he 
darkener  is  listened  upon  the  magnetic  needle  in  its  crosswise  position,  diat  is, 


Fig-  744.— The  Telephotc,  or  Pheroi^e. 

when  the  rays  of  light  are  completely  intercepted,  and  when  the  current  has  its 
minimum  intensity.  By  this  arrangement  the  strength  of  current  is  only  varied  by 
the  varying  resistance  of  the  selenium  cell,  which  varies  with  the  illumination.  If, 
therefore,  the  selenium  cell  happens  to  be  upon  a  light  stripe  of  the  screen  x,  its 
resistance  will  be  least,  and  the  strength  of  current  greatest ;  the  darkener  will, 
therefore,  place  itself  parallel  to  the  longitudinal  direction  of  the  hollow  space 
in  the  coil  The  rays  of  light,  which  are  allowed  to  pass  freely,  then  fall  upon 
the  mirror  a,  and  are  thrown  from  there  upon  the  screen  x,  and  a  light  stripe  will 
be  produced.  If  the  selenium  cell  is  moved  till  it  reaches  the  next  light  stripe, 
the  mirror  a  will  again  produce  a  light  stripe  upon  screen  s ;  the  position  of  the 
light  stripes  upon  s  will  have  to  correspond  to  those  with  s,  because  the  selenium 
cell  D  and  the  mirror  ^,  fastened  upon  h  by  are  moved  in  the  same  manner.  As 
often  as  the  selenium  cell  reaches  a  dark  stripe  its  resistance  becomes  highest, 
therefore  the  strength  in  the  coil  lowest.  The  darkener  then  places  itself  cross- 
wise, and  allows  no  rays  of  light  to  fall  upon  the  mirror  a  ;  the  screen  x,  therefore, 
will  also  remain  dark.  By  moving  then  the  selenium  cell  d  over  the  picture  on 
the  screen  s,  corresponding  pictures  might  be  produced  on  the  screen  s,    A 
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faithful  copy  of  the  image  of 'S  will  be  produced  on  x,  when  the  selenium  cell 
is  moved  so  quickly  that  the  produced  light  stripes  on  s  succeed  each  other 
at  shorter  intervals  than  those  required  by  the  human  eye  to  perceive  the 
several  pictures  separately.  The  image  of  the  second  and  third  light  stripes  will 
be  already  on  the  screen,  while  the  impression  of  the  first  remains  still  on  the 
retina. 

It  need  hardly  be  said  that  the  S3mchronous  motion  of  mirror  a  and  selenium 
cell  D  would  have  to  be  brought  about  by  other  means  than  a  string,  as  in  the 
model ;  for  this  purpose  the  phonic  wheel  might  be  used,  for  instance.  For 
the  reproduction  of  a  larger  picture,  such  as  a  skipping  girl,  a  greater  number 
of  selenium  cells  are  required,  and  the  sources  of  light  have  to  be  arranged 
accordingly. 


Fig.  745.— Edison's  Phonograph. 

The  Phonograph. — We  shall  conclude  the  chapter  on  Telephony  with  the 
description  of  the  Phonograph,  not  that  electricity  is  in  any  way  concerned  in 
its  action,  but  because  of  its  close  relationship  with  the  telephone ;  and  because 
it  proves  that  the  oscillations  of  a  tympanum,  like  the  disc  of  a  telephone,  ia 
one  direction  only,  are  capable  of  producing  all  the  effects  of  sound. 

The  phonograph  was  invented  by  Edison,  and  one  of  the  forms  which 
he  gave  to  it  is  shown  in  Fig.  745.  The  brass  cylinder  a  is  fastened  upon 
a  shaft,  one  end  of  which  has  a  handle,  and  the  other  end  a  heavy  fly- 
wheel G.  In  one  half  of  the  axis,  namely,  that  nearest  the  handle,  and  in  the 
brass  cylinder,  screws  are  cut,  the  threads  of  which  are  exactly  alike — that  is 
to  say,  the  threads  on  the  cylinder  are  exactly  of  the  same  breadth  as  those  of 
the  shaft,  so  that  the  same  number  in  both  go  to  the  inch.  As  the  screw  axis 
lies  in  a  female  screw  fastened  to  the  support,  when  the  handle  is  turned  the 
cylinder  will  be  moved  in  the  direction  of  the  axis.  A  movable  support  s 
is  placed  on  the  frame  of  this  apparatus,  which  carries  a  mouthpiece  b  with  a 
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membrane  m,  arranged  and  fastened  to  each  other,  as  in  telephones.  The 
spring  /  is  screwed  at  one  end  t  to  the  support  s,  and  carries  at  its  free  end 
the  steel  pin  s.  The  connection  of  this  elastic  pin  with  the  membrane  is 
brought  about  by  means  of  the  india-rubber  tube  c.  When  the  membrane  m 
is  made  to  vibrate  by  speaking  into  b,  s  vibrates  in  the  same  manner.  To 
register  speech  with  this  apparatus  the  brass  cylinder  is  covered  with  tinfoil, 
or  a  thin  copper  plate ;  the  pin  s  is  then  adjusted,  and  the  cylinder  made  to 
rotate,  whilst  at  the  same  time  words  are  spoken  into  the  mouthpiece.  The 
membrane,  and  with  it  the  pin,  begin  to  vibrate,  the  latter  tracking  signs 
upon  the  moving  tinfoil,  which  correspond  to  the  vibrations  produced  by 
speaking.  The  worms  of  the  cylinder  and  its  axis  being  alike,  the  pin  travels 
with  the  same  velocity  from  the  one  to  the  next  thread  as  the  cylinder,  by 
means  of  its  screw  axis,  moves  sideways.  If  the  phonograph  is  to  reproduce 
the  words  spoken,  the  pin  is  taken  off  and  the  cylinder  moved  back  until 
it  arrives  at  the  commencement  of  the  coil ;  the  pin  is  then  again  placed  on 
the  cylinder,  and  the  latter  is  made  to  rotate  with  the  same  velocity  and  in 
the  same  direction  as  before.  The  effect  of  the  apparatus  is  increased  when 
the  funnel  f  is  placed  upon  the  mouthpiece.  The  pin,  by  going  over 
the  signs  it  traced  before,  will  reproduce  the  spoken  words;  that  is  to  say, 
it  will  vibrate  again  as  it  did  when  words  were  spoken  in  the  mouthpiece, 
and  will  cause  the  membrane  to  vibrate.  The  membrane  reproduces  the 
words  audibly,  and  may  be  heard  in  every  part  of  a  large  room. 
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THE  ELECTRIC   TELEGRAPH. 

History  of  Telegraphy .— Experiments  in  telegraphy  were  made  as  far 
back  as  the  year  1753,  when  it  was  proposed  to  represent  letters  by  com- 
binations of  sparks,  etc ;  but  these  were  of  little  practical  value  before  the 
discovery  of  the  galvanic  current. 

The  earliest  proposal  to  use  the  transmission  of  electricity  for  the  communi- 
cation of  signals  appears  in  the  Scot^  Magazine  for  February,  1753,  where  a  cor- 
respondent from  Renfrew,  who  signs  himself  C.  M.,  proposes  several  kinds  of 
telegraphs  acting  by  the  attractive  power  of  electricity,  conveyed  by  a  series  of 
parallel  wires,  corresponding  in  number  to  the  letters  of  the  alphabet,  and 
insulated  by  supports  of  glass  or  jewellers*  cement  at  every  twenty  yards.  Words 
were  to  be  spelt  by  the  electricity  attracting  letters,  or  by  striking  bells  cor- 
responding to  letters.  One  Le  Sage,  of  Geneva,  in  1782,  proposed  to  convey 
twenty-four  insulated  wires  in  a  subterranean  tube,  and  to  indicate  the  letters 
of  the  alphabet  by  means  of  the  attraction  of  light  bodies.  In  181 1  SOmmerring 
suggested  a  similar  application  of  voltaic  electricity,  chemical  decomposition 
being  the  effect  observed ;  and  as,  to  a  certain  extent,  he  carried  his  suggestion 
into  effect,  he  is  sometimes  regarded  as  the  first  who  made  a  practical  telegraph. 

Samuel  Thomas  Sommerring  was  bom  in  1755,  at  Thorn,  studied  medicine 
at  Gotlingen,  and  became  professor  of  anatomy  at  Kassel.  His  many  and 
valuable  investigations  give  him  a  place  among  the  first  of  German  anato- 
mists. Sommerring  was  led  by  a  suggestion  of  the  Minister  Montgelas  to 
use  the  galvanic  current  in  telegraphy  in  the  following  manner : — VV^hen 
the  Austrian  troops  crossed  the  Inn,  1809,  and  entered  Bavaria,  King  Maxi- 
milian fled,  in  company  with  Montgelas,  to  Dillingen ;  here  he  was  sur- 
prised by  the  unexpected  arrival  of  Napoleon.  At  this  time  Chappe's  optical 
telegraph  was  used  in  France,  and  through  it  Napoleon  had  obtained  the  news 
of  the  crossing  of  the  Austrians  sooner  than  had  been  expected,  and  the 
consequence  was  that  Munich,  which  had  been  taken  on  the  i6th  of  April, 
was  retaken  by  Napoleon  on  the  22nd  of  April,  so  that  Maximilian  was 
able  to  return  to  his  capital  the  same  month.  The  prominent  part  which 
the  method  of  signalling  had  played  in  this  important  event,  caused  Montgelas 
to  ask  the  Academy  to  lay  proposals  before  him  for  a  system  of  telegraphy. 
Although  Montgelas  can  only  have  had  in  mind  the  optical  telegraph,  Sommerring 
conceived  the  notion  of  making  use  of  the  electrolysis  of  water  by  the  galvanic 
current  for  this  purpose.  His  experiments  commenced  on  July  8th,  1809. 
On  the  6th  of  August  he  telegraphed  through  a  length  of  wire  of  724  feet, 
and  on  the  i8th  of  August  through  a  wire  2,000  feet  long.  His  apparatus 
is  shown  in  Fig.  746.  It  contained  twenty-seven  wires  for  the  twenty-five 
letters,  together  with  stop  and  repeating  signs.  These  wires  were  covered 
with  an  insulating  substance,  and  twisted  so  as  to  form  a  cable.     One  end  of 
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each  wire  ended  in  a  gold  pin,  which  was  cemented  in  the  bottom  of  a 
rectangular  flat  glass  box  filled  with  water ;  the  other  end  was  connected  with 
a  frame  containing  twenty-seven  connecting  pivots,  each  of  which  was  lettered. 
A  voltaic  pile,  consisting  of  fifteen  Brabant  thalers,  zinc  discs,  and  felt  im- 
pregnated with  a  solution  of  ordinary  salt,  was  used  as  a  batter)%  The  poles 
of  this  battery  ended  in  plugs,  which  were  inserted  in  two  holes  of  the 
pivots,  and  hydrogen  and  oxygen  were  then  evolved  at  the  corresponding 
gold  pins,  and  by  seeing  at  which  pole  the  gas  was  produced  the  observer  told 


Fig.  746.  — S6mmerring*s  Telegraph. 


which  letter  it  was  intended  to  signal.  Sommerring  further  combined  with  this 
apparatus  an  alarm,  as  shown  in  the  figure.  A  spoon-shaped  glass  vessel, 
placed  so  as  to  catch  the  escaping  H  and  O  of  two  gold  pins,  was  connected 
with  an  angular  lever ;  the  horizontal  arm  of  the  lever  reaching  out  of  the  glass 
box  loosely  supported  a  leaden  ball.  When  the  evolution  of  gas  commenced 
the  spoon  was  raised,  and  the  protruding  arm  of  the  lever  was  lowered,  and  the 
leaden  ball  allowed  to  fall  through  a  glass  funnel  upon  the  lever  of  a  clock, 
which  made  the  bell  ring.  Sommerring's  apparatus  was  never  applied  to 
practical  use. 

In  18 1 9  the  deviation  of  the  magnetic  needle  through  the  action  of  an 
adjacent  galvanic  current  became  known,  and  Ampere,  in  1820,  and  Fechner,  in 
1829,  showed  how  to  make  use  of  this  fact  for  telegraphic  purposes.     Ampere's 
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plan  was  to  use  thirty  needles  and  sixty  wires ;  Fechner*s,  twenty-four  needles  and 
forty-eight  wires;  for  at  first  it  was  supposed  that  there  must  be  a  separate 
needle  for  each  letter  or  sign  signalled ;  these  proposals,  however,  came  to  no 
practical  results. 

Baron  Schilling  constructed  an  electro-magnetic  telegraph  in  1832,  by  making 
use  of  the  multiplier  devised  by  S.  Ch.  Schweigger ;  but  the  first  electro-magnetic 
telegraph  of  which  practical  use  was  made,  was  the  telegraph  constructed  by 
Gauss  and  Weber  at  GOttingen,  in  1833,  with  a  line  of  3,000  feet 


Fig.  747. — Gauss  and  Weber's  Telegraph. 

Johann  Carl  Friedrich  Gauss  was  born  in  1777  ^^  Braunschweig;  he  studied 
at  Gottingen,  and  was  a  pupil  of  T.  F.  Pfaff.  In  1807  he  was  appointed 
Professor  and  Director  of  the  Observatory  at  Cxottingen.  Wilhelm  Edward 
Weber  was  born  in  1804,  at  Wittenberg.  He  studied  at  Halle,  and  published 
in  1825,  jointly  with  his  brother,  Ernst  Heinrich,  his  classical  work,  Die  Wellen- 
lehre.  He  was  introduced  to  Gauss  by  A.  v.  Humboldt,  and  through  his 
influence  obtained  the  post  of  Professor  of  Physics  at  Gottingen.. 

Their  original  apparatus  was  sent  to  the  Exhibition  at  Paris  in  1881,  and 
has  been  described  in  La  Lumi^re  Alectriquc  (vol.  viii.).  It  is  represented  in 
Fig.  747.  B  B  is  a  galvanometer  frame  in  which  the  magnet  a  of  1*21  metres  in 
length  is  suspended  by  means  of  a  silk  thread,  and  carries  a  small  mirror  m. 
The  sender  consisted  at  first  of  a  simple  galvanic  battery,  for  which  the 
induction  apparatus  shown  in  Fig.  748  was  afterwards  substituted.  Two  large 
magnets  a,  each  weighing  25  pounds,  were  arranged  vertically  upon  a  fi:ame 
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so  that  their  north  poles  projected  above  the  frame.  The  induction  coil  b  was 
placed  loosely  about  the  middle  of  the  magnets  so  that  it  could  be  moved  freely 
by  means  of  handles.  The  ends  of  the  coil  b  were  connected  with  the  coil 
in  the  galvanometer  frame.  A  quick  motion  of  the  coil  generated  an  induced 
current,  which  reached  the  galvanometer  frame  through  the  wires,  and  caused 
the  magnetic  rod  to  be  deflected.  The  direction  of  deviation  was  determined 
by  the  direction  in  which  the  coil  was  moved,  and  it  is  evident  that  by  combi- 
nations of  these  deflections  a  whole  alphabet  could  be  formed.  To  simplify 
the  manipulations,  a  double  lever  l  was  added, 
which  moved  a  commutator  as  well  as  the  coil. 
The  call  signal  was  given  by  means  of  a  bell  and 
clockwork. 

Although  Messrs.  Gauss  and  Weber's  commu- 
nication of  signals  at  Cxottingen  in  1833  was  the 
first  accomplishment  of  telegraphic  communica- 
tion by  means  of  electricity,  and  realised  the 
fancy  of  Strada,  quoted  by  Addison,  of  sympa- 
thetic magnets,  yet  their  invention  was  regarded 
merely  as  an  appendage  to  a  magnetic  observatory, 
and  several  years  elapsed  before  we  hear  more 
of  the  new  invention.  The  year  1837  is  the  date 
of  the  realised  electric  telegraph.  We  find  three 
distinct  claimants,  of  whose,  independent  merits 
there  is  no  reason  whatever  to  doubt,  though 
how  much  of  the  merit  of  all  must  be  considered 
due  to  Messrs.  Gauss  and  Weber,  who  first  made 
the  experiment  described  above,  though  they  did 
not  offer  it  for  general  adoption  in  a  convenient 
form,  is  a  matter  which  we  need  not  here  attempt 
to  decide.  The  three  independent  inventors  are 
Carl  August  von  Steinheil,  of  Munich,  who  had  been  a  pupil  of  Messrs.  Gauss 
and  Weber ;  Mr.  Wheatstone,  of  London  ;  and  Mr.  Morse,  of  the  United  States. 
The  telegraph  of  the  two  last  resembles  in  principle  Oersted's  and  Gauss's ; 
that  of  the  first  is  entirely  original,  and  consists  in  making  a  ribbon  of  paper 
move  by  clockwork,  whilst  interrupted  marks  are  impressed  upon  it  by  a  pen 
or  stamp  of  some  kind  brought  in  contact  with  the  ribbon  by  the  attraction  of 
a  temporary  magnet,  which  is  excited  by  the  circulation  of  the  telegraphic 
current  of  electricity.  In  the  telegraph  of  Mr.  Wheatstone,  the  needle  moves 
only  to  the  right  or  left,  and  by  the  combination  of  a  certain  number  of 
right  and  left  motions,  either  with  one  or  two  independent  needles  acted  on 
at  once  by  distinct  currents,  the  alphabet  is  easily,  though  somewhat  tediously, 
constructed. 

It  thus  appears  that  we  cannot  claim  the  exclusive  invention  of  electric 
telegraphy  for  any  one  individual.     But  of  the  several  inventors  none  probably 


Fig.  748.— Gauss  and  Weber's 
Sending  Apparatus. 
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has  shown  such  perseverance  and  skill  in  overcoming  difficulties  as  Mr.  Wheat- 
stone.  His  telegraph,  accordingly,  was  in  general  use  in  England  before  Von 
Steinheil  was  able  to  obtain  a  similar  success  in  Germany.  The  telegraphs 
of  Mr.  Morse  have  this  inestimable  advantage,  that  they  preserve  a  perma- 
nent record  of  the  despatches  which  they  convey.  We  will  now  examine 
the  points  of  difference  of  the  earliest  instruments  of  these  several  inventors 
more  in  detail. 

Carl  August  von   Steinheil  was  bom  in  1801 ;  he  studied  science  first  at 
Gottingen  under  Gauss,  and  then  at  Konigsberg.     He  was  appointed  in  1835 


Fig'  749.— Sleinheil's  Telegraph. 


Professor  of  Physics  and  Mathematics  at  Munich.  In  1849  he  was  invited  to 
Vienna  by  the  Austrian  Government,  to  superintend  the  establishment  of  tele- 
graphic communications,  and  there  he  prepared  a  complete  telegraph  system 
for  the  different  provinces  of  the  empire.  When  he  returned  to  Munich,  in 
response  to  the  wishes  of  the  King  Maximilian  II.,  he  founded  in  1854  the 
optical  and  astronomical  laboratories  which  have  since  become  so  famous, 
and  became  a  member  of  many  different  scientific  societies.     He  died  in  1870. 

Steinheil  undertook  the  further  perfection  of  the  Gauss-Weber  telegraph, 
and  in  his  hands  the  apparatus  became  the  first  writing  telegraph,  which  is 
shown  in  Fig.  749  {La  Lumihre  Alectrique),  The  sending  apparatus  consists 
of  a  kind  of  Pixii's  machine  (which  may  be  seen  on  the  right  in  the  figure, 
where  a  portion  of  the  case  is  removed  for  the  purpose).  In  this  generator 
the  induction    coils  can    be   moved  past  the  magnet-poles   by   means  of  a 
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horizontal  lever  weighted  with  balls.  The  induced  currents  thus  obtained 
receive  the  one  or  the  other  direction,  according  to  the  direction  in  which  the 
coils  are  moved.  The  receiving  apparatus  consists  of  a  galvanometer  frame  a, 
in  which  there  are  two  magnetic  needles,  which  turn  about  the  vertical  axis  a  a*- 
Each  has  a  colour-pot,  or  small  ink-holder,  and  a  small  brass  adjustment,  and 
is  held  in  a  certain  position  by  a  controlling  magnet  When  a  current  flows  in 
one  direction  through  the  coil,  the  brass  adjustment  of  one  of  the  needles  strikes 
against  a  bell ;  if  the  current  flows  in  the  other  direction,  the  brass  piece  of  the 
second  needle  strikes  against  the  second  bell.  In  the  same  manner  a  current 
of  one  direction  passes  the  ink-holder  of  one  needle,  and  a  current  of  the 
other  direction  the  ink-holder  of  the  second  needle,  against  a  paper  strip  r, 
which  by  means  of  some  wheelwork  is  moved  with  uniform  velocity  past  the 
two  holders.  The  bells  are  not  drawn  in  the  flgure.  When  the  bells  are 
used  the  alphabet  is  formed  by  a  combination  of  strokes ;  when  the  ink-holders 
are  used,  by  combinations  of  points ;  as  for  instance  j=  ..*•,  /=:,^=r., 
«  =  .  . ,  and  so  on.  The  two  alarms  b  and  c,  also  shown  in  the  figure,  consist 
simply  of  a  coil  in  which  a  magnet  swings  about  a  vertical  or  horizontal  axis, 
and  strikes  against  a  bell.  Steinheil  used  this  instrument  for  corresponding 
between  the  Observatory  at  Bogenhausen  and  his  private  residence  at  Munich, 
the  total  length  of  the  wire  being  37,500  feet. 

Steinheil  it  was  who  further  discoverf.d  the  possibility  of  conveying  the 
returning  electric  current  back  through  the  earth,  a  discovery  which  was  of  the 
greatest  utility  in  the  further  development  of  telegraphy :  indeed,  no  discovery 
is  perhaps  more  deserving  of  notice  on  account  of  its  importance,  than  this  of 
the  apparently  infinite  conducting  power  of  the  earth,  when  made  to  act  as 
the  vehicle  of  the  return  current.  Setting  all  theory  asidej  it  is  an  unques- 
tionable fact  that  if  a  telegraphic  communication  be  made,  suppose  from 
London  to  Brighton,  by  means  of  a  wire  going  thither,  passing  through  a 
galvanometer,  and  then  returning,  the  strength  of  the  current  shown  by 
the  galvanometer  at  Brighton  will  be  almost  exactly  doubled  if,  instead  of 
the  return  wire,  we  establish  a  good  communication  between  the  ends  of  the 
conducting  wire  and  the  mass  of  the  earth  at  Brighton  and  London.  The  whole 
resistance  of  the  return  wire  is  at  once  dispensed  with.  The  fact  was  more  than 
suspected  by  Steinheil  in  1838;  but,  from  some  cause  or  other,  it  obtained 
little  publicity ;  nor  does  the  author  appear  to  have  exerted  himself  to  remove 
the  reasonable  prejudices  with  which  so  singular  a  paradox  was  naturally  received. 
A  most  ingenious  inventor,  Mr.  Bain,  whose  chemical  telegraph  we  shall  describe, 
independently  discovered  the  principle,  and  proclaimed  its  application  somewhat 
later;  and  in  1843  perhaps  the  first  entirely  convincing  experiments  were  made 
by  M.  Mattiucci,  at  Pisa.  From  this  time  the  double  wire  required  to  move 
the  needle  telegraph  was  reduced  to  a  single  one.  The  explanation  of  this 
curious  fact  appears  to  be,  not  that  the  electricity  is  conducted  back  by  the 
earth  to  its  origin  at  the  battery,  but  that  the  molecular  disturbance  commu- 
nicated along  the  conducting  wire,  in  consequence  of  the  difference  of  potential 
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produced  by  the  battery  being  effectually  relieved  by  perfect  communication 
with  a  vast  reservoir  of  zero  potential  and  infinite  capacity  like  the  earth, 
proceeds  in  an  uninterrupted  manner,  and  to  an  unlimited  extent. 

Meanwhile  the  needle  telegraph  had  undergone  some  further  modifications. 
William  Fothergill  Cooke,  who  had  seen  Schilling's  apparatus  in  1876  at  Pro- 
fessor Munke's  house  in  Heidelberg,  copied  it,  and  brought  it  to  England. 
Intent  on  improving  the  apparatus,  he  joined  Wheatstone,  and  together  they 
constructed  a  needle  apparatus  with  four,  and  another  with  ^s^  needles.  The  latter 


Fig.  750.— Cooke  and  Wheatstone's  Five-Needle  Telegraph. 

is  represented  in  Fig,  750.  The  signs  were  given  by  the  deviation  of  two 
needles  at  the  same  time.  As  may  be  seen  from  the  drawing,  twenty  different 
signs  could  be  given  by  the  apparatus.  Cooke  and  Wheatstone  took  out  their 
first  patent  in  1837.  It  is  important  to  note  that  a  local  circuit  was  used 
for  working  the  alarm,  as  this  represents  the  first  application  of  a  transmission 
apparatus,  the  so-called  relay.  By  inventing  the  relay,  the  principle  of  which 
is  that  a  current  too  weak  to  do  the  work  itself,  may  cause  a  strong  local  current 
to  do  the  work  for  it,  Wheatstone  made  it  possible  to  telegraph  on  long  lines 
with  comparatively  weak  currents,  only  just  strong  enough  to  close  the  local 
battery  by  means  of  the  relay,  which  does  the  real  work,  and  sets  the  receiving 
apparatus  in  motion.  The  relay  was  first  used  with  the  alarm  only,  in  the  form 
shown  in  Fig.  751.  The  current  coming  through  It  passes  the  coil  m, 
disturbing  the  equilibrium  of  the  magnetic  needle,  movable  about  the  axis  xy^ 
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and  causing  the  lever  ab  X.o  lower  its  end  a,  and  to  dip  into  the  nicrcurv 
cup.  The  local  battery  b,  which  has  to  excite  the  electro-magnet  e,  has  now 
a  closed  circuit.  The  magnet  e,  which  is  in  this  circuit,  attracts  its  armature, 
and  the  pin  s  is  made  to  strike  against  the  bell  g.  This  transmission  apparatus 
causes  a  powerful  effect  of  the  magnet  e,  even  when  only  a  weak  current 
arrives  at  the  station. 

The  first  experiment  with  this  five-needle  apparatus  was  made  at  the  North- 
western station  with  a  wire  of  ij  miles.  In  1840  the  Great  Western  Com- 
pany constructed  a  line  39  miles  long,  but  did  not  extend  the  line  any  further 
on  account  of  the  expense. 

The  first  pointer  telegraph  which  worked  well  was  that  invented  by  Wheat- 
stone  in  1839,  which  is  represented  in  Fig.  752.     The  sign-giver  here  consists  of 


i>^. 


ig.  751,— Wheat?; lone* s  Relay. 


a  ratchet  wheel  k.  The  springs  n  n'  are  so  arranged  that  when  one  spring 
makes  contact  with  a  tooth,  the  other  spring  will  stand  between  two  teeth. 
The  negative  pole  of  the  battery  is  connected  with  the  metal  mass  of  the  wheel, 
and  the  current  flows  from  the  positive  pole  to  the  receiving  station.  The 
receiving  apparatus  consists  of  the  two  electro-magnets  e  ^,  with  the  two  arma- 
tures a  a  and  the  clockwork  «,  whose  pointer  z  moves  over  the  different  signs, 
the  clockwork  being  put  in  motion  by  the  weight  G.  The  wire  +  /  of  the 
sending  station  leads  to  the  clamp  k  of  the  receiving  station ;  clamps  k^  and  Kg 
of  the  receiving  station  are  connected  with  the  springs  n  n' ;  when  the  wheel  k 
is  moved  the  battery  current  will  alternately  flow  through  the  electro-magnets 
e  and  ^j,  passing  through  the  electro-magnet  e  when  the  spring  n  rests  upon  a 
tooth,  as  shown  in  the  figure,  and  through  the  electro-magnet  e-^  when  the 
spring  n  comes  to  rest  upon  a  tooth.  Owing  to  the  alternate  excitement  of 
the  two  electro-magnets,  an  alternate  attraction  of  the  armatures  a  a'  will  take 
place,  and,  therefore,  a  swinging  backward  and  forward  of  the  escapement. 

Of  all   the   many  forms   of  telegraph   apparatus  none  has  been  more  ex- 
F   F  * 
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tensively  employed  than  the  one  devised  by  Morse ;  but  although  he  has 
done  much  for  telegraphy,  the  actual  invention  of  the  apparatus  that  bears  his 
name  was  probably  suggested  to  him  by  experiments  made  by  others ;  this  may 
be  proved  by  the  following  sketch  of  Morse's  labours  and  life,  taken  from 
J.  HamePs  Entstehung  der  Galvanischen  und  Elektromagnetischen  Teiegraphu : — 
Samuel  Finley  Breese  Morse  was  bom  in  1791,  at  Charleston,  where,  until 
he  reached  the  age  of  forty,  he  devoted  his  time  to  painting.  He  visited 
Europe  twice,  in  181 1 — 1815,  and  in  1829 — 1832.  On  his  return  voyage  to 
America  he  made  the  acquaintance  of  Professor  Charles  V.  Jackson,  of  Boston, 
and  on   board   ship   Morse  saw  Jackson*s  experiments  in  electricity,   which 


Fig-  752.— Wheatslone's  Pointer. 


suggested  to  him  the  possibility  of  using  electricity  for  signalling.  When  he 
returned  to  America,  Morse  again  for  a  time  devoted  himself  to  painting.  In 
November,  1835,  ^^  resumed  his  telegraphic  experiments,  but  obtained  no 
results  of  any  value  because  of  his  lack  of  knowledge  of  the  subject.  In  1836 
he  received  several  hints  from  a  professor  of  chemistry,  Leonard  Gale,  who 
afterwards  became  Morse's  partner. 

In  1837  an  apparatus  was  constructed  which  made  the  electric  transmission 
of  signs  by  combinations  of  two  simple  motions  possible,  nine  signs  being 
used  to  represent  the  figures  i — 9.  Fig.  753  represents  Morse's  apparatus  for 
the  transmission  of  these  nine  numbers.  The  frame  cc  \s  vertically  fastened 
upon  a  table,  and  carries  a  kind  of  pendulum  0  b  and  the  electro-magnet  e. 
Upon  the  pendulum  is  fastened  the  armature  of  the  electro-magnet,  which 
bears  a  pencil  at  the  lower  end ;  a  paper  strip  passes  over  the  roller  r  under- 
neath the  pencil,  and  is  kept  in  motion  by  means  of  the  clockwork  h  and  the 
rollers  r/.     When  the  pendulum  is  in  its  normal  position  the  pencil  traces 
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lines  upon  the  paper  that  are  parallel  in  direction  to  the  length  of  the  strip ; 
when  the  armature  is  attracted  a  slanting  line  is  traced  by  the  pencil,  and 
another  slanting  line  is  traced  when  the  magnet  lets  the  armature  go,  and  the 
pendulum  returns  to  its  original  position.     By  alternate  magnetisation  and 


Fig.  753.— Morse's  First  Telegraph. 


demagnetisation  V-shaped  lines  are  formed.  One  V  indicates  the  figure  i  ; 
two  V's  the  figure  2 ;  and  so  on.  These  deflections  of  the  pencil  are  produced 
in  the  following  manner  :  The  lever  l  of  the  sign-giver  has  the  weight  n  placed 
at  one  end,  and  under  this  a  pin ;  at  the  other  end  a  bent  wire  is  arranged, 
which,  when  dipping  into  the  mercury  cups  v,  connects  them  with  each  other, 
and  by  doing  so  closes  the  circuit  of  the  battery  p  and  electro-magnet  e.  The 
types  are  placed  in  the  wooden  frame  a.    When  a  is  made  to  move  under  the 
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lever  n,  the  lever  will  close  the  circuit  as  often  as  the  edges  of  the  lead  types 
raise  the  lever-end  n.  The  pencil  at  b  will,  therefore,  make  corresponding 
signs  on  the  paper  strip.  About  the  time  when  this  apparatus  was  constructed, 
Morse  made  the  acquaintance  of  Alfred  Bail,  who  aided  him  greatly,  and 
2tfterwards  became  one  of  Morse's  partners.  The  experiment  succeeded  for 
the  first  time  on  the  4th  September,  1837.  The  signs  obtained  were  those 
shown  in  Fig.  754,  which  correspond  to  the  numbers,  215,  36,  2,  58,  no, 
04,  and  01837,  which,  according  to  the  telegraphic  dictionary,  gave  the  words, 
"Successful  attempt  with  telegraph,  September  4,  1837.''  Morse's  apparatus 
became  known  to  Francis  'O.  T.  Smith,  a  member  of  Congress,  and  through 
his  aid  Morse  was  enabled  to  make  a  journey  to  Ix)ndon  and  Paris,  which, 
however,  proved  fruitless  as  regards  the  finding  of  means  to  give  effect  to 
his  invention.  When  he  returned  to  New  York  (1839)  Morse  again  took 
to  painting,  and  afterwards  to  Daguerreotyping,  in  order  to  maintain  himself. 
In  1843  Congress  voted  the  sum  of  30,000  dollars  for  the  construction  of  a  trial 

Fig.  754.— -Morse's  Writing. 

line,  and,  as  a  consequence  of  this  grant,  the  first  line  in  America  of  40  miles 
was  tried  for  the  first  time  in  1844,  between  Washington  and  Baltimore. 

Morse's  apparatus  had,  meanwhile,  undergone  many  modifications,  so  that  by 
this  date  it  closely  resembled  the  form  now  usually  employed.  From  that 
period  the  Morse  apparatus  had  a  large  demand,  and  in  a  very  short  time 
became  widely  if  not  generally  used.  Morse  became  electrician  of  the  New 
York  and  Newfoundland  Telegraph  Company,  and  also  of  the  New  York, 
Newfoundland,  and  London  Telegraph  Company,  and  about  the  same  time  he 
was  further  appointed  Professor  of  Natural  History  at  Yale  College,  New  Haven. 
In  1857  he  received  a  present  from  ten  European  States  of  400,000  francs, 
as  an  acknowledgment  of  his  international  services.  Two  monuments  were 
erected  to  him  in  New  York — one  in  187 1,  the  other  in  1872,  the  year  of  his 
death.  , 

The  Morse  instrument,  which  has  been  greatly  improved  in  Europe,  is  equalled 
if  not  surpassed  in  usefulness  by  Hughes'  printing  instrument.  This  and  the 
Morse  apparatus  have  been  declared  by  the  International  Telegraph  Congress 
to  be  the  only  exclusively  reliable  instruments  for  the  international  telegraph 
service.  The  first  printing  telegraph  instrument,  however,  was  constructed 
by  the  American,  Bail,  in  1837.  Bain  followed  in  1840,  and  Wheatstone  in 
1 84 1.  David  Edwin  Hughes  was  bom  in  London,  in  1831,  but  emigrated 
with  his  father  to  Virginia  in    1838,  where  he  was  appointed  Professor  of 
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iMusic  at  the  High  School,  Bamstown.  Here  he  studied  natural  science 
with  such  success  that  after  some  time  the  professorship  was  offered  to  him. 
He  devoted  his  time  for  some  years  to  the  construction  of  a  type-printing 
telegraph  apparatus,  which  he  completed  in  1853.  A  society  in  New 
York  was  formed,  which  undertook  the  introduction  of  the  printing  apparatus 
in  America,  whilst  Hughes  himself  went  to  Europe  for  the  purpose  of 
making  his  instrument  known.  He  met  with  no  success  in  England,  but 
was  able  to  introduce  the  instrument  into  France,  whence  it  very  soon  reached 
other  countries.  The  chemical  telegraph,  which  had  been  first  constructed 
by  Sommerring,  was  so  much  improved  in  the  course  of  a  few  years  that  it 
was  of  practical  use  to  Bain  in  1842.  The  principle  consists  in  causing  the 
end  of  the  wire  of  the  receiving  station  to  move  over  a  paper  soaked  in  a 
solution  that  will  be  decomposed  when  a  current  flows  through  the  wire, 
and   regulating  the   flow  of   current   from  the  sending  station,   so  that   the 

The  Receiver. 


Fig.  755.  —Bain's  Chemical  Telegraph. 

decomposition  and  consequent  colouring  of  the  paper  appear  as  written  or 
printed  letters.  The  word  to  be  telegraphed  is  compounded  of  large  simple 
metal  letters,  as  shown  in  Fig.  755;  these  are  connected  with  the  positive 
pole  of  a  battery,  the  negative  pole  of  which  reaches  the  earth.  A  metal 
plate,  which  is  connected  to  earth,  and  upon  which  the  paper  containing  the  salt 
solution  to  be  decomposed  is  laid,  is  arranged  at  the  receiving  station.  The 
brush  b  at  the  sending  station,  which  consists  of  five  metal  springs,  is  con- 
nected by  means  of  the  cable  k  k'  with  a  similar  brush  b'  at  the  receiving 
station,  so  that  the  first  spring  of  ^  is  connected  with  the  first  spring  b\  and 
so  on.  If  the  brush  b  is  moved  over  the  metal  letters,  and  the  brush  b'  is 
moved  at  the  same  time  and  with  the  same  velocity  over  the  prepared  paper 
on  the  metal  plate,  a  circuit  is  closed  as  often  as  a  spring  of  the  brush  b  comes 
in  contact  with  the  metal  letters,  and  consequently  a  current  flows  through  the 
springs  of  the  two  brushes,  which  decomposes  the  salt  solution  and  leaves  a 
visible  mark.  For  this  purpose  potassium  iodide  in  starch  may  be  taken. 
The  iodine  is  separated  out  by  the  current,  and  turns  the  starch  blue  or  violet, 
in  which  colour  the  letters  appear.  The  chemical  telegraph  has  been  modified 
by  Stohrer,  Siemens,  Gintl,  and  others.  The  copying  telegraph  by  Bakewell  and 
Bonelli,  as  well  as  the  pantelegraph  by  Caselli  (1856),  may  be  classed  among 
these. 

After  it  had  been  found  out  that  instead  of  using  several  wires  one  sufficed, 


Digitized  by 


Google 


766  Electricity  in  the  Service  of  Man. 

it  was  thought  possible  still  further  to  utilise  this  one  wire ;  this  led  to  the 
discovery  of  duplex  telegraphy  and  multiplex  telegraphy.  We  owe  the  invention 
of  the  duplex  system  and  the  first  practical  experiments  concerning  it  to 
Professor  F.  A.  Petrina  and  to  the  late  director  of  the  Austrian  Telegraph 
Service,  WiUiam  Gintl  (bom  1804,  died  1883).  An  apparatus  constructed  by 
Gintl  was  used  in  these  experiments,  because  the  Morse  ai^;>aratus  offered 
difficulties.  In  1854,  Frischen,  in  Hanover,  and  Siemens,  independendy 
of  each  other,  invented  duplex  methods.  Maron  gave  a  method  based  on 
the  principle  of  Wheatstoqe's  bridge  in  1863.  A  number  of  other  im>posals 
were  made,  to  which  no  attention  was  paid  until  the  American  Steams  pub- 
lished his  duplex  apparatus.  By  a  duplex  method  of  sending  on  telegrai^iic 
lines  'V&  meant  the  transmission  of  telegraphic  signs  in  opposite  directions 
simultaneously  along  one  and  the  same  wire.  Multiplex  telegraphy  has  for  its 
object  the  better  utilisation  of  one  wire,  so  that  several  operators  may  send 
currents  through  one  and  the  same  wire.  Ifi  for  instance,  with  a  single 
system,  eight  signs  can  be  given  in  one  second,  by  eight  currents  passing  during 
that  time  through  the  leads ;  with  a  multiplex  arrangement,  in  one  second  one 
hundred  and  more  currents  may  be  sent  through  the  leads,  which  proves  that 
the  wire  is  only  partly  utilised  when  worked  with  the  single  system.  Newton 
gave  a  method  for  the  better  utihsation  of  the  wires  as  early  as  185 1,  and 
Rouvier,  Hughes,  and  others  followed  Newton's  plan  '  more  or  less  closely. 
Duplex  systems  for  Morse  writing  have  been  recently  devised  by  B.  Meyer 
and  A.  E.  Granfield ;  multiplex  systems  for  the  Hughes  apparatus^  by  Baudot 
and  Schaffler. 

Cable  Telegraphy. — Before  we  close  our  short  sketch  of  the  historical 
development  of  telegraphy,  we  may  make  a  few  remarks  regarding  the  develop- 
ment of  cable  telegraphy.  As  early  as  1774,  when  it  was  proposed  to  employ 
frictional  electricity  for  telegraphical  purposes,  Le  Sage,  in  Geneva,  suggested 
the  constmction  of  a  conducting  cable ;  for  this  purpose  glazed  earthenware 
tubes  were  to  be  furnished  with  partitions  of  the  same  material,  having  holes 
through  which  the  wires  were  to  be  taken.  The  telegraph  apparatus  consisted  of 
double  pith  ball  pendulums  for  each  letter.  In  1809,  Sommerring  covered  die 
wire  with  a  solution  of  caoutchouc,  in  order  to  convey  it  unhurt  through  water. 
In  181 2  Schilling  succeeded  in  exploding  powder-mines  by  means  of  insulated 
wires  which  led  across  the  Neva.  Shortly  before  his  death  he  made  preparations 
to  connect  Cronstadt  with  Peterhof,  by  means  of  a  cable,  which  was  intended  to 
be  sunk  in  the  Gulf  of  Finland.  Jacobi,  in  Petersburg,  in  1842,  used  a  specially 
prepared  wire,  which  was  enclosed  in  glass-tubing,  and  then  embedded  in  fine 
sand.  With  the  introduction  of  gutta-percha,  in  1843,  a  new  era  commenced  for 
the  constmction  of  cables.  Siemens  used  gutta-percha  insuladon  for  the  first 
trial  line.  The  new  insulating  material  seemed  to  do  good  service,  and  Prussia, 
Austria,  and  Russia  at  once  used  it  for  their  imder-ground  leads;  the  in- 
sulation of  the  leads,  however,  went  firom  bad  to  worse,  so  that  the  Prussian 
Telegraph   Direction  in   1852  was  forced  to  discontinue  using  it      In  1840 
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Wheatstone  proposed  to  connect  France  with  England  by  means  of  a  cable.  In 
1842  Morse  made  successful  experiments  in  the  haven  of  New  York,  and  also 
warmly  advocated  the  cable  connection  of  America  with  Europe.  In  1845  Ezra 
Cornell  succeeded  in  connecting  Fort  Lee  with  New  York  (a  distance  of  twelve 
English  miles),  by  means  of  a  cable  which  was  laid  in  the  Hudson  ;  this  cable 
did  good  service  till  1846,  when  it  was  destroyed  by  the  ice.  In  1850,  Dover 
and  Cape  Grisnez  were  connected  by  means  of  a  cable,  which  lost  its  insulation 
the  day  after  it  had  been  laid  by  its  friction  against  the  rocks.  The  cable  laid 
in  1857,  by  the  Submarine  Telegraph  Company,  between  Dover  and  Calais, 
was  protected  by  a  cover  of  iron  wire,  and  tfemained  in  use  until  1875.  The 
first  attempts  to  connect  England  with  Ireland  were  made  in  1852.  After  failing 
twice,  a  cable  was  laid  between  Cagliari  and  Bona  in  i860. 

The  Atlantic  Cable. — Cyrus  Field  had  meanwhile  established  a  company 
in  America  (in  1854),  which  had  obtained  the  right  of  landing  cables  in  New- 
foundland for  fifty  years.     Soundings  were  made  in  1856  between  Ireland  and 
Newfoundland,   showing   a 
maximum  depth   of  4,400 
metres.    Having  succeeded, 
after    several   attempts,   in 
la)dng  a  cable  between  Nova 
Scotia  and  Newfoundland, 
Field  founded  the  Atlantic  Fig.  756.-The  First  Atlantic  Cable. 

Telegraph  Company  in  Eng- 
land, which  decided  to  make  use  of  a  cable  such  as  that  shown  in  Fig.  756. 
Each  of  the  six  copper  wires  in  the  centre  had  a  diameter  of  0.76  millimetres,  and 
was  covered  by  three  layers  of  gutta-percha ;  these  were  enclosed  in  a  covering 
of  tarred  jute,  and  the  whole  was  covered  by  eighteen  cables,  each  consisting 
of  seven  iron  wires.  The  length  of  the  whole  cable  was  4,000  kilometres, 
and  was  carried  by  the  two  ships  Agamemnon  and  Niagara,  The  distance 
between  the  two  stations  on  the  coasts  was  2,640  kilometres.  The  laying  of 
the  cable  commenced  on  the  7th  of  August,  1857,  at  Valentia  (Ireland);  on 
the  third  day  the  cable  broke  at  a  depth  of  3,660  metres,  and  the  expedition 
had  to  return.  A  second  expedition  was  sent  in  1858  ;  the  two  ships  met  each 
other  half-way,  the  ends  of  the  cable  were  joined,  and  the  lowering  of  it  com- 
menced in  both  directions  ;  149  kilometres  were  thus  lowered,  when  a  fault  in 
the  cable  was  discovered.  It  had,  therefore,  to  be  brought  on  board  again,  and 
was  broken  during  the  process.  After  it  had  been  repaired,  and  when  476 
kilometres  had  been  already  laid,  another  fault  was  discovered,  which  caused 
another  breakage  ;  this  time  it  was  impossible  to  repair  it,  and  the  expedition  was 
again  unsuccessful,  and  had  to  retiun.  In  spite  of  the  repeated  failures,  two 
ships  were  again  sent  out  in  the  same  year,  and  this  time  one  end  of  the  cablfe 
was  landed  in  Ireland,  and  the  other  at  Newfoundland  The  length  of  the  sunk 
cable  was  3,745  kilometres.  Field's  first  telegram  was  sent  on  the  7th  of  August, 
from  America  to  Ireland.    The  insulation  of  the  cable,  however,  became  more 
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defective  every  day,  and  failed  altogether  on  the  ist  of  September.  From  the 
experience  obtained,  it  was  concluded  that  it  was  possible  to  lay  a  trans- 
Atlantic  cable,  and  the  company,  after  consulting  a  number  of  professional  men, 
again  set  to  work.  Of  the  samples  sent  in  by  the  dif- 
ferent makers,  that  of  the  firm  of  Glass,  Elliott,  and  Com- 
pany was  considered  likely  to  answer  the  purpose  best, 
and  an  order  was  given  for  4,266  kilometres.  Fig.  757 
shows  the  different  parts  of  the  cable,  viz.  a  copper  strand 
of  seven  wires,  a  gutta-percha  envelope  consisting  of  four 
layers,  a  cover  of  tarred  hemp,  and  an  outer  coating  of 
iron  wires  covered  with  hemp.  The  Great  Eastern  was 
employed  in  laying  this  cable.  This  ship,  which  is  2 1 1 
metres  long,  25  metres  broad,  and  16  metres  in  height, 
carried  a  crew  of  500  men,  of  which  120  were  electricians 
and  engineers,  179  mechanics  and  stokers,  and  115  sailors. 
The  management  of  all  affairs  relating  to  the  laying  of 
the  cable  was  entrusted  to  Canning.  The  coast  cable 
was  laid  on  the  21st  of  July,  and  the  end  of  it  was  con- 
nected with  the  Atlantic  cable  on  the  23rd  After  1,326 
kilometres  of  cable  had  been  laid,  a  fault  was  discovered, 
an  iron  wire  was  found  stuck  right  across  the  cable,  and 
Canning  considered  the  mischief  to  have  been  done  with 
a  malevolent  purpose.  On  the  2nd  of  August,  2,196 
kilometres  of  cable  were  sunk,  when  another  fault  was 
discovered.  While  the  cable  was  being  repaired  it  broke, 
and  attempts  to  recover  it  at  the  time  were  all  unsuccess- 
ful ;  in  consequence  of  this  the  Great  Eastern  had  to 
return  without  having  completed  the  task. 

A  new  company,  the  Anglo-American  Telegraph 
Company,  was  formed  in  1866,  ahd  at  once  entrusted 
Messrs.  Glass,  Elliott,  and  Company  with  the  construction 
of  a  new  cable  of  3,000  kilometres.  Different  arrange- 
ments were  made  for  the  outer  envelope  of  the  cable, 
and  the  Great  Eastern  was  once  more  equipped  to  give 
effect  to  the  experiments  which  had  just  been  made. 
The  new  expedition  was  not  only  to  lay  a  new  cable, 
but  also  to  take  up  the  end  of  the  old  one,  and  join 
it  to  a  new  piece,  and  thus  obtain  a  second^  tel^raph  line.  The  sinking  again 
commenced  in  Ireland  on  the  13th  of  July,  1866,  and  it  was  finished  on  the 
27th.  On  the  4th  of  August,  1866,  the  Trans-Atlantic  Telegraph  Line  was  de- 
clared open. 

Since  then  other  Atlantic  cables  have  been  laid,  and  the  great  ocean  is  now 
spanned  by  no  fewer  than  nine  such  links  of  communication,  the  last  of  which 
was  successfully  deposited  in  1882.     A  steamer  specially  constructed  is  now 


fig-  757-— The  Second 
Atlantic  Cable. 
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employed,  as  far  less  expensive  than  the  Great  Eastern^  and  the  laying  of  the 
last  cable  occupied  no  more  than  twelve  days,  without  the  slightest  hitch  or 
interruption  from  beginning  to  end.  The  later  cables  do  not  differ  in  general 
construction  from  those  described  above;  but  improvements  in  details  have 
produced  greater  strength,  and  better  insulation  and  conductivity.  There  is 
now  no  practical  limit  to  the  length  of  cable  which  could  be  laid  if  required, 
beyond  the  contingencies  of  severe  weather. 

MODERN    TELEGRAPHY. 

The  above  historical  outline  will  enable  us  to  classify  the  various  systems 
that  are  at  present  in  use  for  the  transmission  of  telegraphic  signals.  These 
signals  are  of  two  kinds,  visible  and  audible.  Visible  signals  are  either  perma- 
nent or  transient^  according  as  they  are  produced  by  recording  or  non-recording 
instruments.     Thus  we  have — 

Non-recording  Instruments    ...  I.     Needle  Instruments. 

II.  Sounding  Instruments. 

(i)  The  Sounder. 
(2)  The  Bell. 

III.  Dial  Instruments. 

Recording  Instruments      ...      IV.  Bain's  Chemical  Marking  Instrument. 

■    V.  Morse's  Instruments, 
(i)  The  Embosser. 
(2)  The  Ink-writer. 
VI.  Type-printers. 

I.    NEEDLE   INSTRUMENTS. 

The  needle  is  a  pointer  capable  of  receiving  two  distinct  motions,  the  one 
to  the  right  and  back,  and  the  other  to  the  left  and  back ;  its  position,  when 
it  is  at  rest,  being  vertical.  In  the  earliest  needle  system  there  were,  as  we 
have  seen,  as  many  as  twenty-six  needles.  In  Cooke  and  Wheatstone's  in- 
struments there  were  fi\^  needles.  The  number  was  reduced  to  two,  and 
finally,  in  the  latest  use  of  the  system,  to  one.  Combinations  of  the  two  swings 
of  the  needle  spell  out  the  alphabet  just  as,  when  recording  instruments  are 
used,  the  combinations  of  long  and  short  strokes  form  all  the  necessary  signals 
A  single  motion  to  the  left  forms  the  letter  ^,  and  one  to  the  right  the  letter  /. 
By  writing  /  for  a-  nod  of  the  needle  to  the  left,  and  r  for  a  nod  to  the  right, 
the  alphabet  will  appear  as  follows  : 

A  Ir  H  1111  O  rrr  V  Ulr 

B  rill  I  11  P  Irrl  W  Irr 

C  rlrl  J  Irrr  Q  rrlr  X  rllr 

D  rll  K  rlr  R  Irl  Y  rlrr 

E  1  L  Irll  S  HI  Z  rrll 

F  llrl  M  rr  T  r 

G  rrl  N  rl  U  llr 
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Needle  instruments  are  of  two  kinds,  named  from  the  keys  or  commutators 
attached  to  them,  the  drop-handle  and  the  tapper.  The  drop-handle  is  simply  a 
commutator  \iorked  by  a  handle  (Fig.  758),  so  that  a  motion  of  the  handle  to  the 
left  connects  the  copper  pole  of  the  battery  with  the  line-wire  and  puts  the  zinc 
pole  to  earth,  and  a  motion  to  the  right  connects  the  zinc  pole  with  the  line- 
wire  and  puts  the  copper  pole  to  earth.  The  receiving  instrument  is  so  con- 
nected that  the  former  motion  of  the  handle  produces  a  nod  of  the  needle  to 
the  left,  and  the  latter  a  nod  to  the  right  . 


A  hi 


Fig.  759— The  Tapper. 


Fig.  758.— Single  Needle  Instrument. 

The  tapper  consists  of  two  bars  of  brass  or  copper  z  and  c  (Fig.  759)  connected 
with  the  battery,  and  two  metal  springs  l  and  e,  one  of  which  l  is  connected 
with  the  line,  and  the  other  e  is  put  to  "  earth."  The  springs  both  pass  under  c 
and  over  z,  and  when  not  pressed  on  they  both  touch  the  bar  c,  but  do  not 
touch  the  bar  z.  One  spring  must  be  pressed  down  to  make  the  circuit  When 
the  finger  is  pressed  upon  the  knob  n  of  the  spring  l,  it  connects  l  and  z  and 
sends  the  current  from  zinc  to  the  line,  and  from  e  back  to  c.  If  the  knob  p  on 
E  is  pressed  down,  the  current  goes  from  zinc  to  "  earth,"  and  from  the  line  back 
to  c  To  depress  n  causes  the  needle  of  the  receiving  instrument  to  nod  to  the 
left,  to  depress  p  causes  the  needle  to  nod  to  the  right 


Digitized  by 


Google 


The  Electric  Telegraph.  ii\ 


II.    SOUNDING   INSTRUMENTS. 

The  signals  given  by  the  sounding  instruments  are,  like  those  of  the  needle, 
transient,  and  the  instruments  are  non-recording.  They  appeal,  however,  to 
the  ear  instead  of  to  the  eye.  There  are  two  kinds  of  sounding  instruments, 
the  sounder  and  the  belL  The  clerk  in  charge  of  a  needle  instrument  has 
often  been  known  to  recognise  by  the  ear  when  the  needle  strikes  the  pin  or 
stop  on  the  left,  and  when  it  strikes  the  stop  on  the  right,  and  so  to  be  able  to 
write  down  the  message  without  looking  at  the  instrument  In  this  case,  even 
the  needle  instrument  may  be  said  to  act  as  a  sounder.  The  simple  sounder^ 
however,  is  but  an  electro-magnet  with  an  armature  in  the  form  of  a  lever, 
like  the  instrument  represented  in  Fig.  778.  The  end  of  this  lever  moves 
between  two  stops,  one  of  which 
it  strikes  when  attracted,  and  the 
other  when  released.  The  time 
elapsing  between  the  two  sounds  is 
short  or  long,  the  short  correspond- 
ing to  a  nod  to  the  left  in  the  needle, 
or  to  a  dot  in  Morse's  system,  and 
a  long  interval  to  the  nod  to  the 
right,  or  to  the  dash.  The  sounder 
has  been  introduced  into  America, 
and  has  there  supplanted  all  other 
forms  of  apparatus.  It  is  also  almost  ^^«-  76o.-The  Morse  Key. 

universally  employed  in  India. 

The  earliest  form  of  acoustic  instrument  used  in  England  was  probably 
Bright's  bell.  In  this  instrument  two  bells  of  different  tone  are  used,  the 
hammer  of  one  being  actuated  by  currents  in  one  direction,  and  that  of  the 
other  by  currents  in  the  other  direction.  The  sound  of  one  bell  corresponds 
to  dots,  and  that  of  the  other  bell  to  dashes.  The  sending  apparatus  is  the 
same  as  the  tapper  of  the  single  needle,  and  relays  and  local  currents  are 
often  needed.  The  instrument  is  probably  the  quickest  non-recording  instru- 
ment extant,  but  it  is  complicated  in  its  construction  and  difficult  in  its  adjust- 
ment compared  with  the  sounders.  Other  bells  will  be  described  under  the 
head  of  special  signalling  apparatus. 

The  key  required  for  the  sounder  is  the  single  Morse  key,  represented  in 
Fig.  760.  Three  brass  bars  n  m  and  v  are  fastened  upon  a  basement  block 
of  wood  A ;  M  has  the  two  brass  cheeks  d  d  arranged  upon  it,  as  chairs  or 
bearings  for  the  support  of  the  axis  b.  The  lever  bb'  moves  about  this  axis, 
moving  in  the  one  direction  by  the  hand  of  the  operator  pressing  on  the  knob  o, 
and  returning  when  released  in  consequence  of  the  tension  of  a  spring/;  and 
steel  or  platinum  contacts  ca  are  screwed  into  the  bars  n  and  v,  the  corresponding 
contact-pins  of  which  pass  through  the  lever  b  b\  One  end  of  the  spiral 
spring  is  attached  to  the  lever  at  b,  and  the  second  end  is  fisistened  to  the  bar  m. 
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This  spring  serves  to  hold  the  lever  down  upon  the  contact  c^  which  is  regulated 
by  the  screws  sj.  The  line-wire  is  connected  with  the  middle  plate  m,  the 
receiving  apparatus  with  n,  and  the  sending  apparatus,  including  the  home 
battery,  with  v.  Hence  the  key  is  always  set  ready  to  receive  a  message,  but 
must  be  pressed  down  to  send  one. 


Fig.  761.— Wheatstone's  AB  C  Apparatus. 


III.    DIAL  INSTRUMENTS. 

Wheatstone's  ABC  System. — The  indicating  instrument  in  this 
system  has  the  letters  of  the  alphabet  arranged  on  a  dial,  and  a  pointer  is  placed 
in  succession  opposite  the  letters  that  spell  out  the  message.    The  currents  are 

produced  on  the  principle  of  a 
magneto-electric  machine  turned 
by  means  of  a  handle,  which  also 
causes  the  rotation  of  the  pointer 
over  the  face  of  the  dial  There  is 
a  key  opposite  each  mark  on  the 
dial,  and  an  endless  chain  passes 
inside  all  the  keys,  passing  over  a 
number  of  small  pulleys.  When 
the  handle  is  turned  the  pointer 
receives  four  impulses  for  each 
revolution,  and  moves  over  four 
spaces.  If,  however,  a  key  is  de- 
pressed the  pointer  is  arrested  when 
it  comes  opposite  to  it,  and  at  the 
same  time  the  current,  instead  of  going  to  the  line,  is  cut  off.  When  the 
key  is  raised  again,  supposing  the  handle  to  be  continuously  turned,  the 
pointer  resumes  its  course  until  another  key  is  depressed.  Now  the  dial  of 
the  receiver  is  exactly  like  that  of  the  sender,  and  the  motion  of  its  pointer 
is  regulated  by  an  escapement  wheel  propelled  by  an  electro-magnet  The 
escapement  wheel  has  fifteen  teeth,  and  a  complete  revolution  of  the  handle 
of  the  sender  carries  it  to  move  two  teeth  forward,  so  that  the  pointer  moves 
over  four  letters  like  the  pointer  of  the  sender.  Hence,  the  pointers  of  two 
stations  properly  connected  and  having  instruments  properly  adjusted  move 
synchronously.  To  secure  that  both  pointers  start  from  the  zero  point  of  their 
dials,  the  keys  of  these  points  are  kept  depressed.  The  system  works  well  for 
private  stations. 

Br6guet*s  Dial  Telegraph. — In  the  apparatus  just  described  no  battery 
is  employed,  but  the  current  is  furnished  by  magneto-electric  induction  in  the 
act  of  manipulation.  Of  A  B  C  systems,  where  a  battery  is  employed  to  furnish 
the  current,  Br^guet's  Dial  Telegraph  is  a  good  example,  and  is  illustrated  in 
Figs.  762 — 5.  The  transmitting  and  receiving  instruments  are  distinct  and 
different.    The  transmitting  apparatus  is  shown  in  Fig.  762.     It  has  a  dial,  round 
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the  face  of  which  are  placed  the  letters  of  the  alphabet,  and  the  sign  -h,  which  is 
used  to  divide  words ;  and  in  another  row  are  placed  numerals,  as  far  as  25. 
A  small  notch  will  be  seen  cut  in  the  rim  opposite  each  letter.  A  handle  m  is 
pivoted  to  the  centre,  the  arm  having  a  slot  cut  in  it,  and  this  is  turned  round 
(in  one  uniform  direction  only,  never  backward)  till  the  letter  or  figure  required 
appears  through  the  slot,  a  small  pin  on  the  under  side  catching  in  the  notch, 
and  keeping  the  position  exact.  If  the  letter  is  overshot  the  arm  must  not  be 
moved  back,  but  carried  round  again ;  hence  the  need  of  the  slot  and  pin, 
not  otherwise  material.     The  removed  part  of  the  dial  shows  a  wheel  beneath 


Fig.  762.— Br6guet*s  Transmitter. 

which  turns  with  the  handle,  and  has  cut  in  it  a  waved  groove,  having  half 
the  number  of  waves  that  there  are  letters,  so  providing  either  a  crest  or  a 
hollow  for  each.  A  roller  on  the  end  of  the  bent  lever  t  works  in  this 
groove,  so  that  in  turning  the  handle  one  revolution,  the  lower  end  of  t  is 
moved  from  side  to  side  twenty-six  times,  or  thirteen  to-and-fro  complete 
motions.  At  the  bottom  of  the  lever  a  platinum  spring  thus  comes  alternately 
into  contact  with  the,  contact-screws  p  and  Q.  p  goes  to  the  line-wire,  while 
the  battery-wire  goes  to  w,  passing  thence  to  the  grooved  wheel,  and  so  to  the 
lever  t. 

The  receiving  apparatus  is  shown  in  Figs.  763 — 5.  Fig.  763  is  the  face, 
showing  a  small  key-axis  between  the  numbers  25  and  i  on  the  dial,  by 
which  the  clockwork  in  the  interior  is  wound  up.  Fig.  764  is  a  back 
view,  showing  interior  parts,  except  that  the  magnet,  which  faces  the 
dotted  circles  of  the  armature  a,  is  removed  for  clearness.  The  clockwork 
causes  the  pointer  to  travel  round  the  face  rather  quickly  until  stopped  or 
regulated    by   the   escape-wheel   d,     a    larger    view    of   which    is    given    in 
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Fig.  765.  It  comprises  two  ordinary  notched  wheels  mounted  on  one  axis,  so 
that  the  teeth  alternate.  The  pallet  /  underneath,  as  it  vibrates  backwards  and 
forwards,  alternately  catches  the  tooth  of  each  wheel  in  succession,  so  that  if 


Fig.  763. — Receiving  Instrument. 


Fig.  764. — Construction  of  Receiver. 


Fig.  765. — Escape- Wheel. 


there  are  thirteen  teeth  on  each,  every  movement  of  the  pallet  enables  the  wheel 
to  revolve  one  twenty-sixth  of  a  revolution.  The  pointer  is  fixed  to  the  axis  of 
this  wheel,  so  that  in  the  same  period  it  also  moves  forward  the  space  of  one 
letter.  The  armature  a  (Fig.  764)  swings  to  and  from  the  observer  from  suspend- 
ing pivots  fixed  in  the  projecting  supports  v  v',  and  carries  with  it  the  arm  /, 
having  a  horizontal  pin  c  projecting  from  one  end  of  it.     A  spiral  spring/ draws 


Digitized  by 


Google 


The  Electric  Telegraph.  775 

the  armature  back  when  the  current  does  not  pass  through  the  coils  of  a  horse- 
shoe electro-magnet,  whose  poles  are  opposite  a.  The  armature,  and  with  it  the 
pin  c,  therefore  swing  backwards  and  forwards  as  current  is  made  and  broken  ; 
and  in  the  enlarged  view  of  the  escape-wheel  in  Fig.  765,  it  will  be  seen  how  this 
motion  of  the  pin  c  in  the  fork  d  works  the  escapement,  thus  causing  the  pointer 
to  move  round  the  dial  one  step  for  every  "  make  "  or  "  break  "  of  current 

The  action  of  the  two  instruments  can  now  be  readily  understood.  It  has 
been  seen  that  a  complete  revolution  of  the  pointer  of  the  sending  instrument 
makes  and  breaks  current  thirteen  times,  or  makes  twenty-six  changes ;  and 
these  twenty-six  changes  also  move  round  the  pointer  of  the  receiving  instru- 
ment a  complete  revolution.  Any  lesser  number  of  steps  is  similarly  reproduced 
in  the  receiving  instrument 

This  instrument  works  in  practice  remarkably  well.  Occasionally  the  pointer 
will  get  wrong,  owing  to  mistake  or  interruption  in  the  message  ;  in  that  case  the 
head  of  the  rod  t  is  depressed,  which  liberates  the  escapement  altogether  until 
it  has  rotated  back  to  the  sign  -h,  when  all  starts  correctly  again.  The  handles 
near  the  top  of  the  instruments  direct  the  current  to  a  signal-bell  on  the  receiver 
at  pleasure. 

IV.    CHEMICAL  MARKING   INSTRUMENTS. 

Bain's  invention  for  signalling  by  means  of  the  electrolytic  effects  of  a  current 
has  already  been  described.  It  was  at  one  time  the  only  recording  instrument 
used  in  England,  but  it  has  been  gradually  supplanted  by  the  Morse.  As,  how- 
ever, it  registers  its  messages  with  great  rapidity,  the  demand  for  speed  may  lead 
to  its  restoration  to  favour.  We  have  but  two  additions  to  make  to  the  de- 
scription already  given,  first  to  point  out  the  importance  of  attending  to  the 
order  of  the  connections,  and  secondly,  to  give  the  composition  of  suitable 
solutions.  If  the  sending  key  be  of  the  kind  shown  in  Fig.  760,  the  wire  from 
the  copper  pole  of  the  battery  must  be  brought  to  the  front  bar  v.  If  the  current 
be  sent  in  the  opposite  direction,  no  mark  will  be  made  by  the  printer.  The 
starch  solution^  already  mentioned,  consists  of  one  part  of  potassic  iodide  with 
twenty  parts  of  starch,  diluted  by  forty  parts  of  water.  The  prussiate  of  potash 
solution^  which  is  commonly  used,  consists  of  one  part  (by  measure)  of  prussiate 
of  potash  (potassic  ferrocyanide),  one  part  of  ammoniac  nitrate  (a  saturated 
solution),  and  two  parts  of  water.  The  effect  of  the  ammoniac  nitrate  is  to 
keep  the  paper  from  dr>ing. 

V.   THE   MORSE  SYSTEM. 

(i)  Embossers. — The  Morse  apparatus  consists  of  an  electro-magnet 
and  a  printing  arrangement,  which  is  furnished  with  wheelwork,  and  a  disc 
with  telegraph  paper.  The  electro-magnet  e  e  (Fig.  766)  consists  of  two 
cylindrical  cores  of  very  soft  wrought  iron,  which  are  connected  at  their 
lower  ends  by  an  iron  plate,  so  that  they  form  a  horse-shoe  magnet.  Both 
arms   have  a  great  number  of  turns  of  insulated    copper  wire  round  them, 
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and  are  connected  in  such  a  manner  with  the  source  of  electricity  and  with 
each  other,  that  the  magnet  has  a  north  pole  and  a  south  pole  at  its  upper 
ends.  The  armature  a  of  the  electro-magnet,  and  the  pencil  s,  are  fastened 
to  the  lever  ^,  which  can  move  about  a  horizontal  axis.  The  lever  is  con- 
nected with  a  spiral  spring,  attached  to  a  screw  ^,  which  when  turned  in  the 
right  direction  increases  or  diminishes  the  tension  of  the  spring,  and  there- 
fore offers  a  greater  or  lesser  resistance  to  the  attraction  of  the  armature  by 


Fig.  766. — The  Morse  Embossing  Instrument. 

the  magnet  The  play  of  the  lever  is  limited  by  the  contact-screws  r  and  /. 
The  printing  arrangement  by  which  the  signals  are  impressed  on  the  strip  of 
paper  drawn  off  the  wheel  may  be  better  understood  from  Fig.  767.  In  both 
figures  the  various  parts  are  indicated  by  the  same  letters.  The  end  of  the 
lever  h  is  split,  and  the  pencil  s  is  placed  in  this  slit  This  pencil  is  adjusted 
by  means  of  the  knob  s^,  and  ends  in  a  blunt  but  glass-hard  point,  which 
serves  the  purpose  of  marking  the  paper.  When  the  pencil  is  arranged  in 
the  right  position,  it  is  maintained  in  it  by  tightening  the  screw  n ;  d  is 
the  printing  roller,  which   turns  round  the  axis  ^,   and   has  a  groove  at  c 
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in  order  to  facilitate  the  marking  of  the  pencil.  The  paper  is  held  between 
the  rollers  d  and  w,  and  the  pressure  of  d  upon  w  is  regulated  by  means  of 
the  spring  q  q,  one  end  of  which  is  fastened  to  the  axis  /  of  the  brass  piece  ^, 
so  that  the  spring  presses  against  the  metal  piece  k  ;  the  second  end  of  the 
spring  presses  against  the  screw  Xj  and  thus  the  pressure  can  be  regulated  by 
turning  the  screw ;  r  r  are  metal  pieces,  which  can  slide  along  k,  and  serve  as 
guiding  pieces  for  the  paper;  y  y  Bit  screws  which  keep  the  guiding  pieces  in  the 
required  position.  To  prevent  the  screws  y  y  from  slipping,  the  bolt  /  is  placed 
across  them.  As  often  as  a  current  is  sent  through  the  electro-magnet  e  e,  the 
latter  attracts  its  armature,  and  the  lever  h  h  makes  contact  at  ^ ;  as  often  as  this 
happens,  the  pencil  makes  a  mark  on  the  paper  at  d.     When  the  current  lasts 


Fig.  767. — The  Morse  Writer. 


only  a  short  time,  a  short  line,  technically  called  a  dot,  is  produced ;  when  the 
current  lasts  a  longer  time,  a  dash  is  produced. 

The    Morse   Alphabet.^-Combinations  of   dots   and  dashes  give  the 
different  letters,  numbers,  ^nd  signs,  and  thus  form  the  Morse  alphabet : — 


a 

.  — 

1 

•    ~~   •    . 

V 

.  .  .  ~ 

6 

b 

—  .  .  . 

m 



w 

. 

7 

.  . 

c 

—  .  —  . 

n 

—  . 

X 

—  .  .  — 

S 

_ 

d 

—  .  . 

0 



y 

—  . 

9 



e 

. 

P 

. . 

z 

.  . 

0 



f 

.  .  —  . 

q 

.  — 

I 

. 

. 

g 

. 

r 

.  —  . 

2 

.  . 

? 

.  . 

h 

.... 

s 

.  .  . 

3 

... 

» 

.  —  .  — 

i 

.  . 

t 

— 

.4 

.  .  .  .  — 

: 



k 

—  .  — 

u 

.  .  — 

5 

! 

.  . 

The  letters  thus  formed  of  dots  and  dashes  are  separated  by  variable  spaces 
as  they  are  called.    There  are  three  kinds  of  spaces  :  the  space  separating  the 
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elements  of  a  letter,  that  separating  the  letters  of  a  word,  and  that  separating 
the  words  themselves.  These  durations  of  break  or  silence  are  as  necessary  as 
the  durations  of  contact  or  sound.  When  we  look  upon  the  Morse  alphabet 
as  applicable  to  the  various  instruments  described,  including  the  sounder,  we 
may  define  it  as  a  method  by  which  time  is  divided  into  multiples  of  an  arbitrary 
standard  or  unit,  viz.  the  dot. 

1.  A  dash  is  equal  to  three  dots. 

2.  The  space  between  the  elements  of  a  letter  is  equal  to  one  dot. 

3.  The  space  between  the  letters  of  a  word  is  equal  to  three  dots. 

4.  The  space  between  two  words  is  equal  to  six  dots. 

The  following  arrangement  of  the  signs  will  assist  the  memory  to  retain  them. 
The  foundations  of  the  alphabet  are  the  dot  (.)  representing  the  letter  e,  and  the 
dash  ( — )  representing  the  letter  t  This  gives  us  the  group  e  and  t  of  the  first 
order.     Placing  a  dot  before  each  of  these  elementary  characters,  we  have 

.    .  i  .  —  a 

Placing  a  dash  before  each  elementary  signal  we  have 


These  give  us  the  group  of  the  second  order,  i,  a;  and  n,  m. 

Now  affixing  to  each  of  the  above  four  signals  first  a  dot  and  then  a  dash, 

we  have 

•    •    •  8  —  .  .  d 

.     .  —  u  —  .  —  k 

.  —  .  r  .  g 

These  constitute  the  group  of  the  third  order,  s,  u,  r,  w ;  and  d,  k,  g,  o. 
Pursuing  the  same  plan  with  these  eight  characters,  we  have 

h  —  .  .  .  b 

.   .    —  V  —  .   .    —  X 

.    —  .  f  _  .    _   .  c 

. u  (German)  —  . y 

—  .  .  I  .  .  z 

—  .  —  a  (German)  .  —       q 

•  P  .0  (German). 

These  constitute  the  group  of  the  fourth  order,  h,  v,  f,  ii,  I,  a,  p,  j ;  and  b,  x, 
c,  y,  z,  q,  6,  ch. 

There  is  also  the  French  accented  i(,  »  —  .  .  ),  but  with  this  exception 
no  letter  exceeds  four  signals.  Combinations  of  five  signals  are  employed  to 
represent  the  numerals  and  cypher. 

The  stops  and  other  signs  of  punctuation  are  made  by  a  combination  of  six 
signals. 

(2)  Ink  Writers. — ^Thomas  John,  an  Austrian  engineer,  constructed  an  ink 
writer  for  use  at  the  central  station  of  Vienna,  in  1854,  which  was  patented 
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in  Paris,  and  his  modification  of  the  Morse  apparatus  was  then  adopted  by 
Digney  and  Company.  Lewert  and  Siemens  also  constructed  ink  writers. 
Digne/s  ink  writer,  which  is  largely  used  in  France,  is  shown  in  Fig.  768.  It  is 
similar  in  construction  to  the  apparatus  just  described,  except  that  for  the 
style  is  substituted  a  small  metallic  disc,  which  revolves  in  ink.  The  electro- 
magnet E  is  in  all  respects  the  same  as  that  of  the  embosser,  except  that 
its  resistance  is  considerably  greater.      The  lever  h  h^^  however,  is  diflferently 
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iil    •>>'  -"^ 


Fig.  768.— Digney's  Ink  Writer. 

constructed.  At  a  it  has  an  armature  of  a  cylindrical  shape,  consisting  of 
soft  iron,  which  is  slit  open  at  its  upper  end ;  at  A  it  has  the  spring  /,  and 
its  axis  of  rotation  d  rests  upon  the  piece  ^3.  The  screws  r  and  /  limit  the 
motion  of  the  lever.  The  effect  of  the  electro-magnet  on  the  armature  is 
regulated  by  the  spiral  spring  /^  which  is  connected  by  means  of  a  string  to 
the  regulation  screw/g.  Opposite  the  slightly  bent  end  of  the  spring  /j  b  the 
printing  disc  r,  which  comes  in  contact  with  the  printing  roller  w.  The 
strip  of  paper  /  is  taken  over  the  roller  /,  and  passes  between  the  printing  disc 
r  and  the  spring  /i-  The  position  of  the  spring  as  regards  the  disc  can  be 
regulated  by  means  of  a  screw.  When  a  current  passes  through  the  electro- 
magnet E  the  latter  attracts  its  armature  at,  lowers  ^1,  and  by  raising  A  the  bent 
end  of  the  spring/^  presses  the  strip  of  paper//  against  the  disc  r. 
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The  electro-magnet  in  the  ink  writer  by  Lewert  is  made  adjustable  to  either 
of  two  systems,  namely,  the  system  with  constant  current  or  that  with  transient 
current,  and  the  lever  consists  of  two  movable  portions  connected  with  each 
other.  In  order  that  the  need  for  this  arrangement  may  be  clearly  understood, 
it  is  necessary  to  give  the  following  explanation:  Telegraph  lines  are  worked 
in  two  different  ways — viz.  either  with  a  working  current,  or  with  a  constant 
current  In  the  first  case  the  circuit  is  without  current  during  certain  intervals, 
and  is  "  made  "  only  when  a  signal  has  to  be  transmitted  ;  in  the  latter  case  a 
current  is  always  flowing  through  the  circuit,  and  is  interrupted  at  the  required 
moment.  If  a  line  is  to  be  worked  both  ways,  the  telegraph  apparatus  will  have 
to  be  arranged  so  that  the  signs  are  produced  in  the  same  form  with  both 


Fig.  769. — Brabender's  Lever. 

methods.     This  is  the  purpose  of  the  above-mentioned  lever,  which  consists  of 
two  parts. 

Fig.  769  represents  a  lever  by  V.  Brabender.  The  spring/  which  terminates 
in  the  prongs  c  and  ^,  is  fastened  to  the  lever  hh^h^\)y  means  of  a  screw  e.  The 
position  of  the  spring  ef  is  regulated  by  the  screw  s ;  «  is  the  armature  of  the 
electro-magnet  The  writing  lever  proper  ib  is  movable  about  //.  The  princi- 
pal figure  shows  the  regulation  of  the  spring  when  a  circuit  is  used,  which  is 
without  current  during  certain  intervals — that  is  to  say,  when  not  signalling. 
When  the  armature  a  is  attracted  by  the  electro-magnet  it  causes  h^  to  make 
contact  at  /  (Fig.  768),  and  the  arm  of  the  lever  h  dca^fg  to  move  upwards. 
As  id  rests  upon  g,  the  end  of  the  lever  /  will  also  be  moved  upwards — that  is^ 
it  will  press  the  strip  of  paper  against  the  printing  disc  If,  however,  the  screw  s 
is  tightened  so  that  the  spring  e/  is  pressed  down  upon  A\  as  shown  in  the  second 
part  of  the  figure,  the  instrument  is  prepared  to  act  with  constant  current  broken 
only  for  the  purpose  of  signalling.     The  writing  lever,  which  is  movable  about 
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^,  will  be  caught  by  the  prong  ^',  and  will  lose  contact  with  /.  The  arm  of  the 
lever  d  {  will  be  lowered,  and  the  strip  of  paper  will  cease  to  make  contact  with 
the  printing  disc  when  the  current  is  flowing,  even  though  the  attraction  of  the 
armature  a  causes  a  moving  upwards  of  h  in  this  case  too.  When  the  armature 
a'  is  not  attracted — that  is,  when  no  current  flows  through  the  circuit — the  lever- 


Fig.  770.— The  Paper  Wheel  of  the  Ink  Writer. 


Fig.  771.— The  Polarised  Ink  Writer. 

arm  //  is  lowered,  and  the  prong  d  presses  the  arm  /f^'  down,  and  /f /'  up,  so  that 
the  strip  of  paper  is  then  pressed  against  the  printing  disc.  To  make  the  appa- 
ratus do  for  either  method,  it  is  only  required  to  turn  the  screw  s  in  the  one  or 
the  other  direction. 

In  the  normal  ink  writer  the  paper  is  arranged  upon  a  horizontal  wheel, 
as  shown  in  Fig.  770. 

Polarised  Ink  Writers  diffier  from  ordinary  ink  writers  in  the  construc- 
tion of  their  electro-magnets  and  writing  levers.    The  first  apparatus  of  this  kind 
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was  constructed  by  Siemens,  and  is  shown  in  Fig.  771.  s  s  are  south  poles  of  a 
permanent  magnet,  which  is  connected  at  its  other  end  with  the  iron  cores  of 
the  electro-magnet  e  e,  and  gives  north  magnetism  to  them  as  long  as  the  coils 
remain  without  current.  The  adjustable  shoes  nn'  have  north  magnetism, 
therefore,  when  the  apparatus  is  at  rest.  One  arm  of  the  writing  lever  cc, 
which  can  move  about  b,  consists  of  soft  iron,  and  represents  the  armature  of 
the  magnet,  being  placed  between  these  two  poles.  In  consequence  of  its  posi- 
tion it  receives  south  magnetism  by  induction.  The  arm  of  the  lever  to  the  left 
carries  the  printing  disc  j.  When  the  armature,  whose  motion  is  limited  by 
the  contact-screws  d  d',  is  adjusted  so  that  the  two  north  poles  affect  it  equally, 
it  will  remain  exactly  midway  between  the  two  poles;  but  if  the  slightest 
alteration  is  made  in  the  attractive  force  of  either  pole,  the  armature  will  be 
moved  in  the  corresponding  direction.  When  a  current  passes  through  the  coils 
of  the  electro-magnet,  north  magnetism  is  produced  in  one  of  its  cores*  and 
south  magnetism  in  the  other ;  But  as  both  poles  have  north  magnetism  (for 
the  magnet  is  permanent)  it  is  evident  that  north  magnetism  ^vill  be  strengthened 
in  one  of  the  cores,  whilst  either  the  north  magnetism  will  be  partially  neutralised 
or  else  it  will  be  wholly  neutralised,  and  south  magnetism  will  be  produced  in 
the  other.  The  armature  will,  therefore,  move  towards  the  first  pole ;  by  this 
means  the  sensitiveness  of  the  apparatus  is  greatly  increased. 

In  order  that  this  apparatus  may  be  used  with  continuous  currents,  the 
shoe  N  is  so  arranged  by  means  of  the  screw  f,  that  it  affects  the  armature  more 
powerfully  than  the  pole  n'.  The  armature,  therefore,  makes  contact  at  d  ;  if  now 
a  current  of  corresponding  direction  be  sent  through  the  electro-magnet,  the 
north  magnetism  of  n'  will  be  increased,  and  the  armature  will  move  downward, 
and  make  contact  at  d',  thus  pressing  the  printing  disc  against  the  strip  of 
paper,  and  producing  the  desired  sign.  When  the  current  is  broken,  the  attrac- 
tive force  of  n'  prevails,  and  the  armature  goes  back  again  to  d.  The  polarised 
ink  writer  may  also  be  used  with  alternating  currents,  by  causing  the  armature 
to  be  so  arranged  that  both  poles  n  and  n'  affect  it  equally.  When  a  current  of 
a  certain  direction  is  sent  through,  the  electro-magnet  n'  is  strengthened,  and  n 
weakened,  so  that  the  armature  is  pressed  against  d',  and  the  printing  disc 
against  the  strip  of  paper.  The  armature  remains  in  this  position  as  long  as 
the  same  current  lasts.  When  a  current  is  sent  through  in  the  opposite  direc- 
tion the  apparatus  n  will  be  strengthened,  and  n'  will  be  weakened,  and  the 
armature  will  move  towards  d,  and  the  strip  of  paper  will  lose  contact  with  the 
printing  disc. 

VI.    TYPE-PRINTERS. 

Hughes'  Type-printing  Apparatus. — Fig.  772  represents  a  com- 
plete Hughes'  type-printing  apparatus,  in  which  may  be  noticed  a  keyboard,  a 
contact  wheel,  an  electro-magnet,  with  an  armature,  connected  with  a  rather  com- 
plicated system  of  wheelwork,  in  front  of  which  are  the  printing  wheel  and  tape- 
roller.  The  messages  are  printed  by  this  instrument  in  bold  Roman  type.  The 
instruments  at  the  sending  and  receiving  stations  are  identically  similar,  and  a 
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current  of  short  duration  is  required  for  each  letter.  The  type  wheels,  which 
have  the  alphabet  on  their  edges,  are  kept  rotating  synchronously.  This  syn- 
chronous movement  of  the  corresponding  pieces  at  the  two  stations  is  the 
principal  difficulty  of  the  instrument,  and  requires  very  accurate  adjustment. 
There  are  twenty-eight  black  and  white  keys,  which,  with  the  exception  ot 
the  first  and  fifth,  counted  from  the  left,  are  marked  with  letters,  signs, 
and  numbers.  The  contact  arrangement  d  is  fastened  upon  the  table,  and 
upon  it  rests  the  contact  slide  c,  which  rotates  about  the  axis  a.  The  contact 
slide  is  made  by  the  clockwork  to  rotate  with  the  same  velocity  as  the 
printing  wheel  F,  on  the  edge  of  which   the  letters,  signs,  and  numbers  are 


Fig.  772.— Hughes'  Type-printing  Telegraph. 

arranged  in  relief.  The  ink-roller  k  furnishes  the  wheel  with  the  necessary 
printing-ink;  a  regulating  wheel  behind  the  type  wheel  corrects  irregularities 
which  might  occur  in  the  apparatus.  To  the  left  of  the  wheel  work  is  the 
magnet  e,  which  loosens  its  armature  /,  and  lifts  the  left  arm  of  the  lever  /, 
when  a  current  of  the  required  direction  and  strength  passes  through  its  coils. 
The  strip  of  paper  is  pressed  against  the  lower  edge  of  the  type  wheel  by 
means  of  the  printing  roller  m.  The  heavy  fly-wheel  v  is  used  in  order  to  make 
the  machine  move  more  regularly. 

The  receiver  and  the  sender  are  united  in  one  apparatus,  and  the  receiving 
and  sending  stations  use  instruments  that  are  identical  as  regards  form,  in  order 
that  the  slide  and  the  type  wheel  may  be  made  to  move  synchronously  at  both 
stations.  The  mode  in  which  the  apparatus  works  is  as  follows  :  When  a 
key  is  depressed,  the  lever  connected  with  it  raises  a  pin  underneath  the 
disc  D ;  this  pin  projects  from  one  of  the  rectangular  openings  which  are  made 
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on  the  surface  of  the  disc,  and  separates  the  two  movable  portions  of  which 
the  slide  c  consists.  When  connection  is  made  between  the  line  battery 
and  the  line  a  current  is  sent  into  the  leads,  and  thence  to  the  apparatus  of 
the  receiving  station,  where  it  flows  into  the  coils  of  the  electro-magnet.  When 
theie  is  no  current  the  magnet  holds  the  armature  /  attracted ;  but  the  arriving 
current  neutralises  the  magnetism  of  the  electro,  and  the  armature  moves  up ; 

this  affects  the  lever  /,  which,  in  its  turn,  starts 

+  the  printing  arrangement     If,  for  instance,  the 

key  upon  which  the  letter  a  is  printed  is  de- 
pressed at  the  sending  station,  a  current  arrives 
at  the  receiving  station  when  the  letter  a  is 
opposite  the  printing  roller  m.  The  current  is 
only  able  to  flow  through  the  leads  to  the  re- 
ceiving a]>paratus  at  this  moment  because  the 


Fig.  773. — Current  Arrangement  in  Hughes*  Apparatus. 


Fig-  774.— The  Magnet 


slides  move  synchronously  with  the  type  wheels,  and  the  closing  of  the  circuit 
can  only  take  place  at  the  moment  when  the  slide  moves  over  the  opening  of 
the  disc  d,  which  corresponds  to  key  a.  When  the  armature  /  is  lifted  at  the 
receiving  station,  it  raises  the  lever,  and  causes  the  printing  roller  m  to  press 
the  paper  strip  against  the  type  wheel,  and  produce  the  letter  a. 

We  have  yet  to  show  more  clearly  how  it  is  that  the  current  flows  only  when 
a  particular  letter  is  passing  the  connection  with  a  particular  key.  The  arrange- 
ment of  the  pin  case,  and  the  slide  with  its  contact  arrangement,  are  sho\ni  in 
Fig.  773.  DD  represents  a  section  of  the  disc  fastened  to  the  table  t,  and 
showing  one  of  the  rectangular  openings  0^  each  of  which  corresponds  to  a 
key.  The  disc  d  d  forms  the  cover  of  the  case  G  g,  which  has  slits  x  x  cut 
on  its  lower  5ide.     The  levers  connected  with  the  different  keys  project  through 
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these  slits.  The  lower  ends  of  the  pins  s  rest  upon  the  levers,  so  that  their 
upper  ends  are  inserted  into  the  openings  0  (indicated  by  the  dotted  lines) 
when  the  key  is  pressed  down.  The  axis  of  rotation  a  of  l  passes  through  the 
centre  of  the  disc  d  d,  and  is  connected  with  the  wheelwork  of  the  type  wheel 
by  means  of  cog-wheels.  When  l  arrives  at  an  opening  0^  the  pin  s,  which  is 
made  to  project  from  0  by  depressing  a  key,  raises  r,  and  by  this  means  breaks 
contact  between  a  and  b.  The  leads  from  the  battery  are  so  arranged  that 
when  L  has  this  position  connection  is  made  with  the  line,  and  the  current 
flows  to  the  receiving  station. 

When  the  current  arrives  at  the  station  it  has  to  demagnetise  the  magnet. 
In  order  to  fecilitate  this  demagnetisation,  Hughes  constructed  a  magnet  like 
that  shown  in  Fig.  774.  It  consisted  of  a  permanent  horse-shoe  magnet  m  m, 
and  the  electro-magnet  e  e.  The  former  consisted  of  four  steel  plates  in  horse- 
shpe  form,  which  were  held  together  by  the  screws  n  n,  and  the  brass  cross- 
pieces  q  qy  The  cores  of  the  electro-magnet  consisted  of  hollow  wrought-iron 
cylinders,  which  were  placed  upon  the  poles  of  the  permanent  magnet ;  wire 
was  coiled  round  these  hollow  cores,  and  they  were  then  covered  at  both  top 
and  bottom  with  brass  plates,  in  order  to  protect  the  coils.  The  resistance  of  the 
electro-magnet  coils  is  1,200  Siemens'  units.  Over  the  shoes  of  the  magnet  is 
placed  the  armature  e^.  Even  when  the  coils  are  without  current  the  iron  cores 
possess  a  certain  magnetic  force  in  consequence  of  their  connection  with  the 
permanent  magnet  The  spring  affecting  the  armature  is  so  regulated  as  to  be 
weaker  than  the  magnetic  force  of  attraction,  so  that  the  armature  remains  on 
the  shoes  of  the  electro-magnet;  but  when  a  current  of  the  proper  strength 
flows  through  the  coils  the  attraction  of  the  magnet  is  neutralised,  and  the  spring 
draws  the  armature  off. 

The  Exchange  Telegraph  Company's  System. — Another  special 
system  of  telegraphy  is  that  of  the  Exchange  Telegraph  Company  of  London, 
which  disseminates  news  from  a  central  office  to  a  large  number  of  subscribers  (at 
present  about  750)  scattered  over  the  Metropolis.  The  company  is  authorised  to 
carry  out  its  operations  by  a  special  licence  granted  by  the  Postmaster-General, 
on  the  28th  of  March,  1872.  The  licence  describes  the  aim  of  the  company  as 
to  carry  out  a  system  of  exchange  by  telegraph,  in  which  identical  information  is 
supplied  from  certain  central  stations  or  from  certain  determined  points  to  any 
number  of  subscribers,  by  means  of  an  automatic  printing  apparatus,  which 
neither  requires  the  use  of  local  batteries,  nor  of  clockwork,  nor  the  presence  of 
an  attendant,  nor  necessitates  any  knowledge  of  telegraphy  on  the  part  of  the 
subscribers. 

A  number  of  wires  radiate  from  the  central  office,  and  each  wire  passes  in 
zigzag  form  through  a  district  in  which  there  are  subscribers,  and  is  finally  put 
to  earth.  The  wires  are  tapped  as  they  pass  the  clubs,  hotels,  or  other  institutions 
which  have  become  connected  with  the  company,  and  the  printing  instruments 
inserted  so  that  all  the  printing  instruments  of  any  one  district  are  joined  in 
series.  Each  wire  has  its  own  battery  at  the  central  office;  the  number  of  cells 
G  G 
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being  varied  according  to  the  amount  of  work  with  which  the  wire  is  charged, 
that  is  to  say,  according  to  the  number  of  instruments  it  contains.  This  number 
varies  in  the  different  districts  from  six  or  eight  to  fifty.  Each  battery  is 
brought  into  action  by  means  of  a  relay,  and  there  are,  therefore,  as  many  rela}-s 
working  simultaneously  as  there  are  lines  or  batteries.  The  central  office  is  also 
a  general  telegraph  station,  but  the  clerk  who  sits  at  the  table,  instead  of  writing 
out  the  message,  reads  it  off  from  the  tape  of  the  Morse  instrument  as  it  unrolls 
itself  before  him,  and,  as  he  reads  it,  transmits  the  message  to  all  the  receiving 
instruments.  During  our  visit  to  the  central  office  at  17  and  18,  Comhill,  a 
message  from  a  correspondent  began  to  appear  on  the  Morse  ink  writer  in  less 
than  one  minute  after  it  was  handed  in  at  a  distant  town,  and  at  the  same  instant 
it  was  transmitted  to  all  the  receiving  instruments  of  the  company,  and  printed 
by  them  as  fast  as  the  Morse  ink  writer  delivered  it  A  controlling  instnmient 
exactly  similar  to  those  of  the  subscribers  stands  in  the  central  office,  and 
supplies  the  home  record  of  what  is  transmitted.  On  an  average  each  instru- 
ment prints  nearly  5,000  words  a  day,  but  on  some  days,  when  news  is 
plentiful,  as  many  as  15,000  words  are  transmitted. 

We  may  mention  at  the  outset  that  there  are  three  kinds  of  messages  supplied 
by  the  company,  and  each  kind  requires  its  own  central  office,  its  own  form  of 
receiving  instrument,  and  an  independent  installation.  Financial  messages  are 
printed  from  type-wheels,  containing  not  only  the  letters  of  the  alphabet,  but 
also  numbers,  fractions,  and  signs.  The  second  class  of  messages  consists  of 
short  pieces  of  news  that  are  printed  in  bold  type  on  strips,  that  may  be  detached 
and  pinned  to  the  notice-board  of  a  club  or  hotel.  The  type-wheels  for  these 
contain  no  fractions,  and  therefore  work  at  a  greater  speed.  The  third  class  of 
messages  consists  of  general  news.  The  type-wheels  in  the  instruments  of  this 
class  need  not  contain  figures,  and  are  so  light  as  to  make  a  very  high  speed  of 
transmission  possible.  Indeed,  by  an  arrangement  of  the  letters  and  a  redupli- 
cation of  e  and  h  (the  letters  which  occur  most  frequently),  the  speed  of  trans- 
mission now  attainable  with  these  instruments  is  greater  than  that  with  which 
the  sending  clerk  can  manipulate  the  sending  apparatus.  The  currents  supphed 
to  the  receivers  first  cause  the  type-wheels  to  revolve  until  the  letter  that  is 
wanted  is  opposite  to  the  tape,  and  then  they  stop  it  and  bring  the  paper  up  to 
it  so  as  to  print  the  letter.  Finally,  they  jerk  the  tape  forward  ready  for  the 
next  letter.  The  wires  leading  to  the  instruments  of  the  financial  or  first  system 
are  double,  one  wire  convejring  the  current  which  turns  the  wheel,  and  the  other 
the  current  which  presses  the  tape  against  the  letter.  But  in  the  case  of  the 
lighter  instruments,  Mr.  F.  Higgins  has  invented  a  method  of  effecting  the 
double  action  with  a  single  wire.  For  this  purpose  he  introduces  another  small 
magnet  which  operates  a  contact-maker.  This  diverts  the  current  fix)m  the 
type-propeller  to  the  printing  mechanism  whenever  a  pause  takes  place  in 
the  rapid  reciprocal  currents  which  are  transmitted  to  revolve  the  type-wheeL 
The  effect  v^  the  same  as  that  secured  in  the  larger  instruments  with  the 
double  wire. 
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The  subscribers  of  the  first  class  receive  at  their  own  offices  through  the  day 
the  course  of  exchange  and  state  of  the  markets  within  a  minute  of  their  being 


officially  stated  at  the  Exchange ;  and  no  doubt  this  work,  being  the  first  under- 
taken by  the  company,  gave  to  it  its  name. 


Digitized  by 


Google 


788  Electricity  in  the  Service  of  Man, 

We  are  now  in  a  position  to  examine  in  detail  the  instruments  used  in 
carrying  out  the  system.  These  are  the  transmitter,  or  sending  apparatus ;  the 
receiver,  or  printing  apparatus  ;  the  relay,  and  the  battery. 

The  transmitter  is  the  apparatus  by  which  the  sending  clerk  produces  the 
"  making "  and  "  breaking "  of  the  circuit  which  are  transmitted  to  the  relays, 
and  thence  to  the  receivers  in  order  to  effect  the  impression.  It  consists  of  a 
revolving  cylinder  or  commutator  worked  by  an  electric  motor,  and  conmianded 
by  a  pianoforte  key-board,  like  the  key-board  of  Hughes'  apparatus  (Fig.  772). 
This  commutator  is  composed  of  a  shaft  or  cylinder,  on  which  is  fixed  a  series  of 
spurs  or  teeth  arranged  in  the  form  of  a  helix,  and  turning  in  front  of  the  inner 
extremities  of  the  levers  attached  to  the  keys.  When  the  clerk  depresses  one  of 
these  keys  the  corresponding  spur  is  caught,  and  the  revolving  commutator  is 
detached  from  the  electric  motor  that  works  it  At  the  same  moment  a  collar 
attached  to  the  spur  closes  the  printing  circuit  When  the  key  is  released  the 
printing  circuit  is  at  first  broken,  and  an  instant  after  the  shaft  again  begins  to 
revolve. 

The  motor  is  a  simple  magneto-electric  motor  supplied  by  a  battery  of 
potassic  bichromate  elements.  The  speed  of  the  motor  is  regulated  by  the 
aid  of  a  centrifugal  governor  which  breaks  the  current  when  the  speed  reaches 
the  rate  which  is  intended  to  be  the  maximum.  It  is  very  sensitive  to 
the  smallest  variations  in  the  rate  of  rotation,  and  keeps  the  speed  practically 
uniform.  The  govemop  can,  however,  be  regulated  to  suit  different  systems 
and  to  allow  of  different  maximum  speeds. 

This  transmitter  would  easily  work  eighteen  hundred  receivers,  and  actually, 
at  the  present  time,  does  work  over  five  hundred. 

The  transmitter  is  fiimished  with  a  galvanoscof>e,  which  shows  when  a  current 
passes,  and  two  switches,  one  commanding  the  electric  motor,  and  the  other  the 
relays.  When  the  two  switches  are  turned  on  the  motor  works,  the  cylinder 
turns,  the  relays  close  the  circuits,  and  the  type-wheels  of  all  the  receivers 
revolve  synchronously  with  the  cylinder  of  the  transmitter.  When,  by  depress- 
ing a  key,  the  cylinder  is  stopped  by  the  operator  in  a  certain  position,  all  the 
currents  are  simultaneously  interrupted  and  all  the  type-wheels  stop  in  the  same 
position  as  the  cylinder.  It  is  at  this  instant  that  the  current  passes  in  the 
second  wire  and  causes  the  attraction  of  an  armature,  which  lifts  the  tape  of 
paper  against  the  wheel  so  as  to  produce  the  impression. 

The  Relays, — It  would  be  difllicult  to  transmit  and  to  regulate  the  currents 
supplied  to  the  various  lines  if  they  were  emitted  directly  from  the  same  battery, 
and  therefore  a  separate  battery,  connected  by  means  of  a  relay,  is  used  for 
every  line.  This  plan  makes  it  easy  to  localise  and  remedy  any  interruption 
to  the  working  that  may  occur.  The  contacts  made  by  the  transmitter  act  only 
on  two  distinct  circuits,  each  of  which  consists  of  a  number  of  relays,  the 
electro-magnets  of  which  are  joined  up  in  series.  One  group  of  relays  com- 
mands the  rotation  of  the  type-wheels,  and  the  other  commands  the  printers  or 
armatures  that  press  the  type-wheels  against  the  tapes. 
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Fig.  776  represents  one  of  these  relays  half-size.  It  consists  of  two  short 
electro-magnets  placed  vertically,  and  having  a  horizontal  armature  which  turns 
on  a  pivot  at  the  end.  The  armature  is  held  back  by  a  spring,  the  tension  of 
which  is  carefully  regulated,  so  as  to  give  it  but  little  play.  When  the  transmitter 
sends  a  current  through  the  relays,  the  armature  is  drawn  down  and  closes  the 
batter}'  contact  of  the  corresponding  line   by  bringing  together  two  copper 


Fig.  776.— The  Relay. 

points,  one  of  which  is  fixed,  and  the  other  carried  by  the  armature  itself. 
The  cores  of  the  magnet  are  short,  split,  soft  iron  tubes,  which  admit  of  being 
successively  magnetised  and  demagnetised  with  great  rapidity.  The  line  is 
discharged  by  means  of  a  condenser  to  prevent  sparking. 

The  Receiver  or  Automatic  Printing  Instrument, — ^\Ve  have  already  pointed 
out  that  there  are  three  forms  of  receivers  in  use,  differing  in  size  and  speed  ot 
working.  The  instrument  for  printing  general  news  is  the  smallest,  and  is,  in 
fact,  rather  smaller  than  an  ordinary  Morse  embosser.  The  receiver  for  the 
financial  system  is  represented  in  Fig.  777.  It  has  two  type-wheels,  each  of 
which  can  take  up  two  distinct  positions  by  sliding  lengthwise  on  an  axle  which 
also  carries  an  escapement-wheel  having  teeth  of  a  particular  form.     A  clutch  at 
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the  end  of  a  lever,  attached  to  the  armature  of  an  electro-magnet,  restrains  or 
liberates  the  escapement-wheel  as  the  armature  oscillates  under  the  action  of  the 


Fig.  777. — The  Receiving  Instrnment 

electro-magnet.  Each  type-wheel  carries  on  its  edge  twenty-eight  characters  and 
two  blank  spaces.  One  wheel  has  all  the  letters,  and  the  other  the  figures  and 
punctuation  stops  that  have  to  be  printed — there  being  sixty  signs  in  alL  The 
attraction  of  the  armature  under  the  influence  of  a  single  emission  of  current 
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makes  the  type- wheel  turn  through  the  space  of  one  letter ;  the  return  of  the 
armature  under  the  action  of  a  counteracting  spring  at  the  instant  of  the  ceasing 
of  the  current  also  causes  the  wheels  to  advance  another  letter.  Fifteen  emis- 
sions of  current,  therefore,  give  to  the  type-wheel  a  complete  revolution.  The 
operator  can  produce  any  impression  he  likes  with  either  of  the  wheels  by  first 
causing  it  to  stop  on  one  of  the  blanks,  and  then  bringing  into  action  the  print- 
ing system  commanded  by  the  second  circuit.  In  this  position  of  the  wheel  the 
printing  lever  acts  on  a  special  mechanical  arrangement  which  moves  the  type- 
wheels  lengthwise  in  one  direction  or  the  other,  so  as  to  bring  either  the  letter- 
wheel  or  the  figure-wheel  above  the  strip  of  paper.  This  motion  of  the  wheels 
on  the  axis  can  only  be  produced  when  the  wheels  are  stopped  on  one  of  the 
blanks.  The  printing  apparatus  commanded  by  the  second  circuit  raises  the 
paper  against  the  wheel  above  it,  so  as  to  print  the  letter  or  figure,  and  then 
jerks  it  forward  by  means  of  a  grip  so  as  to  space  off  the  next  letter.  All  the 
motions  necessary  to  produce  the  impressions  are  thus  produced  by  two  electro- 
magnets worked  by  two  distinct  circuits  without  any  mechanism  resembling 
clockwork. 

The  instruments  of  the  second  and  third  class,  having  single  type-wheels,  are 
simpler  in  their  action  than  that  of  the  first  class,  which  is  represented  in  the 
figure 

It  is  now  easy  to  understand  the  general  working  of  the  system.  Let  us,  for 
the  moment,  confine  our  attention  to  the  line  traversing  one  district,  and  dis- 
pense with  the  relay,  supposing  the  contacts  to  be  produced  and  the  currents 
forwarded  by  the  transmitter  directly.  This  simplification  does  not  change  the 
principle  of  action,  for  the  object  of  the  relays  is  only  to  multiply  the  contacts 
and  the  number  of  lines  and  instruments  controlled  by  one  operator. 

The  motion  of  the  revolving  commutator  causes  the  circuits  to  be  alternately 
made  and  broken,  and  short  currents  to  be  in  consequence  sent  to  the  receivers. 
Here  these  currents  give  periodic  impulses  to  the  clutch  which  catches  the 
toothed  wheel  attached  to  the  type-wheel.  The  result  is  that  the  type-wheel  of 
the  receiver  and  commutator  of  the  transmitter  revolve  synchronously.  When 
the  commutator  stops,  the  type-wheel  stops  in  the  same  position.  If  at  this 
instant  the  second  or  printing  circuit  be  closed  by  the  operator,  the  current  that 
flows  lifts  the  printer  and  impresses  the  corresponding  letter  on  the  tape.  When 
the  operator  releases  the  key,  the  commutator  and  the  type-wheel  revolve  again 
until  another  key  is  depressed  or  the  switch  turned  off. 

We  have  not  space  to  notice  the  many  ingenious  details  that  have  been 
devised  by  the  inventor  and  engineer  of  the  company  for  securing  absolute 
regularity  and  synchronism  in  all  the  instruments.  By  a  very  ingenious  device 
of  Mr.  Higgins,  the  inventor,  the  wheel  of  every  receiver  sets  itself  at  zero  when 
the  current  is  first  started.  If,  therefore,  by  accident  or  intention  a  type-wheel 
be  turned  out  of  unison,  so  to  speak,  with  the  transmitter,  immediately  the 
current  starts  the  wheel  comes  automatically  back  to  zero.  The  receivers  require 
but  little  attention  beyond  the  occasional  renewal  of  the  tapes.    The  engineer 
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at  the  central  office  has  everything  so  entirely  under  control,  that  he  can  detect 
and  localise  any  defect  in  a  very  few  minutes,  and  has  at  hand  the  means  of 
promptly  remedying  it.  On  the  whole,  the  work  of  this  company  is  one  of  the 
most  useful,  as  well  as  one  of  the  most  interesting  products  of  the  fruitful 
alliance  of  mechanical  science  with  electricity. 

CONNECTIONS  AND  AUXILIARY  APPARATUS. 

Relay  Apparatus. — ^As  a  current  which  comes  from  a  distance  is  often  so 
weak  that  it  is  insufficient  to  work  the  electro-magnet  that  marks  the  paper,  the 
relay  is  used,  and  a  strong  current  is  sent  from  a  local  battery  through  the  re- 
ceiving instrument.     The  relay  is  a  delicate  form  of  electro-magnet^  resembling  the 


Fig.  778. — American  Relay. 

sounder,  but  having  for  object  simply  the  closing  of  a  contact,  so  as  to  bring  a  local 
battery  into  play.  A  great  many  different  relays  have  been  constructed,  but 
they  all  may,  however,  be  grouped  in  two  classes,  namely,  polarised  and  non- 
polarised relays.  The  former  are  more  frequently  used  in  England  than  the 
latter,  and  are  so  called  because  their  armatures  are  polarised  either  by  means  of 
permanent  magnets  near  them,  or  by  being  themselves  the  poles  of  permanent 
magnets.  One  of  the  oldest  non-polarised  American  rekys  is  shown  in 
Fig.  778.  The  brass  plate  a  a  is  fastened  upon  the  block  a  a,  and  carries  the 
electro-magnets  e  e,  the  iron  cores  of  which  are  connected  with  each  other  by 
means  of  the  iron  piece  m.  The  bearings  for  the  lever  c,  with  its  armature  k, 
are  attached  to  the  pillar  b.  The  motion  of  this  lever  is  limited  by  the  contact 
screws  ef  fastened  to  the  support  d,  which  is  insulated  and  fixed  upon  a  a. 
The  spiral  spring  hi^  the  tension  of  which  can  be  regulated  by  means  of  the 
guiding  piece  gi  moving  upon  gg,  keeps  k  from  being  attracted.  The  support 
gg  is  connected  with  the  binding  screw  /i ;  and  screw  e,  which  has  a  contact  pin 
at  the  upper  end  towards  the  lever  c,  is  connected  with  the  second  binding 
screw  /.     The  screw  c  is  mounted  with  ivory,  and  therefore  does  not  influence 
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the  current.  The  local  circuit,  which  contains  the  local  battery  and  the  writing 
apparatus,  is  closed  at  /  and  h.  When  even  a  very  weak  line  current  passes 
through  the  coils  of  the  electro-magnet  e  Ej,  it  will  cause  it  to  attract  k,  and 
contact  will  be  made  between  c  and  e.  The  current  from  the  local  battery 
reaches  the  support  g  through  h^  flows  through  spring  h^,  the  lever  c^  and 
screw  e  c^  from  there  through  d  and  /,  and  so  into  the  writing  apparatus.  As 
every  line  current  which  reaches  the  relay  acts  in  the  way  described  above, 
it  is  evident  that  the  relay  sends  a  powerful  local  current  instead  of  the  weak 
line  current  into  the  writing  apparatus,  and  thus  produces  a  distinct  writing, 
no  matter  whether  the  sending 
station  be  at  a  short  or  long 
distance. 

Siemens'  Polarised 
Relay. — ^A  polarised  relay  by 
Siemens  is  shown  in  Fig.  779. 
Down  the  side  of  the  instrument 
and  bent  underneath  it,  passes 
the  hard  steel  permanent  magnet 
s  N,  the  upper  or  s  end  of  which 
is  slit  so  that  a  soft  iron  lever  can 
be  pivoted  in  the  slit  at  a.  Upon 
the  horizontal  arm  of  the  perma- 
nent magnet,  which  is  bent  at 
right  angles,  the  electro-magnet 
E  E  is  placed,  and  connected  by 
means  of  the  iron  piece  m.    The 

cores,  which  pass  through  the  plate  a,  have  movable  shoes  b  b^  which  are  kept  in 
the  desired  position*  by  means  of  the  screws  cc.  The  armature  is  represented  by 
the  lever  z,  pivoted  at  a  between  the  south  poles  s  s  of  the  permanent  magnet. 
The  play  of  the  lever  is  horizontal  from  side  to  side,  and  is  limited  by  the  contact 
screws  r  /,  one  of  which  ends  in  an  agate  point,  and  the  other  is  insulated  by  means 
of  the  gutta-percha  pieces  k  k,  and  can  be  adjusted  by  means  of  the  screw  /.  The 
electro-magnet  e  e  being  placed  upon  the  north  pole  n  of  the  permanent  magnet, 
the  poles  b  b  have  north  magnetism,  whilst  z  has  south  magnetism.  The  one  or 
the  other  pole  may  be  made  to  prevail  by  adjusting  the  lever.  The  action  is 
therefore  as  follows :  The  pole  n  of  the  permanent  magnet  n  s  induces  south 
polarity  in  the  bar  m  and  the  ends  of  the  cores  next  it,  and  therefore  causes 
north  polarity  in  the  ends  of  the  cores  remote  from  it.  Again,  the  pole  s  s 
induces  north  polarity  in  the  end  a  of  the  lever  a  z,  which  is  pivoted  to  it,  and 
south  polarity  in  the  end  which  moves  between  the  poles  bb.  The  continuation 
of  this  lever  beyond  z  is  &  non-magnetic  metal,  which  is  not  affected  by  n  s. 
When  the  lever  azis  equally  attracted  by  both  poles  at  b  and  b^  it  remains  equi- 
distant from  them,  but  when  one  pole  is  screwed  a  little  nearer  than  the  other  it 
draws  the  lever  to  it  When  the  relay  is  at  rest  this  is  its  position,  the  lever 
o  G  * 


779. — Polarised  Relay, 
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then  touching  the  agate  point.  When  the  line  current  enters  the  coils  of  the 
electro-magnets  e  e  the  poles  are  changed,  that  at  the  end  b  of  ii  being 
strengthened  as  a  north  pole,  and  that  at  the  end  b  of  i  being  either  weakened  or 
reversed  to  a  south  pole.  Hence  the  lever  is  drawn  from  the  agate  point  to  the 
opposite  metal  point  /,  a^d  remains  in  contact  as  long  as  the  line  current  flows, 

but  falls  away  when  this  current  ceases. 
The  contact  closes  the  local  circuit  which 
works  the  instrument.  The  polarised  relay 
by  Siemens  has  a  resistance  of  1,200  Sie- 
mens' units. 

Lightning  Plates. — For  the  com- 
pletion of  a  so-called  Morse's  system, 
besides  the  apparatus  described,  a  galvano- 
scope  and  some  arrangement  for  protec- 
tion against  lightning  are  required.  The 
galvanoscope  is  used  to  indicate  the  pre- 
sence or  absence  of  a  current  in  the 
circuit,  the  direction  of  the  current,  a 
test  as  to  whether  the  apparatus  is  properly 
joined,  and  the  presence  of  any  £siults  in 
the  line.  Leads  that  are  on  the  outside 
of  buildings  have  to  be  protected  against 
lightning,  that  is,  every  lead  has  to  be 
connected  with  a  lightning  conductor. 
This  is  necessary  both  for  the  protection 
of  persons  employed,  and  also  for  that  of 
the  apparatus.  Different  forms  have  been 
given  to  these  lightning  conductors. 
Br^guef  s,  for  instance,  consists  of  brass 
plates,  the  toothed  edges  of  which  come 
very  close  to  each  other,  so  that  the  in- 
terval can  be  leaped  over  by  currents  of 
high  potential,  but  not  by  an  ordinary 
working  current  The  plates  by  Siemens  and  Halske,  shown  in  Fig.  780,  are  very 
largely  used  at  the  present  time.  Two  cast-iron  plates  Pj  P2  are  fastened  upon 
the  cast-iron  ground  frame  G  g,  being  grooved  on  their  surfaces,  and  insulated 
by  means  of  india-rubber  plates.  Opposite  Pj  p^  is  placed  the  grooved  cast-iron 
plate  d;  a  distance  of  about  o'5  millimetre  is  left  between  the  grooves  of  the 
former  and  the  latter ;  j  j  are  steel  pins,  which  fit  in  the  holes  of  plate  d  ;  d  and 
G  are  connected  with  the  earth-leads  e  ;  plate  Pj  is  connected  with  a  line  l  and 
apparatus  a,  and  plate  P2  is  connected  with  line  Lj  and  Aj.  The  current 
coming,  for  instance,  from  the  line  i^  will  flow  through  the  plate  Pj  and  then 


Fig.  780.— Lightning  Plates. 


through  Aj  to  the  apparatus, 
and  the  line  l  to  the  next 


and  from  thence  to  earth,  or  through  a,  plate  p, 
station.     Atmospheric  electricity  arriving  from  L|, 
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however,  will  take  the  shorter  way,  that  is,  through  plate  P2  and  d,  and  #ien 
to  earth. 

Siemens'  plate  may  also  be  used  for  changing  the  line  connections.  For  this 
purpose  the  holes  i,  2,  and  3  are  bored  in  it,  and  fitted  with  the  plug  s ;  but 
under  ordinary  circumstances,  s  is  inserted  in  the  wooden  knob  K.  When  s  is 
inserted  in  the  bore  i,  plate  p^  is  connected  with  d,  ue,  line  l  and  a  are  con- 
nected with  the  earth ;  the  same  happens  with  l^  and  A|  by  inserting  s  into  2. 
By  inserting  s  into  3,  p^  and  Pj  are  connected  with  each  other,  or  (which  comes 
to  the  same  thing)  with  l  and  Lj,  so  that  their  own  station  apparatus  is  excluded. 
The  apparatus  just  described  is,  as  a  rule,  covered  with  a  wooden  case  h  h, 
which  is  screwed  to  the  table.  The  case  has  only  one  opening,  which  is  opposite 
the  hole  3. 


\a^ 


Fig.  781.— Morse  Connections, 

Connections. — In  order  that  the  mode  of  action  of  the  Morse  system, 
when  completed  with  all  necessary  connections,  may  be  understood,  we  shall 
now  proceed  to  consider  the  connection  of  the  several  portions  of  the  apparatus 
with  each  other,  and  also  with  the  apparatus  of  another  station,  etc. 

Fig.  781  shows  the  connection  of  a  Morse  system  with  relays,  worked  by  single 
currents.  The  lightning  apparatus  and  galvanoscope  are  here  left  out  m  and 
m  indicate  the  Morse  keys,  o  0  sending  contacts,  p/  receiving  contacts,  R  r  the 
magnets  of  the  relays,  n  n  contact  levers  of  the  relays,  Rj  r^  the  electro-magnets 
of  the  writing  apparatus,  c  z  and  c  z  sending  batteries,  c^  z^  and  c^  z^  local 
batteries  of  both  stations  going.  When  no  signalling  is  on,  these  stations  are 
connected  by  means  of  the  line  l  and  earth-lead  e  e.  When  one  station  wishes 
to  send  a  telegram  to  another,  the  following  circuit  can  be  closed  by  pressing 
down  the  key  m  upon  o,  so  as  to  close  the  contact  at  o,  and  at  the  same  time 
to  open  the  contact  at  p :  From  one  pole  c  of  the  sending  battery,  the  current 
flows  over  o  m  through  the  line  into  the  second  station,  thence  it  proceeds  over 
mp  into  the  electro-magnet  r  of  the  relay,  and  so  to  earth.  The  other  battery- 
pole  z  of  the  sending  station  is  also  connected  with  earth.  The  electro-magnet  r 
attracts  its  armature,  contact  is  made  at  /i,  and  the  local  circuit  of  the  receiving 
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station  closed.  The  current  now  flows  from  one  pole  ^i  of  the  local  battery  over 
«i,  through  the  line  /^  into  the  electro-magnet  r^  i^i  the  writing  apparatus,  hence 
it  proceeds  to  the  second  pole  c^  and  so  back  to  the  local  battery.  The  magnet 
of  the  writing  apparatus  attracts  its  armature,  presses  the  pencil  or  printing  wheel 
against  the  strip  of  paper,  and  reproduces  the  sign  given  by  the  key  m. 

Ink  writers  are,  however,  more  frequently  used  without  relays.  In  this  case 
the  ink  writer  is  substituted  for  the  relay  and  local  battery,  but  otherwise  the 
figure  serves  for  both  cases. 

The  connection  of  an  end  station  by  means  of  a  relay  is  shown  in  Fig.  782. 
G  represents  a  galvanoscope,  and  b  a  lightning  plate.     The  current  arriving  from 

L  flows  over  2  into  the  plate  hh  oi  ^ 
through  the  battery  Bj  and  the  galva- 
nometer G,  and  then  through  the  key  t, 
which  is  connected  with  the  electro- 
magnet of  the  relay ;  it  then  flows  through 
the  plate  aaoi  the  lightning  conductor 
over  I  to  earth.  When  the  current  is 
interrupted  the  spring  r  of  the  relay  takes 
off"  the  lever  from  the  contact  r;  and 
makes  contact  at  d^  and  thus  the  local 
circuit  is  closed  as  follows  :  The  current 
flows  from  the  local  battery  B9  over  5  to 
dy  through  R  into  the  writing  apparatus  a, 
and  from  here  over  6  and  back  to  the 
battery.  For  every  interruption  of  cur- 
rent in  the  circuit  a  sign  is  produced  in 
the  writing  apparatus  of  the  end  station. 
If  the  station  is  an  intermediate  one,  and 
not  an  end  station,  the  connection  has 
to  be  slightly  altered ;  this  alteration  is 
indicated  by  the  thin  Imes  in  Fig.  782.  The  change  is  as  follows  :  The  plate  a 
of  the  lightning  plate  is  not  connected  by  means  of  i  to  the  earth-leads,  but  is 
joined  to  the  line  Lj. 

Intermediate  and  Terminal  Stations. — Arrangements  are  some- 
times used  to  send  on  telegrams  through  an  intermediate  station  to  the  end 
stations  automatically,  when  the  distance  between  the  sending  and  receiving 
stations  is  considerable.  The  arrangements  have  to  be  different  for  the  Morse, 
the  Hughes,  and  the  self-acting  apparatus.  For  the  Morse  apparatus  the  con- 
nection is  shown  in  Fig.  783.  The  lines  Lj  Lj  are  connected  by  the  clamps 
2  and  3  to  the  relay  levers  \  and  h^  at  the  intermediate  station.  The 
contact  r^  is  connected  with  the  electro-magnet  r^,  and  the  contact  r^  with 
the  electro-magnet  Rj.  The  contacts  /j  and  /^  are  usually  connected  with 
one  and  the  same  battery  b.  If,  however,  the  resistances  in  the  lines  differ 
very  much,  a  more  powerful  current  is  used  for  the  larger  resistance  than 


Fig.  782.— A  Morse  End  Station. 
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for  the  smaller.  A  telegram  arriving,  for  instance,  through  l,  is  transmitted 
in  the  following  manner :  The  currents  fix)m  l^  enter  at  2,  flow  over  h^  to  r^, 
through  the  coils  of  the  electro-magnet  r^  and  then  over  b^  to  earth.  In 
their  passage  these  currents  act  on  the  relay  and  bring  into  play  the  battery  b  at 
the  intermediate  station,  for  Rj  attracts  its  armature,  and  causes  the  lever  Aj  to 
make  contact  with  /g.    Now  as  one  pole  of  battery  b  is  connected  to  earth  by 


^»g'  7^3' — Connection  of  Intermediate  Station. 
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Fig.  784.— A  General  Station. 

means  of  4,  when  the  contact  t^  is  closed  by  the  relay  the  current  flows  from  the 
second  pole  over  5,  tt^  the  lever  h^  and  thence  over  3,  to  the  line  Lg.  A  similar 
action  takes  place  when  the  sending  occurs  in  the  other  direction.  A  current 
coming  from  i^  flows  over  3  h^  r^  Rj,  e^,  to  earth,  whereby  ^  is  caused  to  make 
contact  with  /,  and  a  current  is  sent  from  battery  b  over  5  /^  Ai  and  2,  into 
line  Lj. 

Fig.  784  shows  the  connection  of  apparatus  for  a  station  which  is  to  be  used 
either  as  an  intermediate  or  as  an  end  station,  ki  and  k^  indicate  the  commu- 
tators with  their  contacts  a^  ^j  and  a^  ^3 ;  t^  and  Xg  are  Morse  keys.  By  pushing 
the  two  handles  to  the  right  so  thjit  ij  makes  contact  with  ^,  and  k^  with  ^j, 
the  station  is  connected  as  an  intermediate  station.     I(  for  instance,  a  current 
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arrives  from  Li  it  will  flow  over  2  k^  b^  h^  r^,  to  the  contacts  of  key  Tg,  then 
through  the  electro-magnet  r^,  over  i  to  earth  at  e.  The  relay  is  by  this 
means  brought  into  play,  and  the  lever  h^  makes  contact  at  t^  sending  the 
current  of  battery  b  over  5  ^a  ^  ^8  '^  ^^^  3  ^^  ^^^  ^'  When  the  handles  are 
pushed  to  the  left  a  current  arriving  from  \^  flows  over  3  ^  ^  t^,  into  the 
coils  of  the  electro-magnet  Rg,  and  from  here  over  i  to  earth  e.  Although  the 
lever  h^  makes  contact  with  t^  the  battery  is  not  connected  with  line  l^  or  Lg,  as 
may  be  seen  from  the  figure,  and  therefore  the  station  acts  as  a  terminal 
receiving  station.  We  need  hardly  mention  that  polarised  relays  may  be 
advantageously  used  for  transmission  in  all  these  cases. 

It  would  not  be  advisable  to  employ  the  Hughes  apparatus  at  the  intermediate 
station  in  the  same  manner  as  the  Morse  apparatus  is  connected,  first,  because 
the  Hughes  apparatus  is  too  expensive;  and,  secondly,  because  it  would  be 

necessary  to  employ  four  Hughes  instruments, 
which  would  have  to  be  made  to  move  syn- 
chronously. Many  proposals  have  been  made 
for  transmission  on  to  a  Hughes  apparatus,  but 
we  need  only  describe  one  of  them,  namely,  the 
arrangement  shown  in  Fig.  785. 

R  and  Rx  represent  Siemens'  polarised  relays, 
rr^  and  //j  being  their  contacts.  The  lines  l  l, 
are  joined  to  the  relay  levers  at  h  and  ^j,  and  are 
connected  with  the  electro-magnet  through  a  and 


Fig.  785.— Connection  for  the 
Hughes  Apparatus. 


a^.    w  and  Wj  are  inserted  resistances ;  a  is  further 


connected  with  the  contact  r^,  and  a-^  with  the 
contact  r.  The  contacts  /  and  /j  are  connected 
with  the  zinc  pole  of  battery  a  The  second  ends  of  the  wires  of  the 
electro-magnet  are  joined  to  the  earth-leads  e.  As  the  resistance  w  b  equal 
to  half  the  resistance  of  line  l,  and  resistance  w^  to  half  the  resbtance  of  l^, 
the  resistance  which  the  circuit  offers  to  the  electro-magnet  of  the  relay  r 
is  equal  to  f  of  the  resistance  of  l,  and  the  resistance  which  it  offers  to  the 
electro-magnet  of  Rj  b  equal  to  \  of  the  resbtance  of  l^.  When  a  current 
passes  through  the  line  i^  to  the  intermediate  station,  it  flows  in  the  following 
directions  :  The  line  current  divides  at  h^  into  two  portions,  the  larger  of  which 
flows  through  the  rod  which  offers  it  the  least  resbtance,  that  b  over  r^  or 
through  the  coib  of  the  electro-magnet  r,  and  then  to  earth  e  ;  the  weaker 
portion  flows  from  h^  through  the  resbtance  Wj,  until  it  reaches  a^ ;  here  it 
divides  again — one  branch  flows  from  a^  through  the  coils  of  Rj,  and  then  to 
earth ;  the  other  flows  from  a^  over  r  and  h  to  the  line  l.  The  strongest  of  these 
three  branch  currents,  that  b  the  one  over  r^,  reaches  the  coib  of  the  electro- 
magnet R,  and  causes  the  lever  of  r  to  make  contact  with  /,  thus  making  the 
passage  of  the  current  of  battery  b  as  follows :  From  «,  over  /,  through  the 
lever  of  the  relay  to  h^  and  then  to  the  line  l  ;  no  resistance  being  inserted 
here,   the  greater  portion  of  the  battery   current   will    flow   to   the   Hughes 
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apparatus  at  the  end  station.  As  h  is  connected  with  a,  a  branch  current  will 
also  take  this  course,  but  in  consequence  of  the  inserted  resistance  at  w,  will 
only  be  a  very  weak  one.  This  branch  current  again  divides  at  «,  one  part 
flowing  through  the  coils  of  R  to  earth,  whilst  the  other  part  flows  over  r^  and  h^ 
as  counter  current  into  the  line  l,  and  from  there  to  the  Hughes  apparatus. 
The  electro-magnet  r  is,  therefore,  influenced  by  two  currents,  one  coming 
through  Lj  h^  r^,  namely,  the  line  current ;  the  other  coming  from  b  over  u  t  hvf 
and  a,  namely,  the  battery  current  The  latter 
circulates  through  the  coils  of  the  electro- 
magnet at  the  very  moment  when  the  former 
causes  the  lever  of  r  to  make  contact.  The 
first  current  having  the  direction  opposite  to 
that  of  the  latter,  it  follows  that  the  battery 
current  will  cause  the  lever  of  the  relay  r 
to  be  brought  back  again  upon  the  contact  r. 
When  the  Hughes  apparatus  is  used,  it  is  neces- 
sary to  employ  the  opposition  current,  which 
will  force  back  the  armature  at  the  required 
moment  into  its  first  position,  that  is  to  say, 
the  position  of  rest 

Calls  and  Alarms.  —  To  signal  from 
one  station  to  another,  bells,  as  a  rule,  are 
used.  These  bells  are  generally  similar  to 
those  already  described  when  we  were  con- 
sidering the  telephone  installations.  Fig.  786 
represents  a  simple  and  common  form  of 
bell,  the  hammer  of  which  is  attached  to  the 
armature  of  an  electro-magnet.  The  current 
enters  the  screw  a^  flows  through  the  coils  of 
the  electro-magnet  m  m,  and  passes  tp  the 
screw  d  and  spring/  which  carries  the  arma- 
ture A ;  from  /  the  current  flows  through  the  contact  pin  c  to  the  second  pole- 
clamp  b.  The  armature  is  attracted  by  the  magnet,  and  the  arm  b  with  its 
hammer  k  strikes  against  the  bell  g  ;  whenever  this  happens  the  contact  is  broken 
between  c  and  /  and  the  armature  returns  to  its  original  position  and  makes 
contact  again. 

Telegraph  Leads. — Many  of  the  arrangements  and  precautions  which  we 
have  described  in  connection  with  telephone  installations  are  applicable  to 
telegraph  lines,  except  that  it  is  not  so  necessary  to  provide  against  the  induction 
of  parallel  wires.  Telegraph  lines  are  open  and  overlaid  {i,e,  overhead  wires),  or 
covered  and  underlaid  (subterranean  and  submarine). 

An  open  line  of  telegraph  requires  supports,  wires,  and  insulators.  Supports 
may  be  of  wood  or  iron.  In  England,  however,  wood  is  employed  chiefly, 
because  it  is  three  times  as  cheap  as  iron,  and  is  a  better  insulator  when  dry. 


Fig.  786.— Electric  Bell 
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The  wood  generally  used  is  either  native-grown  larch  or  Scotch  fir.  To  prevent 
decay  the,  wood  is  usually  seasoned  and  dressed  or  pickled.  The  seasoning  is 
for  the  purpose  of  getting  rid  of  the  sap,  and  is  eflfected  best  by  exposure  to  free 
currents  of  air.  The  means  used  for  the  preservation  of  timber  may  be  applied 
externally  or  internally. 

Charring  and  tarring  are  external  applications.  The  charring  consists  in 
roasting  the  butt-end  of  the  pole  over  a  slow  fire.  The  tarring  coats  the  thick 
end  with  a  mixture  of  three  parts  of  Stockholm  tar,  seven  parts  of  gas-tar  well 
boiled,  and  three  parts  of  slaked  lime.  Wood  is  kyanised  by  impregnating  it 
with  certain  metallic  salts,  such  as  corrosive  sublimate  (perchloride  of  mercury). 
Chloride  of  zinc,  and  copper  sulphate,  have  also  been  used  in  a  similar  way,  and 
the  three  methods  have  been  named  after  their  respective  discoverers  Kyan, 
Burnet,  and  Boucher. 

Another  useful  application  is  creosote,  an  oily  coal-tar  product  formed  in  the 
distillation  of  coal.  It  is  prophylactic  and  antiseptic,  preventing  disease  and 
destroying  the  germs  of  animal  life,  besides  which,  when  forced  into  the  pores 
of  the  dried  wood,  it  makes  it  impervious  to  moisture.  Of  all  the  processes 
for  the  preservation  of  timber,  creosoting  has  given  the  most  universal  satis- 
faction. 

The  Wires. — Iron  is  the  material  employed  in  open  telegraph  lines.  Copper, 
though  a  better  conductor  than  iron,  is  not  so  good  for  suspended  lines,  as  it 
stretches,  soon  loses  its  elasticity,  and  is  much  affected  by  temperature.  The 
wire  in  general  use  for  all  through-circuits  is  No.  8  (diameter  '170  inch).  No.  11 
(diameter  '125  inch),  is  used  for  short  circuits  pf  minor  importance.  Iron  wire 
ought  to  be  covered  with  a  coating  of  zinc  (galvanising). 

Insulators. — Of  the  substances  in  the  list  of  non-conductors  on  page  z^, 
some  may  be  excluded  for  the  purpose  before  us  on  account  of  want  of 
durability. 

Glass  possesses  high  resistance  to  the  passage  of  electricity,  and  has  a 
smooth  hard  surface;  but  it  condenses  the  moisture  from  the  air  on  the 
surface  so  as  to  destroy  the  insulation,  and  is  very  brittle.  Ebonite  offers 
a  very  high  resistance  and  is  strong,  but  its  surface  deteriorates  rapidly, 
becoming  cracked  and  fissured,  so  as  to  retain  both  dirt  and  moisture. 
Earthenware  is  the  material  from  which  most  of  the  insulators  are  made,  the 
better  kinds  being  of  glazed  porcelain,  the  commoner  of  glazed  brown  pot- 
tery ware.  The  form  given  to  these  is  usually  that  of  an  inverted  cup  or  belL 
The  most  perfect  form  of  insulator  will  be  that  in  which  the  surface  exposed 
is  a  minimum,  and  the  wire  is  as  far  as  it  can  be  from  the  main  support 
That  which  is  in  most  general  use  in  England  is  the  insulator  of  Mr.  C.  F. 
Varley.  It  is  made  in  porcelain  and  also  in  brown  earthenware,  and  is 
shown  in  Fig.  787.  It  consists  of  two  distinct  and  separate  inverted  cups 
{a  and  b),  fitted  into  each  other  by  cement  The  inner  cup  screws  into  the 
outer,  and  is  cemented  to  an  iron  stem  c,  which  serves  as  a  bolt  to  fix  it  to  the 
cross-bar  or  arm  d.     The  wire  is  placed  in  the  groove  of  the  insulator  and  very 
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tightly  bound  to  it.  The  two  cups  have  recently  been  made  in  one  by  being 
united  at  the  upper  end.  Another  insulator,  lately  introduced  by  Messrs.  Johnson 
and  Phillips,  is  an  inverted  porcelain  bell  curved  inwards  at  the  bottom  so  as  to 
form  a  ledge  or  furrow  all  round  it.    This  channel  is  filled  with  an  insulating  oil. 

The  supports  for  the  insulators  are  either  wooden  arms  or  iron  braciets. 
The  arms  in  England  are  formed  of  oak. 

No.  1 6  galvanised  iron  wire  is  employed  for  binding  purposes.  The  form 
of  joint  now  adopted  is  that  introduced  by  Mr.  Edwin  Clark,  and  known  as  the 
Britannia  joint.    The  ends  of  the  wires  are  carefully  scraped  clean  for  about  two 


■qpr 

Fig.  787.  — Varley*s  Insulator. 

inches,  and  laid  one  over  the  other,  they  are  then  bound  firmly  together  with 
wire,  are  smeared  with  chloride  of  zinc,  and  solder  is  applied  in  the  usual  way. 

AUTOMATIC   TELEGRAPHY. 

The  object  of  automatic  telegraphy  is  to  give  the  telegraphic  signs  more 
quickly  and  more  correctly  than  they  can  be  given  by  the  hand.  The  hand 
of  the  operator  has  a  limited  speed  of  working,  and  both  that  and  the  atten- 
tion or  mental  strain  soon  tire.  Hence  the  messages  sent  by  hand  soon  lose 
their  clearness.  Moreover,  interruptions  and  varying  conditions  of  health  tend 
also  to  render  hand-signals  illegible.  Mechanical  means  therefore  have  been 
devised  for  assisting  the  sending  clerk,  and  securing  precision.  Bain  first  pro- 
posed a  plan  in  1846  to  work  with  his  chemical  marking.  He  punched  holes 
and  slits  in  a  ribbon  of  paper  to  mark  the  dots  and  dashes  of  the  messages,  and 
by  drawing  the  ribbon  at  a  uniform  speed  beneath  conducting  brushes  over  a 
metal  roller,  caused  contact  to  be  made  at  corresponding  intervals. 
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The  Wheatstone  System. — ^Wheatstone's  system  of  punching  has  re- 
placed Bain's  so  far  as  England  is  concerned.  The  punching  is  done  by  a  special 
instrument  called  a  perforator.  It  has  three  keys,  one  of  which  is  connected 
with  a  single  punch;  a  second  moves  a  single  punch  in  a  line  with  the  firsti 
together  with  two  other  punches,  one  above  and  the  other  below;  the  third 
key  works  two  punches  in  a  line  with  the  first,  together  with  a  punch 
above  the  first,  and  another  punch  below  the  second.  Whenever  a  key  is 
depressed  the  paper  is  jerked  a  step  forward.  The  marks  made  by  the 
three  keys  are  therefore  as  follows  : — first  o  ,  second  8 ,  third  o  g  ^  The  first  is 
understood  to  mark  a  space,  the  second  a  dot,  the  third  a  dash.  When  the 
punched  paper  is  drawn  by  clockwork  through  the  transmitter  by  means  of 
a  spur  wheel  that  catches '  in  the  central  line  of  holes,  the  side  holes  let  pins 
on  an  oscillating  lever  make  contact  alternately  with  the  positive  and  the 
negative  pole  of  the  battery.  The  holes  for  a  dot  allow  a  reversal  of  current 
at  each  oscillation ;  those  for  a  dash,  at  each  second  oscillation.  The  receiver 
is  an  ink  writer  of  a  sensitive  kind,  so  constructed  that  to  make  the  disc  mark  a 
current  has  to  be  sent  in  one  direction  and  has  to  be  followed  by  a  current  in 
the  opposite  direction.  A  dot  is  written  by  sending  a  transient  current  in  one 
direction  to  move  the  disc,  another  immediately  after  to  bring  it  back.  A  dash 
is  written  when  the  reverse  current  follows  the  first  at  a  longer  interval  But 
these  currents  are  just  what  are  produced  by  the  contacts  through  the  punched 
paper  in  the  transmitter. 

The  following  is  a  word,  as  it  appears  on  the  punched  ribbon  : 


000  0000      GOO  o  oooo  ooo  ooo> 

>oooooooooooooooooooooooooooooooooooooooooo> 
cooooooooo         oooo         o         ooo        ooo) 

W.HEATST  O  NE 

This  automatic  apparatus  is  used  in  England  for  ordinary  messages  on  long 
lines  that  are  much  worked,  and  for  the  transmission  of  news  on  lines  to 
provincial  centres.  Several  clerks  can  be  punching  the  messages  as  they 
arrive,  while  another  is  transmitting.  The  rate  at  which  the  latter  clerk  can 
despatch  the  message  is  more  than  double  that  at  which  he  could  send  with  a 
Morse  key.  The  average  rate  of  working  on  long  circuits  with  Wheatstone- 
punched  ribbon  is  about  seventy-two  words  per  minute.  For  short  circuits, 
however,  and  circuits  that  are  not  often  charged  with  a  glut  of  work,  it  would  be 
a  needless  expense  to  fit  up  this  apparatus,  for  nothing  would  be  gained  by 
delaying  the  transmission  of  the  message  until  it  is  punched,  the  line  and  sender 
being  idle  meanwhile.  The  method  lends  itself  admirably  to  the  transmission 
of  news ;  for  one  punched  ribbon  can  be  used  again  and  again  in  wiring  to 
different  centres  the  same  message. 
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Alteneck's  System.— Fig.  788  represents  the  system  of  Hefner  Alteneck, 
which  may  be  conveniently  described  in  this  place,  as,  although  it  is  worked  by 
keys,  it  combines  some  of  the  time-saving  qualities  of  an  automatic  apparatus. 
The  combination  of  dots  and  dashes  which  form  any  letter  or  sign  are  produced 
by  the  depression  of  a  single  key.  Each  key  operates  by  means  of  levers  and 
wheelwork  on  a  pointer  connected  with  the  case  d  shown  in  the  figure.  There 
are  forty-nine  keys,  here  arranged  in  seven  rows ;  the  arrangement  being  such 
that  the  letters,  signs,  etc.,  which  occur  most  often  art  nearest  the  hand.  An 
enlarged  representation  of  a  single  element  of  the  case  d  may  be  seen  in  Fig. 
789.     Each  key  t  is  connected  by  means  of  a  lever  with  a  vertical  sheet  of 


Fig.  788.  —Alteneck's  Automatic  Telegraph. 

metal  s,  which  has  the  letter  or  sign  of  the  key  filed  out  on  its  free  edge ;  oppo- 
site to  these  sheets  of  metal  s,  nineteen  horizontal  metal  strips  q  Q  are  placed, 
and  behind  these  a  corresponding  number  of  levers  h,  which  are  also  of  sheet 
metal  The  reason  for  this  number  will  be  apparent  on  examining  the  length  of 
the  longest  letter.  A  dash  in  the  plate  s  will  thrust  in  three  strips,  but  a  dot  only 
one.  The  longest  sign  is  the  nought,  which  consists  of  five  dashes,  separated 
by  four  spaces,  and  therefore  requires  3x5+4,  or  nineteen  strips.  The  levers 
operate  in  the  following  manner  to  liberate  the  case  d,  and  to  allow  it  to  turn 
under  the  influence  of  its  driving  weight :  The  rods  «,  which  stand  opposite  the 
edge  of  case  d,  are  fastened  to  the  upper  arms  of  the  levers  h,  and  are  placed  so 
as  to  work  upon  a  number  of  little  rods  s  s,  which  may  be  pushed  a  little  be- 
yond the  surface  of  the  case.  The  edge  acof  the  case  has  also  teeth  which  are 
cut  crossways,  and  in  which  the  trigger  /  catches.  When  a  key,  t,  is  depressed, 
the  strips  of  metal  Q  q,  corresponding  to  the  projections  on  the  free  edge  of  the 
vertical  metal  plate  s,  are  pushed  forward,  and  affect  the  corresponding  levers  h. 
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which  in  turn  transmit  the  movement  to  the  pins  x.  The  driving  weight  operat- 
ing by  means  of  the  system  of  wheelwork,  tends  to  turn  the  case,  but  the  motion 
is  prevented  so  long  as  the  catch  /  lies  between  two  teeth.  When,  however,  a 
pin  s  is  pushed  forward  by  means  of  «,  the  catch  is  removed  and  the  wheel  is 
allowed  to  turn.     In  this  manner  the  contour  of  s  is  reproduced  on  the  edge 

of  the  circumference  of  d. 
The  letters  are  transmitted 
from  D  by  means  of  the 
pointer  /,  and  the  bent  lever  <?, 
which  is  connected  with  the 
lever  c  Before  the  action 
begins,  the  contact  lever  c  is 
forced  against  the  stationary 
contact  by  means  of  a  spring, 
but  when  the  lever  o  is  turned, 
the  pin  v  is  pushed  out,  and 
c  is  forced  against  the  working 
contact  At  the  same  time 
the  pointer  i,  by  passing  its 
end  over  the  projecting  pins  J, 
brings  about  the  corresponding 
duration  of  current,  as  well  as 
the  appearance  of  the  current 
at  the  right  time.  The  proper 
duration  of  the  current  can 
only  be  obtained  when,  besides 
the  pushing  forward  of  the  pins 
s  s,  the  pointer  is  also  made  to 
move  with  relative  velocity  over 
each  group  of  pins.  To  bring 
about  this  result  the  case, 
which  rotates  in  a  jerky  fashion,  is  connected  with  the  pointer  in  the  following 
manner :  The  shaft  of  the  case  is  hollow,  and  through  it  passes  the  shaft  of  the 
pointer.  The  case,  with  its  fly-wheel  m,  bears  but  lightly  on  the  shaft  m  of  the 
pointer,  and  at  this  point  one  end  of  a  spiral  spring,  f,  is  fastened  to  m,  while 
the  other  end  is  joined  to  the  frame.  When  the  case  rotates,  the  pointer  moves 
with  it,  but  at  the  same  time  the  spring  is  strained,  and  tends  to  bring  the  pointer 
back  to  its  starting  point  a.  Hence  the  projecting  ends  of  the  rods  s  move 
across  the  end  of  the  pointer,  and  contact  lasts  for  the  interval  of  a  dot  or  dash 
as  the  case  may  be.  To  make  the  motion  uniform,  the  toothed  wheel  k,  which 
is  fastened  to  w,  drives  a  small  wheelwork  which  sets  the  fan  w  in  motion  so  as 
to  act  as  a  regulator.  When  the  telegram  has  been  transmitted,  the  pins  s  x, 
which  had  been  pushed  forward,  are  again  brought  into  their  former  position 
by  means  of  an  inclined  plane  not  shown  in  the  figure. 


Fig.  789.— Alteneck's  Automatic  Telegraph. 
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DUPLEX   AND    MULTIPLEX   TELEGRAPHY. 

By  duplex  telegraphy  is  meant  the  sending  of  two  telegrams  in  opposite  direc- 
tions at  the  same  time  through  the  same  wire.  The  various  methods  are  all 
based  on  the  principle  of  registering  alterations  in  the  strength  of  the  current 
flowing  through  the  line.  Such  alterations  have  been  obtained  by  two  methods, 
namely,  (i)  by  using  differential  relays,  or,  which  is  the  same  thing,  by  a 
separation  of  the  two  coils  of  a  relay,  or  (2)  by  means  of  a  Wheatstone  bridge. 

The  DifFerential  Method. — The  system  in  which  the  coils  of  the  relay 
are  separated  from  each  other,  is  shown  in  Fig.  .790.  The  Morse  keys  a  a  have 
auxiliary  levers  b  b^  connected  with  the  relay  coils  r^  and  r^,  which  are  in- 
dependent of  each  other.    The  batteries  b  b  are  connected  with  the  Morse  key ; 
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Fig.  790.— Differential  Method. 


L  represents  the  line  which  connects  the  two  stations  i  and  11  with  each  other. 
The  batteries  of  both  stations,  as  may  be  seen  from  the  figure,  are  put  in  series. 
Let  us  assume  that  the  key  a  is  depressed  at  station  i  only,  then  contact 
between  b  and  c  is  broken,  and  the  current  flows  from  the  battery  b  over  a 
and  b  into  the  coils  r^,  thence  from  the  one  arm  of  the  relay,  and  so  through 
the  line  to  station  11.  As  the  spring  of  the  relay  lever  is  very  powerful,  the 
current  which  circulates  through  one  arm  only  of  the  electro-magnet  is  not 
sufficiently  powerful  to  attract  the  armature.  When  the  current  arrives  at 
station  11,  and  reaches  the  coils  of  Rj,  it  flows  over  the  contact  ^^  of  the 
auxiliary  lever,  and  from  here  through  the  coils  of  the  second  electro-magnet 
arm  Rjj,  and  so  to  earth  e.  When  the  current  circulates  through  both  arms 
of  the  electro-magnet  of  station  11,  the  magnet  becomes  sufficiently  powerful 
to  overcome  the  force  of  the  spring. 

When  both  keys  are  depressed  at  the  same  time  the  current  flows  as  follows : 
From  the  battery  b  of  station  i,  over  a  b  and  Rp  through  the  line  l  to  station  11, 
through  the  coils  of  the  electro-magnet  Rj,  and  then  over  b  and  a,  to  battery  b  of 
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II,  and  then  to  earth.  The  relay  of  station  ii  will  not  be  affected  by  the  current, 
because  only  one  arm  of  the  electro-magnet  has  a  current  passing  through  it, 
unless  the  batteries  bb  of  both  stations  have  been  put  in  series.  By  the 
simultaneous  depression  of  the  keys  of  both  stations,  the  coils  of  the  electro- 
magnet Ri  are  connected  with  the  battery  of  station  ii,  so  that  the  coils  have 
the  currents  of  both  batteries  flowing  through  them,  and  the  increased  force  of 
attraction  of  the  one  magnet  r^  of  station  ii  is  sufficient  to  overcome  the  force  of 
the  spring.  The  same  holds  good  for  station  i.  The  result  is  that  the  depression 
of  one  key  acts  on  the  distant  station,  but  the  simultaneous  depression  of  both 
keys  acts  on  both  stations.  The  arrangement  therefore  permits  of  telegrams 
being  sent  at  the  same  time  in  opposite  directions  through  the  same  wire. 


Fig-  791.— Schwendler's  Bridge  Method. 


The  Bridge  Method.— The  method  devised  by  Schwendler,  in  which  he 
uses  a  Wheatstone  bridge,  is  shown  in  Fig.  791.  At  the  distant  stations 
I  and  II,  B^  and  Bg  indicate  equally  strong  batteries,  the  zinc  poles  of  which  are 
connected  at  both  stations  with  earth,  whilst  the  copper  poles  are  connected 
with  the  keys  t^  Tg.  Above  these  keys  are  what  may  be  called  the  auxiliary 
levers  Hj  and  h^.  The  contacts  4  of  the  auxiliary  levers  are  connected  by 
means  of  the  resistances  b  with  the  earth.  From  the  auxiliary  levers  lead  the 
branches  n^  Lj,  Nj  Lj,  n^  Mj,  Ng  Mo.  The  ends  of  Lj  and  L3  are  connected 
with  each  other  by  means  of  the  line  /.  The  ends  m^  and  Mg  are  connected 
with  earth  through  the  resistances  z,  and  Lj  Mj,  Lj  Mg  are  connected  with  each 
other.  The  resistances  x  and  y  are  inserted  in  the  branches,  and  a  receiving 
apparatus  is  inserted  in  the  connecting  line  of  every  two  branches.  These 
are  represented  by  the  relays  r^  and  Rg.  Let  us  consider  two  cases — first, 
when  only  one  station  is  active,  and  secondly,  when  both  stations  are  active. 
When  the  key  t^  at  station  i  is  depressed,  the  contact  between  h^  and  4  is 
broken,  and  contact  is  made  between  Hj  and  3.  From  the  battery  Bj  a  current 
then  flows  over  3  and  h^  to  N),  and  from  here  partly  throu^  the  resistance  y 
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over  M,  and  the  resistance  z  to  earth,  and  partly  through  the  resistance  x  over 
Lj  into  the  line  /.  The  distance  Lj  Mj,  which  contains  the  relay  of  the  sending 
station  i,  remains  without  current.  When  the  current  arrives  in  station  11  at  Lg 
it  divides  into  two  branches,  one  of  which  flows  over  Lg  Mg  through  resistance  z 
to  earth  ;  the  other  flows  through  the  resistance  x  over  H3  to  4,  and  then  through 
the  resistance  b  to  earth.  At  the  receiving  station  11,  therefore,  the  branch  Ng  m^ 
forms  the  bridge,  which  is  without  current,  and  the  relay  r^  lies  in  the  branch 
Lji  Ms,  through  which  a  current  flows.  If,  however,  both  stations  work  at  the  same 


■« 


Fig.  792.— A  Qtiftdniplex  Telegraph. 


time,  the  contact  between  h^  and  4  will  also  be  broken  in  station  11,  and  that 
between  3  and  Hg  made.  From  battery  Bg  therefore  a  current  will  also  flow 
over  Tg,  3,  Hj,  jp,  Lg,  and  then  into  the  line  /.  This  current  being  opposite  in  direc- 
tion to  that  sent  from  station  i  into  line  /,  and  both  currents  being  equally  strong, 
their  effects  in  the  line  /  will  be  neutralised,  ix,  line  /  will  be  without  current 
In  each  station,  therefore,  a  local  current  is  formed,  whose  course  for  station  11, 
for  instance,  is  as  follows  :  The  current  flows  from  Bg  over  Xg  3  and  Hg  to  Ng, 
where  it  divides  in  the  branches  Ng  Mg  and  Ng  Lg  Mg,  both  branches  unite  again 
at  Mg  and  flow  over  z  to  earth  Eg.  The  relay  Rg,  lying  in  a  branch  through  which 
no  current  flows,  will,  therefore,  be  affected.  The  method  just  now  described 
can  only  be  employed  successfully  when  the  resistances  in  the  several  branches 
are  calculated  according  to  the  law  of  proportion  for  Wheatstone's  bridge. 

Multiplex  Telegraphy. — The  principle  of  Multiplex  Telegraphy  is  a 
very  simple  one,  and  can  be  made  clear  with  the  help  of  Fig.  792.    It  represents 
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a  station  with  four  Morse  systems ;  r  are  the  writing  apparatus,  t  the  keys ;  each 
system  is  connected  with  one  of  the  sectors  i — iv.  The  line  l  is  connected  by 
means  of  a  sliding  spring  with  the  axis  x^  which  is  made  to  move  by  clockwork, 
and  which  causes  the  pointer  x  z  Xjo  slide  over  the  insulated  contact  pieces 
I,  II,  III,  and  IV  in  the  direction  indicated  by  the  arrow.  By  this  arrangement  the 
writing  instruments  i  to  4  are  connected  with  the  line  in  turns,  and  each  remains 
in  this  position  for  a  quarter  of  a  revolution  of  the  pointer.  A  second  station  b, 
which  is  connected  with  a  by  the  line,  is  fitted  in  exactly  the  same  manner,  and 
the  pointers  x  z  2X,  both  stations  move  isochronously,  ue,  the  pointer  of  station  a 
moves  over  sector  i  when  the  pointer  of  station  b  moves  over  sector  i,  and  so 
on.  Apparatus  i  of  station  a  will,  therefore,  be  connected  with  apparatus  i  of 
station  b  by  means  of  the  line,  as  long  as  the  pointers  x  z  move  over  the  contact 
piece  I.  The  apparatus  i  can  therefore  send  and  receive  signs.  When  the 
pointers  of  both  stations  have  reached  sector  11  the  apparatus  2  of  the  two 
stations  will  be  connected,  and  this  will  continue  until  all  the  apparatus  have 
been  connected,  that  is,  until  the  pointers  have  made  one  complete  revolution. 

This  explanation  is  probably  sufficient  to  make  the  principle  understood,  but 
to  show  the  details  of  the  connections  we  must  examine  a  complete  system  in 
which  the  above  principle  is  applied  ;  for  this  purpose  we  will  select  the  Multi- 
plex apparatus  by  Bemhard  Meyer. 

Meyer's  Multiplex  Telegraph. — Each  of  the  four  attendants  has  to  use 
his  quadrant,  so  as  to  give  all  the  necessary  signs  during  the  time  allotted; 
but  to  send  the  call-signal  involves  a  task  which  would  be  beyond  the  powers  of 
any  one  key  without  a  special  contrivance.  In  order  to  make  this  possible 
several  keys  are  connected  with  each  other,  so  that  by  depressing  one  key,  two 
or  three  more  are  depressed  at  the  same  time  in  a  manner  to  be  described 
later  on. 

Each  quadrant.  Fig.  793,  is  subdivided  into  twelve  parts  (i  to  12) ;  the  parts 
I  to  1 1  are  connected  with  the  axes  of  the  eight  keys  i^  to  rvi  and  i^  to  iv*.  The 
rest  of  the  contacts  of  the  keys  i*  to  iv*  are  connected  with  the  portions  3,  6,  9, 
and  12,  and  the  remaining  contacts  of  keys  i'  to  iv'  are  connected  by  means  of 
the  branches  ^g  e^  e^  and  e-^^  with  the  portions  having  the  same  numbers.  When 
the  key  i'  is  depressed,  and  the  pointer  xz  makes  contact  with  the  portion  i,  a 
current  will  flow  firom  the  battery  b  over  1,  the  key  i'  at  ^^  to  11,  and  through 
the  pointer  x  z  into  the  line.  When  all  the  upper  four  keys  i'  to  iv'  are  de- 
pressed at  the  same  time,  a  current  will  first  flow  through  the  portion  i  into  the 
line  at  the  moment  when  the  pointer  x  z  glides  over  i.  A  second  current 
follows  as  soon  as  the  pointer  has  reached  the  portion  4 ;  a  third  and  a  fourth 
current  reaches  the  line  when  the  pointer  has  reached  the  portions  7  and  la 
By  depressing  four  keys  at  one  and  the  same  time,  four  different  current  impulses 
can  be  produced,  which,  therefore,  may  be  used  for  producing  four  separate 
Morse  signs  at  the  receiving  station.  The  nature  of  these  signs  (points  or  dashes) 
depends  upon  the  duration  of  the  several  currents,  and  their  duration  depends 
upon  the  velocity  with  which  the  pointer  moves  and  the  length  of  the  contact 
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pieces  i,  4,  7,  and  10.  If  the  pointer  moves  with  uniform  velocity  and  the 
different  contact  pieces  are  of  equal  length,  the  four  currents  will  be  of  equal 
duration,  and  four  equal  signs  will  be  produced.  The  four  signs  obtained  by 
depressing  the  keys  i'  to  iv*  are  points.  These  keys  are,  therefore,  called  point- 
keys,  and  the  contact  pieces  i,  4,  7  and  10  are  called  point  contact  pieces. 

It  will  only  be  possible  to  send  a  current  like  the  one  described  when  the 
pointer  has  passed  the  second,  third,  and  fourth  quadrant,  and  has  again 
reached  the  first  contact  piece  of  quadrant  i. 

Suppose  we  depress  the  lower  row  of  keys  i*  to  iv*,  currents  will  flow 
fix)m  the  battery   through  the  different  keys,  and  through  the  contact  pieces 


Line. 


i  I  i 

Fig.  793.— Meyer's  Multiple  Telegraph. 


2,  5,  8,  and  11,  when  the  pointer  touches  the  latter.  The  direction  of  current 
for  key  1^,  for  instance,  is  as  follows :  From  b  over  / 1  .  .  through  key  1^,  from  d 
over  0  through  2  2  to  the  contact  piece  2,  then  through  the  pointer  xz  into 
the  line.  The  circuit  of  key  i^  however,  branches  off  at  ^,  and  allows  the 
battery  current  to  flow  with  the  line  as  long  as  the  pointer  x  z  does  not  make 
contact  with  piece  2  by  the  depression  of  1^,  but  remains  upon  contact  piece  i. 
The  current  now  flows  from  ^  over  b  of  key  f  and  o  into  contact  piece  i.  The 
same  phenomena  occur  when  keys  11*,  in*,  and  iv*  are  depressed.  If  the 
receiving  apparatus  is,  as  before,  an  ordinary  Morse  writer,  four  signs  are  pro- 
duced. These  signs  will  be  dashes,  because  the  current  is  not  only  maintained 
during  the  time  the  pointer  glides  over  one  contact,  but  also  when  two  contacts 
are  passed,  on  account  of  the  branch  at  e.  The  first  current  lasts  till  contact 
pieces  i  and  2  are  passed,  the  second  current  till  4  and  5  are  passed,  the  third 
till  7  and  8  are  passed,  and  the  fourth  till  10  and  11  are  passed     The  signs 
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produced  by  depressing  the  upper  keys  and  lower  keys  will  be  of  the  following 
nature: 


The  contact  pieces  2,  5,  8,  and  11  are  called  "complementary"  contact 
pieces,  and  the  keys  belonging  to  these  are  called  "  dark  keys."  Those  Morse 
signs  are  marked  on  the  first  quadrant  of  Fig.  793,  as  they  can  be  produced  by 
means  of  the  twelve  contact  pieces. 

In  Meyer's  system  not  only  is  the  length  of  the  signs  of  importance,  but  also 
their  position :  this  greatly  simplifies  matters,  because  each  written  character 
needs  at  the  most  only  four  Morse  signs.  In  the  ordinary  Morse  writing,  a 
point,  for  instance,  signifies  the  letter  e.  In  Meyer's  Morse  system,  however, 
a  point  signifies  in  the  first  place  the  letter  ^,  and  in  the  second  place  a 
full  stop,  or  thirdly  a  (punctuation)  dash.  Meyer's  system  not  only  saves  room 
on  the  contact  disc,  but  also  saves  time  on  the  line.  Each  quadrant  corre- 
sponds to  a  branch  station,  at  each  of  which  one  attendant  must  be  placed ; 
four  attendants  will  therefore  produce  four  characters  in  one  unit  of  time.  The 
unit  of  time  (that  is,  one  complete  revolution  of  the  pointer)  is  taken  as  half 
a  second ;  we  have,  therefore,  60  x  2  x  4  =  480  characters  per  minute. 

We  shall  next  trace  the  direction  of  the  currents  to  the  receiving  station, 
and  as  sending  and  receiving  stations  make  use  of  the  same  apparatus,  we  may 
also  use  Fig.  793  for  this  purpose.  Let  us  first  assume  that  the  current  arrives 
at  the  receiving  station  just  at  the  moment  when  the  contact  brush  z  of  the 
pointer  xzis  in  contact  with  the  first  quadrant  of  contact  piece  i ;  the  printers 
of  both  stations  move  synchronously,  and  therefore  it  follows  that  this  current 
can  only  have  been  sent  through  the  contact  piece  i  of  the  first  quadrant  at  the 
sending  station.  This  current  flows  into  the  receiving  station  over  xz  and  the 
contact  piece  i  to  key  i^,  then  to  e^  over  2  to  key  i^,  and  then  to  u  v^  flowing 
to  earth  through  the  relay  r,  which  it  will  therefore  bring  into  action.  Again,  let 
us  assume  that  the  current  is  sent  at  the  moment  when  the  points  of  both 
stations  make  contact  with  the  contact  piece  2.  The  current  arrives  through 
the  line,  flows  over  xzio  the  contact  piece  2,  through  2,  e^  o  to  key  i^  through 
uv  and  the  relay  r,  to  earth.  A  current  reaching  the  station  through  the 
contact  piece  3  would  flow  over  3,  6,  9,  and  1 2,  over  u  v,  through  the  relay  r, 
and  then  to  earth.  The  currents  for  the  point  contact  pieces  4,  7,  and  10 
would  exactly  correspond  to  those  of  the  contact  piece  i,  of  contact  piece  2, 
of  complementary  contact  pieces  5,  8,  and  11 ;  and  to  those  of  contact  piece  3, 
and  the  separating  pieces  6,  9,  and  12.  Each  current  then  arrives  at  the 
station  and  flows  to  earth  through  the  relay. 

The  same  holds  good  for  the  twelve  contact  pieces  of  the  second,  third,  and 
fourth  quadrant.  The  receiving  relay  will,  therefore,  be  aflected  by  each  current, 
irrespective  of  which  contact  piece  or  quadrant  the  pointer  happens  to  be  on. 
For  every  revolution  of  the  pointer,  four  characters  would  be  produced  in  the 
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following  order :  First  character  of  the  telegram  sent  from  i,  first  character  of 
the  telegram  sent  from  2,  and  so  on.  Then  second  character  of  telegram  from  i, 
second  character  of  telegram  from  2,  etc.  etc.  After  mixing  Uie  four  tele- 
grams in  this  manner  it  would  be  difficult  to  re-arrange  them  again.  It  is, 
therefore,  necessary  that  the  separate  telegrams  should  be  received  separately 
at  the  station  which  is  affected.  This  is  done  by  using  four  writing  instru- 
ments at  the  receiving  stations.  The  connection  of  these,  and  also  the  natural 
arrangement  of  the  eight  keys  of  one  quadrant,  are  shown  in  Fig.  794.  The 
disc  is  further  furnished  with  two  concentric  contact  rings  n  and  m^  of  which 
the  inner   consists  of  one  piece,   whilst  the  middle  one   is  divided  into  four 


Fig.  794.— Meyer's  Connection  of  Receiving  Insiruments. 

portions,  m^  m^  m^  m^.  The  fork-shaped  brush  gg^  is  fastened  upon  the  pointer, 
and  one  prong  of  this  brush  slides  over  the  quadrant  nty  and  the  other  over  the 
undivided  ring  n.  One  pole  of  the  local  battery  b  is  connected  with  the  latter, 
the  second  pole  is  connected  with  the  armature  lever  of  the  relay  r  ;  a  wire  leads 
from  the  contact  screw  h^  of  this  relay  to  the  writing  apparatus  s^,  which  is 
connected  on  the  other  side  with  the  quadrant  m^  of  the  middle  ring.  Owing 
to  this  connection  the  action  of  the  apparatus  is  as  follows :  The  current 
reaches  pointer  x  Zy  and  flows  from  there  over  the  contact  piece  i,  then  through 
the  key-work  d  u  and  over  vmn,  through  the  relay  r,  to  earth.  The  relay  is 
affected  and  closes  the  local  circuit  for  the  writing  apparatus  Si  by  pressing  its 
lever  on  h^.  The  local  current  passes  from  b  over  h-^  into  the  writing  apparatus 
Sj,  and  then  into  the  quadrant  nty  upon  which  the  brush  g  of  the  pointer  has 
to  be  arranged,  because  the  lines  of  separation  of  the  quadrants  of  both  rings 
fall  in  the  same  radii.     From  g  the  current  reaches  g^^  then  the  ring  «,  and  so 
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flows  back  again  to  the  battery  b.  By  connecting  all  four  quadrants  m^  m^  m^ 
and  m^  with  the  writing  apparatus  s^  s^  S3  and  s^,  as  shown  in  Fig.  795,  four 
telegrams  are  received  by  the  writing  apparatus,  which  are  separate  from  each 
other. 

Meyer's  Printing  Apparatus. — As  all  multiplex  and  distinct  systems 
require  a  special  arrangement  for  the  printing  apparatus,  we  shall  give  an  ex- 
planation of  Meyer's.  In  the  first  place,  the  currents  of  all  four  quadrants  may 
only  affect  one  writing  apparatus,  so  that  all  four  telegrams  are  printed  by  it 


Fig-  795.— Diagram  Illustrating  Meyer's  Multiple  Telegraph. 


D 


Meyer  uses  for  this  purpose  a  thread,  ^k  k^,  as  shown  in  Fig.  796,  which 
surrounds  the  cylinder  zz.  The  paper  strip  pp  is  carried  by  the  rod  ss, 
which  is  in  connection  with  the  armature  of  a  magnet  Every  time  this 
armature  is  attracted  by  the  magnet  the  paper  is  pressed  against  the  thread 
upon  the  cylinder  zz]  the  latter  has  its  axis  connected  with  the  apparatus  in 
such  a  manner  that  its  velocity  and  that  of  the  pointer  upon  the  contact  disc 
are  synchronous.  A  roller  /,  Fig.  797,  furnishes  the  thread  with  ink-  When 
now  pp  is  pressed  against  the  cylinder,  that  portion  of  the  thread  will  produce 
a  sign  on  the  paper  which  happens  to  be  opposite  to  it,  as,  in  Fig.  796,  the 
place  d.  If  the  contact  be  for  a  long  period,  the  line  dg  will  be  produced ; 
if  the  paper  remains  pressed  against  the  cylmder  during  a  full  revolution  of 
the  cylinder,  the  line  ffi  will  be  produced.  As  a  complete  revolution  of  the 
cylinder  corresponds  with  a  complete  revolution  of  the  pointer  on  the  contact 
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disc,  a  quarter  of  a  revolution  of  the  cylinder  will  correspond  with  the  passage 
of  the  pointer  over  one  quadrant  The  piece  i  of  the  thread  will,  therefore, 
correspond  with  the  first  quadrant,  piece  11  of  thread  with  second  quadrant, 
piece  III  with  quadrant  in,  and  piece  iv  with  quadrant  iv.  As  the  cylinder 
and  pointer  move  synchronously,  the  following  must  also  take  place:   The 


Fig.  796. —Meyer's  Printer. 


Fig.  797. — Meyer's  Printer. 


several  portions  of  the  thread  ab  must  successively  be  nearest  the  paper 
as  the  pointer  glides  over  the  contact  pieces  of  the  first  quadrant,  and,  more- 
over, the  pieces  11,  in,  and  iv  of  the  thread  must  correspond  to  the  second, 
third,  and  fourth  quadrants  respectively.  The  mode  of  action  of  the  apparatus 
will,  therefore,  be  as  follows:  When  the  pointer  has  gone  over  the  twelve 
contact  pieces  of  the  first  quadrant,  corresponding  currents  have  reached  the 
writing  apparatus,  and  at  the  same  time  the  cylinder  has  completed  the  greater 
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revolution,  and  has  brought  the  several  portions  of  a  ^  in  contact  with  the  paper 
pp.  During  this  time  the  magnet  has,  by  means  of  its  armature,  raised  the  rod 
s  s  as  often  and  sustained  it  as  long  as  corresponded  with  the  arriving  currents. 
The  paper  will,  therefore,  have  in  the  first  quarter  of  its  breadth  all  those  Morse 
signs  which  were  to  be  applied  from  the  sending  station,  ue,  the  first  character  of 
the  telegram  sent  from  the  station  will  be  reproduced  at  the  receiving  station. 
The  pointer  now  moves  over  the  second  quadrant  of  the  contact  disc,  and  upon 
the  second  quarter  of  the  paper  appear  the  first  characters  of  the  telegram  sent 
firom  station  ii,  and  so  on,  until  the  pointer  again  reaches  the  contact  piece  i  of 
the  quadrant  i.  Meanwhile,  the  paper  has  advanced  some  millimetres,  and  is 
ready  to  receive  the  second  characters  of  the  four  stations.  Hence,  we  have  in 
the  first  quarter  of  the  paper  the  telegram  from  the  first  station,  at  the  second 
quarter  the  telegram  from  the  second  station,  etc 


Fig*  798. — Meyer's  Multiple  Printing  Apparatus. 

Fig.  797  represents  the  single  printing  apparatus  of  a  branch  station,  m  repre- 
sents a  powerful  permanent  magnet,  the  armature  of  which  is  an  iron  core,  having 
wire  coiled  round  it  The  latter  is  fastened  to  a  frame  that  moves  about  o,  one 
side  of  which  consists  of  the  rod  s  s,  which  carries  the  strip  of  paper.  When  the 
coils  are  without  current  the  permanent  magnet  attracts  the  iron  core,  and  turns 
the  frame  in  such  a  manner  that  the  paper  is  pressed  against  the  thread  r  of  the 
cylinder  z.  When  a  current  passes  through  the  coils  it  affects  the  magnet,  so 
that  like  poles  are  opposite  each  other  in  the  permanent  and  electro-magnets. 
These  poles  repel  each  other,  and  the  frame  o  is  again  turned,  and  the  paper 
removed  from  the  cylinder. 

Fig.  798  shows  an  arrangement  of  the  four  printers  as  four  separate  instru- 
ments. X  X  is  the  axis  of  the  printing  cylinders,  and  v  v  the  axis  of  the  rollers  w, 
which  move  the  strips  of  paper  in  the  direction  indicated  by  the  arrows,  s, — S4 
represent  the  four  printing  apparatuses ;  each  sending  apparatus  consists  of  four 
black  and  four  white  keys,  and  has  an  alarm  arrangement  u^ — u^  which  indicates 
to  the  attendant  when  the  pointer  has  reached  the  quadrant  which  is  under  his 
care.  All  the  branch  instruments  are  worked  by  means  of  wheelwork,  which  is 
placed  at  instrument  i,  and  moved  by  a  heavy  weight 
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CABLE  TELEGRAPHY. 

Long  over-ground  lines  offer  difficulties  caused  by  the  electric  charges  which 
the  wires  receive,  but  these  difficulties  are  still  further  increased  in  cable  tele- 
graphy. The  cable,  consisting  of  copper  and  iron  wires,  separated  by  insulating 
substances,  will  behave  like  a  Leyden  jar.  If  the  copper  wire  forming  the 
inner  coating  receives  positive  electricity,  a  corresponding  quantity  of  negative 
electricity  will  be  held  bound  by  the  outer  armature  surface  in  contact  with  the 
water,  and  answering  to  the  outer  coating.  The  charging  and  discharging  of 
the  cable,  therefore,  not  only  require  considerable  time,  but  may  also  cause 
indistinctness  of  signs. 


Fig.  799.— Signal  Galvanometer. 

Special  Apparatus  for  Cable  Telegraphy. — If  currents  of  high 
potential  are  used,  not  only  are  these  disadvantages  increased,  but  the  insulation 
becomes  much  less  perfect.  Specially-constructed  apparatus  have,  therefore,  to 
be  used  with  cables  like  the  transatlantic.  As  only  very  weak  currents  could 
be  utilised,  care  had  to  be  taken  that  the  receiving  apparatus  should  possess 
great  sensibility.  For  this  purpose  mirror  galvanometers  have  been  used. 
•  Mirror  Galvanometers. — It  is  clear  that  signs  may  be  produced  by  the 
deflections  of  the  needle  just  as  with  Morse's  dash  and  point.  Formerly,  there- 
fore, mirror  galvanometers  were  exclusively  used  for  cable  telegraphy.  A  form 
which  is  frequently  employed  is  represented  in  Fig.  799  (Thomson's).  The 
cylindrical  bobbin  a  consists  of  two  coils,  which  are  separated  from  each 
other,  and  each  of  which  has  a  resistance  of  1,000  ohms,  so  that  resistances  of 
500,  i,ooOy  and  2,000  can  be  obtained  by  joining  both  coils  parallel,  or  by 
using  one  coil  only,  or  by  joining  both  coils  in  series.  The  copper  tube  r, 
which  is  closed  at  a,  but  open  at  the  other  end  ^,  is  inserted  in  the  hollow 
space  of  the  coils,  and  carries  a  magnet  n  s,  with  the  mirror  at  d.    The  mirror 
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is  suspended  by  means  of  the  cocoon  threads  c-^  c^.  The  bent  magnet  n  s 
serves  to  neutralise  the  attraction  of  the  earth.  As  it  would  be  rather  fatiguing 
to  observe  the  deflections  of  the  needle  through  a  telescope,  a  beam  of  light 
or  picture  of  a  slit  in  a  lamp  screen  is  thrown  upon  a  scale,  for  which  Siemens 
and  Halske  have  constructed  the  apparatus  shown  in  Fig.  800.  The  rays 
of  an  oil  lamp  are  allowed  to  pass  through  a  small  slit  m^  m^,  and  are  then 


Fig.  800.— Scale  for  Galvanometer. 


Fig.  801.— Action  of  the  Galvanometer. 

collected  by  the  lens  l.  The  slit  can  be  adjusted  by  means  of  the  screw  x. 
The  scale  //is  fastened  at  the  upper  edge  of  the  case,  and  can  be  moved  along 
by  means  of  the  screw  s  and  a  toothed  bar.  The  mode  of  action  of  this  appa- 
ratus in  connection  with  the  galvanometer  is  shown  in  Fig.  801.  The  rays  of 
light  coming  through  the  slit  m  mi  are  thrown  by  the  lens  upon  the  mirror  j,  of 
the  galvanometer,  which  reflects  the  rays  at  a  upon  the  scale  /.  The  image  thus 
produced  falls  upon  zero  on  the  scale  when  the  coils  of  the  galvanometer  are 
without  current,  and  the  image  moves  to  the  left  or  right,  according  as  the 
needle  is  deflected  to  one  side  or  the  other.     To  produce  this  deviation  of  the 
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needle,  even  with  the  longest  cable,  a  battery  consisting  of  from  5  to  10  copper- 
zinc  elements  is  sufficient. 

In  order  to  send  currents  of  either  direction  into  a  cable,  a  double  tapper 
(i  II,  Fig.  802)  is  used,  which  consists  of  two  brass  springs,  i  and  11,  fixed  at  one 
end,  and  having  the  finger-buttons  at  the  other.  The  wires  from  the  battery 
are  brought  to  two  strips  of  brass,  one  of  which  (i),  connected  with  the  zinc, 
lies  below  the  springs,  but  without  touching  them;  the  other  (2),  connected 
with  the  copper,  passes  over  the  springs,  and  is  in  contact  with  both  when  they 
are  not  pressed  down.  Whichever  spring  is  pressed  down  takes  the  current 
from  the  zinc     {See  Fig.  759.) 

The  first  experiments  made  with  transatlantic  cables  showed  that  a  new  diffi- 
culty is  encountered  when  stations  that  are  far  distant  are  connected  to  earth, 
that  is  to  say,  when  the  ends  of  the  cable  are  connected  to  earth  in  the  usual 
way,  so  as  to  exclude  connection  of  every  battery.    The  experiments  showed  that 


Fig.  802. — Cable  Connections. 


there  is  often  a  considerable  difierence  of  potential  between  distant  parts  of  the 
earth,  which  causes  earth  currents  to  flow  along  the  cable  or  leads  connecting 
them.  Varley  avoided  this  evil  by  inserting  condensers,  to  which  the  cable-ends 
were  connected,  and  thus  avoiding  the  direct  connection  of  the  cable  with  earth. 

The  connection  of  the  apparatus  at  the  cable  stations,  and  the  joining  of 
the  stations,  is  shown  in  Fig.  802.  From  the  galvanometers  gg'  of  stations 
A  and  B,  leads  n  n'  go  to  earth  e^  e'j  and  to  the  commutators  u  u\  which,  when 
at  rest,  have  the  position  shown  at  «'.  Wires  lead  from  the  commutators  to  the 
condensers  m  m',  the  second  coats  of  the  condensers  being  joined  to  the  cable. 
The  necessary  currents  are  furnished  by  the  batteries  b  and  b\  the  zinc  poles  z  ^ 
of  which  are  joined  to  the  keys  1 11  by  means  of  i  i',  the  copper  poles  c(f  \.o  keys 
1'  11'  by  means  of  2  2'.  The  keys  1 1'  are  connected  with  the  commutator,  and 
keys  II  11'  with  earth  e,  e,'. 

When  A  wishes  to  communicate  with  b,  the  commutator  is  moved  from  its 
position  as  in  u\  and  assumes  that  shown  in  u.  The  negative  pole  z  of  the 
battery  is  then  connected  with  the  commutator  u  by  depressing  the  key  i,  and 
the  positive  pole  c  of  the  battery  is  connected  to  earth  Eg  by  depressing  key  11. 
In  the  former  case  negative  electricity  will  flow  over  i^  and  the  commutator  u 
to  the  condenser  m,  where  it  spreads  over  the  lower  plate,  and  induces  positive 
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electricity  in  the  upper  plate,  while  it  sends  a  certain  quantity  of  negative 
electricity  into  the  cable.  The  negative  electricity  flows  through  the  cable 
and  reaches  the  upper  plate  of  the  condenser  m',  while  it  binds  positive  elec- 


Fig.  803. — Thomson's  Siphon  Recorder. 

tricity  in  the  lower  plate,  and  allows  negative  electricity  to  flow  through  u 
and  the  galvanometer  to  earth  e'.  The  needle  is  deflected,  and  the  light 
image  moves  in  a  certain  direction  from  the  zero  point  on  the  scale.  A  nega- 
tive current  is  now  being  sent  through  the  galvanometer  ^  of  station  b  by 
depressing  key  i  at  station  a.      But  when  the  key  is  lifted  again  a  positive 


Digitized  by 


Google 


The  Electric  Telegraph. 


819 


current  is  sent  through  ^,  The  first  current  causes  the  needle  to  deflect,  while 
the  second  one  brings  it  back  again  to  its  former  position.  Not  more  than 
fifteen  to  seventeen  words  per  minute  caii  be  obtained  when  galvanometers 
of  the  kind  above  described  are  used,  but  other  instruments  have  recently  been 
constructed,  such  as  the  siphon  apparatus,  by  Sir  William  Thomson  ;  the  undu- 
lator,  by  Lauritzen ;  and  the-  soot  writer,  by  Siemens,  which  permit  of  a  greater 
speed  of  signalling. 

The  Siphon  Recorder. — Fig.  803  represents  an  ingenious  and  interest- 
ing instrument  called  the  siphon  recorder,  invented  by  Sir  William  Thomson. 
The  arms  of  a  powerful  magnet,  consisting  of  a 
number  of  steel  plates,  Sch,  are  furnished  with  the 
shoes  N  and  s :  the  wire  coils  r  r  are  suspended 
between  these,  and  joined  to  the  leads  at  x  and  y 
(Fig.  804).  To  make  the  magnetic  field,  in  which 
this  frame  is  suspended,  more  powerful,  a  piece  of 
soft  iron  s  n  is  placed  inside  the  frame.  The  coils 
are  fastened  to  the  cocoon  thread  a,  and  the  cocoon 
threads  b  b  serve  to  maintain  them  in  a  certain  posi- 
tion by  means  of  the  little  weights  g  (Fig.  803). 
When  a  current  flows  through  the  coils  the  frame 
will  be  turned  in  one  or  other  direction,  according 
to  the  direction  of  the  current.  This  motion  will 
be  transmitted  by  means  of  the  cocoon  threads  and  a  lever  to  the  ¥nriting  arrange- 
ment, which  consists  of  the  glass  siphon  s  /,  whose  upper  arm  dips  into  the  ink 
vessel  F ;  while  its  other  arm,  which  terminates  in  a  point,  marks  the  strip  of  paper 
that  is  slowly  moved  past  it  A  straight  line  is  produced  on  the  paper  while 
the  siphon  is  at  rest,  but  when  it  is  influenced  by  the  electric  current,  by  means 


a\    c  d  e  £  g    h  x  j    A  1  vi  m   0 ,  p   ^  t    9  i  n  v  w  x  y   z 

Fig.  805.— Siphon  Writing. 

of  the  wire  frame,  zigzag  lines  are  traced  on  the  paper,  which  conespond  to  the 
direction  of  the  currents  which  have  been  sent  through.  An  alphabet  has  been 
constructed  of  these  lines,  as  shown  in  Fig.  805  ;  before  a  and  after  z  are  signs 
which  signify  "  All  right,*'  "  Understood." 

In  order  to  produce  distinct  marks  on  the  paper,  the  point  of  the  siphon 
is  made  so  fine  that  the  ink  does  not  flow  from  it  by  capillary  attraction 
alone,  but  has  to  be  electrified  before  it  can  be  used ;  this  is  managed  by 
means  of  a  so-called  mill,  which  consists  of  an  electro-magnetic  motor  of  the 
simplest  construction,  combined  with  an  induction  machine.  Upon  the  gutta- 
percha disc  of  the  latter  are  metal  spokes  arranged  radially,  which  have 
pieces  of  iron  attached  to  their  ends;   underneath   this  wheel  is  an  electro- 
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magnet,  the  coils  of  which  have  intermittent  currents  passing  through  them, 
which  causes  the  attraction  of  the  succeeding  iron  pieces,  and  by  this  means 
the  wheel  is  made  to  rotate.  The  wheel  is  surrounded  by  two  semi-cylindrical 
metal  jackets,  one  of  which  is  electrified  in  the  beginning.  When  the 
apparatus  is  set  in  motion,  induced  electricity  is  generated.  The  negative 
pole  of  this  induction  machine,  as  well  as  the  shaft  upon  which  the  paper 
rests,  is  connected  with  earth.  Electricity  enters  the  ink  vessel  from  the 
positive  pole  by  means  of  plate  k,  and  from  there  reaches  the  siphon.  The 
fluid  in  the  siphon  is,  therefore,  always  positively  electrified,  while  the  shaft 


Fig.  806.— Connection  of  Two  Cable  Stations, 

under  the  strip  of  paper  is  negatively  electrified.  A  continuous  current  of  sparks 
passes  from  the  siphon  point  to  the  paper  roller,  and  takes  the  ink  particles 
along  with  it,  and  deposits  them  on  the  paper.  The  electro-motor  also  serves 
to  set  the  wheelwork,  which  is  connected  with  the  strip  of  paper,  in  motion. 

The  connection  of  two  stations  having  siphon  recorders  is  shown  in  Fig.  806. 
The  batteries  b  b',  of  stations  i  and  11,  are  connected  with  double  keys,  from 
which  the  leads  run  over  the  commutators  u  u'  to  the  recorders.  The  contacts 
upon  the  ebonite  pieces  m  m'  of  the  commutators  are  connected  with  screws  Tj. 
The  contacts  i,  2,  and  3  of  the  ebonite  pieces  n  n'  are  connected  with  the  keys 
and  with  the  earth.  The  letters  s^  and  s^  indicate  the  wire  frames,  and  c^  and  c, 
the  condensers.  When  i  wishes  to  communicate  with  11  the  commutator  of 
station  i  is  placed  upon  contact  3  at  «.  By  depressing  the  lower  key  at 
station  i,  a  positive  current  from  battery  b  will  take  the  following  way :  Through 
the  lower  key  into  the  contact  3,  and  from  n  to  u.     Here  it  divides  into  two 
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branches :  one  branch  flows  from  m  to  T3,  the  other  to  Ti,  where  it  again  divides 
into  two  branches,  one  of  which  flows  through  the  frame  j^,  while  the  other 
flows  over  the  varying  resistance  t^  Tg  to  the  condenser  Cj.  As  the  resistance 
of  these  two  branch  currents  is  considerably  greater  than  the  resistance  which 
the  branch  current  encounters  at  T3,  a  current  flows  through  s,  which  is  only  just 
strong  enough  for  recording  the  telegram  to  be  sent,  while  the  main  current  flows 
to  the  condenser.  Between  Cj  and  €3  the  same  phenomena  happen  as  were  con- 
sidered in  connection  with  Fig.  802.  A  positive  current  arrives  at  station  11  and 
flows  through  the  frame  ^2  over  t^  u'  and  the  contact  i  of  m'  into  the  double 
keys,  and  thus  to  earth  at  e','  that  is  to  say,  a  positive  current  flowing  through 
the  frame  s^  deflects  the  frame  in  a  certain  direction,  and  traces  a  certain 
curve  on  the  paper  by  means  of  the  siphon.  When  the  upper  key  of  station  i 
is  depressed,  the  positive  pole  of  battery  b  is  connected  with  earth  at  e,  and  a 
current  is  enabled  to  flow  from  the  negative  pole,  over  contact  3  to  «,  and  so 
on  to  the  condenser  Cj.  A  negative  current  will  flow  from  the  condenser  Cg 
through  the  frame  ^3,  and  will  then  be  deflected  in  a  direction  opposite  to  its 
former  direction,  and  thus  cause  the  siphon  to  trace  a  curve  in  tha  opposite 
direction  also. 

HOUSE  AND  HOTEL  TELEGRAPHY. 

The  apparatus  used  for  telegraphy  in  houses  and  hotels  is  of  a  very 
simple  construction,  and  usually  consists  of  a  key  for  making  contact  at  the 
place  from  which  the  communication  is  sent,  with  a  bell  and  indicator 
showing  either  the  purpose  of  the  communication  or  the  number  of  the 
room  from  which  it  is  sent  The  keys  used  have  frequently  the  form 
shown  in  Fig.  807  in  plan  and  elevation,  and  consisting  of  a  base  a,  a 
cover  B,  and  a  plug  c.  The  ground  disc  a  is  furnished  with  the  contact  springs 
//^,  which  are  fastened  by  means  of  screws  at  a  and  ^,  and  overlap,  but  do  not 
touch  at  their  other  ends  unless  the  plug  c  be  pushed  in.  The  case  b  in  which 
the  plug  c  is  first  inserted  is  screwed  upon  a,  which  is  furnished  with  the  knob  c. 
The  springs//^  are  made  of  steel  or  German  silver,  and  are  connected  with  the 
leads  at  a  and  b.  By  pushing  in  the  plug  the  springs  //^,  which  are  connected 
in  the  same  circuit  with  the  battery  and  the  bell,  are  pressed  together,  and  the 
circuit  is  closed.  The  drawing  to  the  right  represents  a  suspended  key  with 
the  knobs  i  11  iii. 

When  the  installation  is  worked  with  constant  currents,  only  one  spring  /  is 
fastened  to  the  ground  plate  a^  and  when  at  rest  it  leans  against  a  support 
fastened  at/,  which  is  in  connection  with  one  wire  of  the  leads,  whilst  the  other 
wire  is  connected  with  the  spring.  By  depressing  the  knob  f,  the  spring  is 
pushed  in,  and  contact  with  the  support  ceases,  so  that  the  current  is  broken. 
The  so-called  vibrators  or  tremblers  are  used  for  receivers.  These  consist  of 
bells  such  as  those  shown  in  Fig.  786.  The  connection  of  the  bell  with  the  key 
is  very  simple  when  it  is  only  required  to  give  a  certain  sign  \\  from  a  certain 
place,  and  when  no  return  message  is  necessary.     One  pole  of  the  battery  is 
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connected  with  one  spring  of  the  key,  while  the  line-wire  connects  the  second 
spring  of  the  key  with  the  bell,  the  second  clamp  of  the  bell  being  connected 
with  the  second  pole  of  the  battery.     Where  signals  are  to  be  sent  and  received. 


i-'ig.  807.— Keys. 
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Fig.  808. 
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Connection  of  Vibrators. 


Fig.  809. 


the  connection  would  be  as  shown  in  Fig.  808.  tt  represent  the  keys,  and  gg 
the  bells,  which  are  inserted  in  the  circuit  of  batter)'  La  A  connection  for  an 
intermittent  current  is  shown  in  Fig.  809. 

Different  contrivances  are  connected  with  the  bells  in  order  to  show  from 
which  room  the  message  has  been  sent  Fig.  810  represents  Br6guet's  indi- 
cator.    The  armature  a  is  fastened  above  the  electro-magnet  m,  by  means  of  the 
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spring  /  The  catch  s  consists  of  sheet-metal,  it  is  movable  about  0^  and  with  its 
hook  n  hooks  on  to  the  end  of  the  armature ;  it  is  maintained  in  its  vertical 
position  as  long  as  the  magnet  is  without  current,  but  as  soon  as  a  current 


Fig.  810.— Br<<guet's  Indicator. 


r 


Fig.  811. — Br6guet*s  Box  of  Indicators. 


passes  through  the  coils  of  the  electro-magnet,  the  armature  moves  downward, 
and  s  assumes  the  position  indicated  by  the  dotted  lines.  The  indicator  box  1, 
Fig.  811,  has  as  many  of  such  pieces  of  apparatus  as  there  are  keys  connected 
with  the  battery  b  and  bell  G.  The  ends  a  of  the  electro-magnets  are  connected 
with  the  keys  by  means  of  the  clamps  Kj — Kg.     The  other  ends  of  the  wires 
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of  the  electro-magnets  lead  to  clamp  k^,  from  which  a  wire  leads  to  tiie  bell  g, 
the  second  wire  of  which  is  connected  with  one  pole  of  the  battery.  The 
second  pole  of  the  battery  is  connected  with  the  second  contacts  of  the  keys. 
If,  for  instance,  the  third  key  is  depressed,  the  bell  rings,  and  at  the  same  time 
the  indicator  makes  its  appearance ;  the  indicator  is  pushed  into  its  former 
position  again  by  the  attendant 

An  indicator  having  numbers,  constructed  by  Hagendorff,  is  shown  in  Fig. 
812.     The  electro-magnet  m  m  is  screwed  to  the  wall  t  of  the  frame,  and  its^ 


Fig.  812. — House  Indicators. 


armature  a  is  held  back  by  means  of  a  spring/;  the  bent  lever  h  h^  is  pivoted 
to  the  piece  p,  and  its  arm  h  carries  the  disc  with  a  figure ;  the  disc,  when  at 
rest,  stands  vertical,  and  is  maintained  in  its  position  by  the  pin  0  of  the 
armature,  which  catches  the  lever-arm  h^  at  «.  When  a  current  passes  through 
the  coils  of  the  electro-magnet,  its  armature  is  attracted,  and  the  pin  o  allows 
the  lever. to  drop  down.  The  lever  then  assumes  such  a  position  that  the  disc 
makes  its  appearance  before  a  little  opening  in  the  indicator  box.  The  lever  is 
made  to  assume  its  former  position  again  by  means  of  the  rod  z,  the  knob  k  or 
which  is  placed  outside  the  right  wall  of  the  box ;  by  pulling  this  knob  the 
rod  z  moves  from  left  to  right,  and  catches  the  rods  r,  which  are  fastened  to 
the  lever,  with  its  openings  a  a  a.  The  pin  s,  which  is  visible  in  the  open 
portion  of  the  rod  z,  serves  to  prevent  the  rod  z  from  being  pulled  out  too 
far,  and  in  this  task  it  is  further  aided  by  the  spring  /  When  not  only  signs, 
but  whole  messages  are  to  be  sent,  the  simplest  plan  would  be  to  have  a  double 
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telephone  station  fitted  up  \  needle  and  dial  instruments,  however,  are  frequently 
used  for  this  purpose. 

Automatic  Alarm  Apparatus  are  frequently  used  to  indicate  or  sound 
an  alarm  under  certain  circumstances  of  danger,  as  when,  for  instance,  a  door, 
window,  etc.,  is  opened  by  strangers,  or  when  the  temperature  has  risen  or 
fallen  beyond  a  certain  point,  etc.  etc 

Door  Contacts. — The  opening  of  a  door  can  be  indicated  by  means  of  so- 
called  door  contacts,  which  are  inserted  in  the  circuit  of  a  battery.     Two  of  such 


li 


h  ^1 


Fig.  813. — Door  Contacts. 


Fig.  814.— Fein's  Fire  Alarm. 

contacts  are  shown  in  Fig.  813.  The  metal  plate  a  a  is  let  into  the  jamb,  so  that 
its  surface  a  a  is  in  the  same  plane  as  the  surface  of  the  jamb.  Inside  the  plate, 
which  is  connected  with  the  leads  at  a^  is  fastened  the  contact  c,  which  touches 
a  contact  /  when  the  door  is  opened ;  the  spring  /  is  fastened  at  the  top  of 
plate  a  a,  and  from  it  the  second  wire  leads.  As  long  as  the  door  remains 
closed,  it  presses  the  insulated  Jcnob  k  against  the  spring  /,  so  that  contact  is 
broken  at  c.  When  the  door  is  opened,  /  pushes  the  knob  k  out,  and  makes 
contact  with  c.  The  current  flows  over  a,  Pl  k^  f^  c,  and  ^,  and  the  bell  rings 
until  the  door  is  shut  again.  When  the  opening  of  a  door  has  to  be  in- 
dicated by  a  short  signal,  only  the  contact  to  the  right  in  Fig.  813  is  used.  To 
H  H  ♦ 
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the  metal  piece  c  dxs^  fastened  the  spring  ^,  with  its  horn  piece  k.  The  spring  a 
is  fastened  parallel  to  spring  by  and  each  of  these  springs  is  connected  with  one 
wire  of  the  leads.     The  arrangement  is  fitted  to  the  jamb  in  such  a  manner  that 


Fig.  815.— Connection  of  Fire  Alarms. 
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Fig.  816.— Egger's  Fire  Alarms. 

the  door-edge,  when  opening  or  shutting,  passes  over  the  spur-piece  k.     A  bell 
connected  with  this  contact  will  ring  as  long  as  spring  ^  is  in  contact  with  a. 

Fire  Alarms. — An  automatic  fire  alarm,  which  has  been  constructed  by 
W.  F.  Fein,  the  action  of  which  depends  upon  the  fusibility  of  some  alloy,  is 
shown  in  Fig.  814.  The  brass  tube  m  has  an  ebonite  ring  attached  to  it  at  h, 
through  which  the  contact  screw  b  passes,  being  insulated  thus  from  M;  the 
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tube  r  is  fastened  to  the  middle  piece  z,  and  a  rod  passes  through  both  tubes 
and  terminates  in  a  knob  k,  which  presses  upon  a  cylinder  s,  consisting  of  the 
fusible  alloy.  The  apparatus  is  now  inserted  in  the  circuit  of  a  battery ;  when 
the  cylinder  s  melts,  the  rod  slides  down  the  tube  r,  and  makes  contact  with 
the  screw  b  and  the  portions  of  the  apparatus  in  connection  with  the  spring  / 
Several  of  these  instruments  may  be  inserted  in  a  circuit,  as  shown  in  Fig.  815. 

Fig.  816  represents  an  apparatus  constructed  by  B.  Egger,  of  Vienna,  by 
means  of  which  any  person  may  communicate  with  the  central  station  of  a  fire 
brigade.  The  instrument  has  five  keys :  the  highest  has  the  words  "  chimney 
fire,"  the  next  "  roof  fire,"  then  "  room  fire,"  "  cellar  fire,"  and  "  control."  At 
the  bottom  of  the  apparatus  are  placed  the  bell  u^  a  Morse  key  «/,  and  the 
lightning  plate  v.     From  the  figure  to  the  right  we  see  that  the  whole  apparatus 


Fig.  817.— Key  of  the  Alarm. 

is  divided  into  three  portions  by  means  of  the  four  plates  «,  which  are  supported 
Xxj  cc  and  b  b.  The  uppermost  portion  has  a  wheelwork,  and  the  middle  portion 
is  fitted  with  the  five  keys.  The  arrangement  of  one  of  these  is  shown  in* 
detail  in  Fig.  817.  The  key  d  which  moves  about  /  is  pressed  against  the  front 
wall  of  the  box  by  means  of  the  spring/.  The  key  is  connected  with  the  arm  e 
by  means  of  a  joint ;  the  end  of  this  arm  rests  upon  the  sector  h^  which  moves 
about  g.  The  lever  k  which  moves  about  /  stands  opposite  this  sector  in  such 
a  position  that  the  angular  piece  /  touches  the  periphery.  The  spring  0  has  a 
platinum  contact,  which,  when  at  rest,  touches  the  contact  screw  w,  and  is 
maintained  in  this  position  by  means  of  k,  and  the  spring  f.  The  weight  r,  which 
moves  between  guiding  bars,  sets  the  wheelwork  in  motion.  When  the  key  d 
is  pushed  in,  the  sector  h  assumes  the  position  shown  by  the  dotted  lines  and 
lifts  the  weight  r.  If  the  key  is  allowed  to  assume  its  former  position  the  lever 
e  also  goes  back  into  its  former  position,  and  the  sector  hy  influenced  by  the 
descending  weight  r,  likewise  moves  back  into  its  former  position.  During  this 
motion  of  the  sector  the  angle  /  has  to  follow  the  inequalities  of  the  periphery 
of  the  sector,  and  this  causes  the  lever  k  and  the  spring  0  to  vibrate,  and  to  make 
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contact  alternately  at  m  and  n.  By  referring  to  Fig.  8i8  it  will  be  seen  that  the 
contact  n  is  connected  with  the  lever  o  as  well  as  the  lever  k^  and  therefore  it 
follows  that  every  time  o  touches  n  a  current  is  sent  off  These  different 
currents  produce  the  word  which  is  on  the  key  at  the  receiving  station.  At 
the  receiving  station  are  arranged  a  lightning  plate  b  (Fig.  8i8),  a  relay  r,  a 
galvanometer  o,  an  alarm  w,  a  Mprse  apparatus  m,  a  key  t,  the  line  battery 
L  B,  and  the  local  battery  o  b.  When  the  key  w  is  depressed  a  current  flows 
from  the  line  battery  l  b  over  t,  through  the  galvanometer  g,  and  the  relay  r, 
to  the  plate  b,  thence  through  the  line  to  the  automatic  apparatus,  and  tiien 
through  the  lightning  plate  v  to  the  contact  n.  As  often  as  the  latter  comes 
in  connection  with  the  spring  o^  a  ctirrent  passes  over  the  lever  k^  and  the 


Fig.  8 1 8.~  Connection  of  Automatic  Fire  Alarms. 

bell  «,  to  earth  e,  and  thus  returns  to  the  starting  battery,  for  the  second  pole 
of  L  B  is  also  connected  with  earth.  The  current  flowing  through  the  relay  r 
closes  the  circuit  of  battery  o  b,  and  the  Morse  apparatus  m.  The  action  of 
the  relay  also  causes  the  key  f  to  fall,  whereby  the  circuit  of  the  bell  w  is 
closed.  The  key  t  now  allows  the  operator  to  re-connect  the  line  with  the 
earth,  so  that  a  signal  may  be  sent  back.  As  many  as  loo  of  such  systems  of 
apparatus  were  in  use  in  1881,  and  they  worked  in  a  very  satisfactory  manner. 

ELECTRIC    CLOCKS. 

Electricity  is  used  in  connection  with  clocks  in  three  different  ways : 
(i)  To  control  distant  clocks  from  one  standard  clock.  (2)  To  regulate 
clocks  that  are  independent  of  each  other.  (3)  As  the  motive-power.  The 
transmission  of  time  from  a  standard  dock  was  tried  by  Steinheil  in  1839. 
Electric  clocks  have  been  constructed  by  Bain,  Hipp,  Arzberger,  Br^guet, 
Winbauer,  and  others.  Fig.  819  represents  an  arrangement  by  Bain.  The 
standard  dock  is  represented  by  the  pendulum  d,  the  wheelwork,  etc,  being 
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left  out  of  the  figure.  This  pendulum  has  a  copper  spring  at  d,  which  glides 
over  the  copper  plate  c  once  in  every  second  By  means  of  this  contact 
arrangement  the  circuit  of  battery  zk  \&  dosed  once  in  every  second  The 
clocks  to  be  regulated  are  inserted  in  the  circuit  of  thie  battery  zk^  by  means 
of  electro-magnets,  such  as  m  in  the  figure.  The  current  reaches  the  electro- 
magnets M,  and  causes  the  attraction  of  the  armature  b,  A  spring  g  is  fastened 
at  the  lower  end  of  the  rod,  which  carries  the  armature  and  also  the  catch 
which  catches  in  the  teeth  of  wheel  «.  When  the  armature  h  is  attracted  by 
the  magnet  m  the  catch  slides  over  one  tooth  of  the  wheel,  and  the  magnet 
loses  its  force  of  attraction  during  the  break  of  current  which  follows.  In 
consequence  of  this  the  armature  is  drawn  back  by  the  spring  g^  and  the  catch 


Fig.  819.— Bain's  Clock. 

moves  the  wheel  one  tooth  forward  The  safety  catch  fastened  at  the  bottom 
of  the  wheel  e  prevents  the  other  catch  from  going  over  more  than  one  tooth 
at  a  time.  Hence,  the  motion  of  the  clock  connected  with  m  is  not  regulated 
by  a  pendulum  of  its  own,  but  by  the  escapement,  attached  to  ^,  which  releases 
and  checks  the  wheel  e  synchronously  with  the  motion  of  the  pendulum  d.  The 
motion  of  the  wheel  t  is  transmitted  in  the  ordinary  way  to  the  minute  and 
hour  wheels. 

Br6guet's  Lantern  Clock  is  shown  in  Fig.  820 ;  it  possesses  two  electro- 
magnets E  E,  joined  in  series  in  such  a  way  that  their  opposite  poles  face  each 
other  whenever  a  current  flows  through  the  coils.  The  permanent  magnet  a  a, 
which  is  movable  about  v,  is  placed  between  these  electro-magnets.  The  currents 
are  sent  through  once  every  minute,  and  alternately  in  opposite  directions.  This 
causes  the  permanent  magnet  to  move  once  to  the  right  and  once  to  the  left  every 
two  minutes.  This  motion  is  transmitted  by  means  of  the  rod  /  to  a  system  of 
catches  //,  which  move  the  wheel  f,  which  in  its  turn  moves  the  hour  hand 
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The  change  of  current  which  takes  place  every  minute  is  brought  about  by  a 
gyroscope,  such  as  that  shown  underneath.  The  ivory  cylinder  fg  is  fastened 
upon  the  axis  /,  which  is  moved  by  means  of  a  wheel  with  ten  teeth  through  a 
certain  angle  every  minute.  The  surface  of  this  ivory  cylinder  is  furnished  with 
platinum  pins,  which  alternately  come  into  connection  with  the  upper  and  the 


Fig.  820.— Bract's  Clock. 

lower  plate.  The  lower  plate  is  fastened  upon  the  axis  /  without  insulation,  but 
the  upper  plate  is  insulated  from  the  axis,  and  stands  connected  by  means  of  the 
spring  c  with  the  negative  pole  of  the  battery.  The  positive  pole  communicates 
with  the  non-insulated  metal  portions  of  the  gyroscope,  and  also  with  the 
platinum  pins  of  the  lower  plate  g.  The  lines  l  and  e  are  connected  with  the 
contact  springs  a  and  b,  which  slide  upon  the  ivory  cylinder.  When  the  spring  a 
is  in  connection  with  an  upper  platinum  pin,  and  spring  b  with  a  lower  platinum 
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pin,  the  current  flows  from  +  through  the  axis  /  and  plate  g^  to  the  lower 
platinum  pin,  through  the  spring  a  into  the  line,  and  then  back  to  the  negative 
pole  over  £  b,  and  so  to  an  upper  platinum  pin  over  /  and  c.  During  the  next 
minute  the  ivory  cylinder  has  moved  so  far  that  the  spring  a  comes  in  contact 
with  the  next  lower  platinum  pin,  and  the  spring  b  with  the  upper  platinum 
pin.  The  current  has  now  to  flow  in  the  opposite  direction  through  the  line, 
viz.  from  +  over  /  and  b  into  the  line  c^  from  which  it  returns  at  l,  and  then 
passes  over  a,/,  and  c^  and  finally  reaches 
the  negative  pole. 

Synchronised  and  Sympathetic 
Clocks. — By  means  similar  to  those  just 
explained,  on?  standard  clock,  in  whatever 
way  regulated,  may,  by  means  of  magneto- 
electric  currents,  convey  absolutely  iso- 
chronous movements  to  any  number  of 
afliliated  clocks  at  any  distance.  Clocks 
which  possess  works  of  their  own,  and  are 
only  connected  between  certain  intervals 
by  means  of  electricity,  are  termed  secon- 
dary docks,  or  when  the  connections  take 
place  regularly  every  hour,  the  arrange- 
ments for  making  them  are  called  hour 
regulators.  The  hour  regulator  by  Barraud 
and  Lund,  which  is  distinguished  by  its 
simple  construction,  is  shown  in  Fig.  821. 
The  vertical  electro-magnet  m  m  possesses 
an  armature,  which  is  movable  about  /, 
and  which  has  the  weight  g  attached  to 
one  end,  and  a  bar  to  the  other  end.  This 
bar  terminates  in  the  two  pins  r/;  these 
pins  catch  in  the  slits  j  /  of  two  movable 
angular  pieces  s  py  s'p',  (For  the  sake 
of  distinctness,  r/  has  been  represented 
in  the  figure  so  as  not  to  catch  s  s,)  As  long  as  no  current  flows  through  the 
coils  of  the  electro-magnet,  the  pins  pp\  which  reach  through  an  opening  of  the 
clock-face  at  o,  remain  at  the  ends  of  the  circular  hole.  The  minute  hand 
can,  therefore,  pass  under  the  first  pin.  When,  now,  the  minute  hand  is  close 
to  twelve,  the  current  is  closed  by  the  standard  clock.  The  magnet  m  m  attracts 
its  armature,  and  the  pins  r/,  which  slide  in  the  slits  ss^  move  the  angular 
pieces,  so  that  their  ends  cross  like  the  blades  of  a  pair  of  scissors.  The  two 
pins  will,  therefore,  catch  hold  of  the  minute  hand  and  place  it  exactly  at 
twelve.  The  current  is  now  broken,  and  the  pins  pp'  are  drawn  again  to  their 
former  position  by  means  of  weight  g. 

Hipp's  Connecting  System  is  represented  in  Fig.  822.    The  plate  n 


Fig.  821.— Barraud  and  Lund's  Regulator. 
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cames  the  vertically  arranged  electro-magnet  o^^  the  armature  p^  of  which  is 
movable  about  the  fulcrum  q^  The  hook  r^  of  the  armature  lever  holds  the 
lever  s^^  which  is  movable  about  the  fulcrum  /j,  in  the  position  shown  in  the 
drawing,  as  long  as  no  current  flows  through  the  coils  of  the  electro-magnet 
The  lever  s^  has  at  u^  a  block  with  a  V-shaped  incision,  and  the  wheel  x^  has 
a  pin  attached  to  its  front  side  at  v^.  When  the  armature  p^  is  attracted  by 
the  electro-magnet  o^  the  lever  s-^  is  released,  and  the  block  u^  falls  upon  the 
pin  z^i,  then  the  wheel  x^  is  moved  a  little  forward  or  backward,  according  as 
the  clock  is  fast  or  slow,  and  the  hands  are  thus  made  to  mark  twelve  o'clock 
exactly.      The   block   u^  is  so  cut  that  it  can  catch   the  pin  when  it  is  as 


Fig.  822.— Hipp*s  System. 

much  as  five  seconds  before  or  behind  time.  When  the  pin  y^,  which  is 
fastened  upon  the  hour  wheel  Zyy  comes  under  the  projection  a^,  the  lever  ^^ 
is  brought  into  its  former  position  again.  A  regulator,  which  furnishes  a 
current  at  regular  intervals,  is  used  as  a  standard  clock.  If  the  current  is 
required  to  act  only  every  six  hours,  the  two  contact  springs  b^^  ^^^  ^11  ^^ 
inserted  in  the  circuit.  The  current  therefore  will  only  reach  the  coils  of  the 
electro-magnets  when  the  two  springs  touch  each  other  at  by  This  happens 
only  twice  during  the  complete  revolution  of  the  hour  wheel,  that  is,  when  one 
of  the  two  pins^ij'i  presses  against  the  projection  r^  of  the  spring  ^n.  This 
system  is  chiefly  intended  for  the  regulation  of  electrical  docks  which  are 
furnished  with  pendulums,  and  for  translation  regulators  for  clocks  connected 
in  an  extensive  network. 

Hipp's  Electrical  Clock  Pendulum  is  shown  in  Fig.  823.  The  pendulum 
has  a  peculiarly  constructed  armature,  which  is  designed  to  make  the  current 
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in  an  electro-magnet  only  when  it  is  required.  When  the  arc  of  oscillation 
diminishes  beyond  a  certain  mark,  the  circuit  of  the  electro-magnet  is  closed, 
and  the  armature  at  the  lower  end  of  the  pendulum  is  attracted,  and  gives  a 
new  impulse  to  the  pendulum.  The  current,  of  course,  has  to  be  broken 
before  the  armature  comes  opposite  the  poles  of  the  electro-magnet,  that  is 
to  say,  before  the  pendulum  p.isses  the  vertical  and  the  armature  begins  to  leave 
the  magnet  The  break-  and  make  of  the  current  is  managed  in  the  following 
manner :  The  prism  d  is  fastened  on  the  pendulum  rod,  about  the  middle  of 


Fig.  823.— Ilipp's  Electric  Pendulum. 

its  total  length ;  ^  is  a  spring,  one  end  of  which  is  fastened  at  «,  while  the 
other  end  is  free,  and  rests  upon  an  agate  point  at  ^j,  and  a  little  steel  plate, 
called  the  '*  palette,"  is  suspended  from  the  spring  c.  Above  it  is  a  screw 
which  is  connected  with  one  pole  of  a  battery,  while  the  other  pole  is  con- 
nected with  the  spring  c.  The  current  is  made,  and  the  electro-magnet  is 
excited  every  time  the  spring  c  touches  the  upper  contact  at  Cy  The  pendulum 
rod  and  the  palette  e  are  in  the  same  vertical  plane,  and  in  order  that  it 
may  be  able  to  oscillate,  the  pendulum  rod  is  arranged  at  this  point,  as  shown 
in  the  figure,  that  is  to  say,  it  is  bent  at  right  angles.  As  long  as  the  arc 
of  oscillation  is  sufficiently  large,  the  prism  passes  underneath  the  palette  ^, 
and  the  spring  c  remains  upon  the  agate  point ;  but  when  the  arc  diminishes 
e  catches  in  a  groove  of  the  prism,  and  lifts  the  spring  r,  thus  making  contact 
at  Cy  and  closing  the  circuit.     The  magnet  then  attracts  its  armature,   and 
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gives  a  new  impulse  to  the  pendulum ;  when  the  latter  moves  on  under  the 
influence  of  this  new  impulse,  e  slides  down  again  from  the  prism  //,  and 
breaks  the  current.    The  attraction  of  the  magnet  now  ceases,  and  the  pendulum 


'TU 


Fig.  824.— Hipp's  Watchman-Clock. 


continues  to  oscillate.  The  number  of  times  the  current  is  made  during  a 
certain  time  depends  upon  the  strength  of  the  battery  and  the  resistance  of  the 
electro-magnet.  Doppler  observed  that  when  two  newly-fitted  Leclanch^ 
elements  were  used,  at  first  the  current  was  made  every  forty  seconds,  but 
after  some  months  it  was  made  every  twelve  or  eighteen  seconds,  without 
the  clock  showing  any  irregularity. 
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Electrical  Watchman-Clocks  are  used  to  show  whether  the  watch- 
man of  a  factory,  theatre,  etc,  really  makes  his  rounds  at  the  appointed  time 
These  control  clocks  consist  in  principle  of  a  clock  which  keeps  good  time 
connected  with  an  electrical  registration  apparatus.  The  watchman  causes  the 
time  of  his  passing  to  be  registered  by  depressing  the  keys  which  are  arranged 
at  certain  places  on  his  beat. 

The  apparatus  constructed  by  Hipp  for  this  purpose  is  shown  in  Fig.  824. 
Let  us  suppose  that  the  apparatus  is  intended  for  four  controlling  places.  In 
the  lower  portion  of  the  clock  case  are  the  four  electro-magnets  Mj  to  m^, 
each  of  which  has  a  movable  armature;  m^,  for  instance,  has  the  armature  a^ 
which  moves  about  the  fulcrum  r^.  This  armature  is  adjusted  by  the  screw  v^^ 
which  rests  with  its  point  upon  the  two-armed  lever  s^,  which  is  movable  about 
a  fulcrum  at  y^.  By  depressing  the  key  of  the  electro-magnet  m^,  the  magnet 
is  made  to  attract  its  armature  a^  and  thus  to  depress  the  short  arm  u^  of 


Fig.  825.— Register  of  the  Clock. 

the  lever.  The  other  arm  s^  is,  therefore,  raised,  and  the  pencil  t^  that  the 
lever  carries  is  pushed  through  the  slit  which  is  above  it  The  writing  levers 
belonging  to  the  remaining  electro-magnets  are  bent  in  such  a  manner  that 
their  pencils  may  be  pushed  through  the  slit  s  parallel  to  each  other.  Above 
the  slit  moves  a  strip  of  paper,  the  breadth  of  which  depends  upon  the  number 
of  electro-magnets  or  controlling  places.  The  paper  is  kept  in  motion  by 
the  wheelwork  of  the  clock.  When  the  watchman  makes  his  rounds  at  the 
time  arranged,  he  depresses  the  different  keys,  and  by  this  means  marks  the 
paper.  To  determine  the  time  at  which  the  marking  took  place,  the  paper 
strip  is  ruled  with  thin  and  thick  cross  lines ;  the  former  indicate  quarters  of  an 
hour,  the  latter  hours.  A  round  of  an  hour,  during  which  four  stations  have 
to  be  visited,  would  show  the  marking  represented  in  Fig.  825. 

Electric  registration  clocks  are  intended  to  allow  an  observer  to  register  the 
instant  of  an  event  occurring.  In  one  form  of  this  clock  the  observer  starts  the 
apparatus  at  a  given  time,  and  thus  puts  a  strip  of  paper  in  motion  as  in  Morse's 
telegraph.  A  dot  is  then  imprinted  on  the  paper  every  second  by  means  of  a 
simple  connection  with  an  astronomical  clock,  or  the  paper  is  ruled  for  hours 
and  minutes  and  wrapped  on  a  roller  turned  by  the  clock.    A  separate  marking 
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apparatus,  under  the  control  of  the  experimenter,  by  simply  making  contact  by 
pressing  in  a  key,  enables  him  to  interpolate  a  dot  or  mark  corresponding  to  the 
instant  of  any  event  happening — such,  for  instance,  as  the  transit  of  a  star. 
This  method  has  the  advantage  of  leaving  the  observer  at  entire  liberty  to  watch 
the  object  without  having  to  attend  to  the  beats  of  the  clock,  whilst  it  renders 
mistakes  next  to  impossible.  It  has  been  successfully  applied  to  the  determina- 
tion of  longitudes,  and  more  recently  to  all  kinds  of  astronomical  observations, 
by  Mr.  Bond,  in  America,  and  by  Sir  G.  Airy,  at  Greenwich. 

Electric  chronoscopes  are  instruments  for  the  measurement  of  excessively 
short  intervals  of  time,  such  as  the  flight  of  military  projectiles,  and  even  the 
transmission  of  sensation  and  motion  along  nervous  fibres.  Such  instrunients 
have  been  constructed  on  a  great  variety  of  principles.  Those  of  M.  Pouillet, 
Mr.  Wheatstone,  and  Mr.  Siemens  deserve  especial  mention. 


Railway   Station 
bell-signals,  called   the 


RAILWAY  SIGNALLING. 

Signals. — Fig.  826  represents  an  arrangement  of 
"  Double  -  bell ; "  Cj  and  g^  are  two  bells ;  Hj  Hj 
the  hammers  belonging  to  them.  Each  hanmier  is 
pressed  towards  the  bell  by  a  spring  f,  but  is  pre- 
vented from  touching  it  by  a  more  powerful  spring  f. 
The  hammers  move  about  the  pivots  x^x^i.  When 
the  wire  z  is  pulled,  and  then  suddenly  let  go  again, 
the  weight  of  the  hammer  overcomes  the  spring  f^ 
and  strikes  against  the  bell ;  it  cannot  rest  here,  how- 
ever, because  it  is  immediately  lifted  off"  by  the  more 
powerful  spring  f. 

The  wires  z  are  connected  with  clockwork.  The 
clockwork  frequently  used  in  France  and  Austria  for 
line-signals  is  that  by  Leopolder,  shown  in  Fig.  827. 
The  motive-force  is  supplied  by  a  weight  which  causes 
the  shaft  t  to  revolve  by  means  of  the  rope  /.  The 
wire  that  communicates  with  the  bell  is  fastened  to 
the  arm  z  of  the  lever  z  Zj,  the  arm  z^  of  which  is 
lifted  by  the  pins  r  of  the  wheel  r  whenever  the  catch  is  pulled  back,  so  as  to 
liberate  the  wheel  This  is  effected  by  means  of  currents  sent  into  the  coils  of  the 
electro-magnet  m  m  and  a  system  of  jointed  levers  H3  n  and  c.  The  armature  a 
is  fastened  to  the  shaft  x  by  means  of  h,  and  when  it  is  attracted  the  shaft  x 
moves  through  a  small  angle,  and  with  it  moves  also  the  angular  piece  c,  which 
is  fastened  upon  it  This  releases  the  spur  e,  which  rested  on  g,  and  conse- 
quently e  falls  between  /  and  q,  and  H3  catches  with  its  pm  y  the  lever  n,  which 
moves  about  o.  The  projection  ^,  which  rests  upon  «,  is  connected  with  the 
spiral  springs  /  and  w;  the  fan  w  rests  upon  shaft  «,  which  is  connected  with 
the  remaining  wheels  of  the  clockwork  by  means  of  a  toothed  wheel.  When, 
therefore,  c  loses  its  position  upon  n  in  consequence  of  the  magnetic  attrac- 


Fig.  826.— Doublc-BeU. 
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tion  of  the  armature,  the  axis  of  the  fan,  and  with  it  the  whole  clockwork,  is 
set  free,  and  the  signal  is  givea  The  clockwork  is  stopped,  when  the  current 
is  broken,  in  the  following  manner :  The  shaft  a^  is  moved  by  the  wheel  Rj  in 
the  direction  indicated  by  the  arrow,  and  lifts  the  pin  of  the  lever  h  by  means 
of  its  own  pin  d ;  Hj  b  also  lifted,  and  e  is  again  placed  upon  the  plates/  and  q. 
The  motion  of  the  lever  h  is  transmitted  to  H3  and  the  lever  n,  and  c  again  rests 
upon  n. 

As  the  signal  line  has  frequently  to  be   utilised  for  correspondence  by 


Fig.  827. — Leopolder's  Signal  Clockwork. 


means  of  a  Morse  apparatus,  the  connection  of  the  different  instruments 
with  each  other  and  the  line  has  to  be  arranged  accordingly.  As  an  example 
of  such  a  system  of  connection,  we  may  take  that  of  the  Austrian  North-west 
Railway.  The  lines  of  the  signalling  apparatus  have  constant  battery  currents 
flowing  through  them,  and  are  connected  with  the  earth  at  almost  every  station. 
When  a  current  arrives  at  the  station  by  the  line  l^  in  Fig.  828,  it  will  take 
the  following  direction  :  Through  the  lightning  plate  p  into  the  signalling 
apparatus  n,  through  the  key  s  into  the  relay  r,  thence  over  the  key  t  and  the 
galvanometer  o  to  earth.  The  commutator  edi  is  connected  with  the  relay  r, 
and  is  generally  so  arranged  that  it  closes  the  circuit  of  the  local  battery  Bj 
over  the  alarm  w.  When  it  is  intended  to  correspond,  the  local  circuit  is  closed, 
and  this  has  the  effect  of  inserting  the  writing  apparatus  m.  The  relay  remains 
permanently  inserted  in  the  circuit  before  it  acts ;  the  spring  of  the  relay  armature 
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has  such  a  tension  that  the  relay  does  not  requke  the  current  to  be  completely 
brolcen,  but  lets  go  its  annature  when  the  current  k  only  weakened.  The 
springs,  however,  of  the  bell  apparatus  n  Nj  have  only  a  very  feeble  force  of 
attraction,  so  that  the  magnets  let  their  armatures  go  only  when  the  current  is 
completely  broken.  The  keys  tTj  are  so  arranged  that  by  depressing  them 
the  current  is  not  broken,  but  a  resistance  is  inserted  in  the  circuit,  so  as  to 
reduce  the  strength  of  the  currrent.  Hence,  the  mode  of  action  of  the  total 
arrangement  is  as  follows :  When  the  Morse  key  x  of  a  station  is  used  in  the 


Fig.  828. — General  Scheme  of  a  Station. 


Fig.  829. — Connections  of  Signalling  Instruments. 

ordinary  manner  the  line  currents  are  weakened,  and  have  no  effect  upon  the 
armatures  of  the  magnets  of  the  bell  apparatus,  but  affect  the  relay  r  of  the 
second  station,  and  the  message  sent  from  the  first  station  is  reproduced  by 
means  of  the  writing  apparatus  m.  When,  however,  by  means  of  the  automatic 
key  s,  the  currents  are  broken,  all  the  signalling  apparatus  of  that  line  is  brought 
into  action. 

Several  methods  have  been  suggested  by  means  of  which  the  several  signalling 
instruments  on  a  line  may  be  connected.  The  method  of  joining  most  frequently 
used  to  secure  a  constant  current  in  the  line  is  shown  in  Fig.  829  ;  l  indicates 
the  signalling  apparatus ;  Bj  and  Bj  the  batteries.  The  battery  b^  has  its  zinc 
pole  z  joined  to  the  line,  and  the  battery  Bj  its  copper  pole  k,  so  that  these 
batteries  and  the  inserted  apparatus  have  a  constant  current  circulating  through 
them  when  at  rest 
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Railway  Carriage  Signals. — A  second  class  of  signals  are  the  so-called 
Intercommunication  Signals.  These  are  intended  to  enable  passengers  or  the 
guards  of  a  train  to  communicate  with  the  engine-driver.  Fig.  830  represents  the 
joining  of  such  a  system  of  signalling  by  Preece  and  Walker.  Each  guard's  van  has 
an  alarm  w,  a  battery  b,  and  a  key  t,  and  every  other  carriage  has  a  key  u.  Well- 
insulated  cables,  l  e,  run  through  the  whole  length  of  the  train,  one  of  which  is 
connected  with  the  positive  poles  of  the  batteries,  the  other  with  the  negative  poles. 
As  long  as  no  key  is  depressed,  no  alarm  can  soimd,  because  the  effects  of  the 
currents  from  the  two  batteries  neutralise  each  other  in  the  coils  of  the  electro- 
magnets. The  bell  rings,  however,  whenever  the  two  cables  l  and  e  are  short- 
circuited  by  depressing  a  key.      This  method  allows  the  train  officials  to  com- 


Fig.  J530. — Railway  ir'assengcrs'  Communicators. 


Fig.  831. — Connection  between  Carriages. 

municate  with  each  other.  To  prevent  misuse  of  the  keys  by  passengers,  the  keys 
in  the  carriages  are  covered  by  glass  plates,  which  have  first  to  be  broken  befoJ  e 
the  key  can  be  touched,  and  the  key  can  only  be  made  to  assume  its  formw 
position  by  another  key  specially  constructed  for  the  purpose.  The  connection 
of  the  cables  between  the  different  carriages  is  shown  in  Fig.  831.  k  is  the  cable 
consisting  of  two  wires,  r  is  a  gutta-percha  tube,  and  h  is  an  iron  tube,  which  is 
connected  with  the  wall  w  w  of  the  carriage.  The  end  of  tube  r^  has  a  metal 
tube  M,  into  which  the  cylindrical  gutta-percha  piece  h  is  fitted.  The  latter 
carries  the  two  steel  springs  f  f,  with  their  prismatical  brass  pieces  m  m^  which 
are  furnished  with  gutta-percha  plates  pp^  and  platinum  contacts  at  c.  The  ends 
of  the  cable  are  fastened  to  the  brass  prisms  by  means  of  the  screws  s  Sy  When 
the  two  steel  springs  f  f  press  the  brass  prisms  against  each  other,  the  latter 
make  contact  at  c,  and,  therefore,  connect  both  the  line-wires  with  each  other. 
If,  now,  a  similarly  constructed  catch  of  a  second  carriage  is  pushed  into  the 
first,  the  brass  prisms  press  each  other  asunder  and  break  contract  at  c,  but  one 
brass  prism  of  the  one  catch  presses  against  a  brass  prism  of  the  other,  and  by 
doing  so  connects  the  wires  of  two  carriages  with  each  other,  whilst  the  gutta- 


Digitized  by 


Google 


840 


Electricity  m  the  Service  of  Man, 


percha  plates  ppi  prevent  short-circuiting.  To  prevent  a  short  circuit  at  the 
last  carriage,  a  gutta-percha  piece  /  is  placed  in  the  catch  in  order  to  keep  the 
brass  prisms  asunder. 

Line  Signals. — Another  kind  of  signal  is  the  so-called  distance  signal, 
where  two  signs  only  are  required,  viz.  "  line  blocked  "  and  "  line  clear,"  which 
may  be  of  an  optical  or  acoustical  nature.  One  of  the  oldest  optical  signals, 
and  one  still  frequently  used  in  Austria,  is  that  by  Schonbach.  The  signalling 
body  consists  of  a  disc  with  radial  openings,  and  its  normal  position  is  parallel 
to  the  line  and  indicates  "  clear,"  while  the  position  at  right  angles  to  the  line 
(across)  indicates  "blocked."  During  the  night  lanterns  with  differently 
coloured  lights  indicate  these  positions.  The  liberating  arrangement  of  the  clock- 
work when  at  rest  is  shown  in  Fig.  832.    The  lever  h  rests  with  its  nozzle  € 


Fig.  832. — Schonbach's  Distance  Signal. 

upon  the  palette  p.  When,  however,  a  current  is  sent  through  the  coils  of 
the  electro-magnet  m,  the  magnet  attracts  its  armature  a  and  turns  the  lever  h 
together  with  the  fork  g^  so  that  the  nozzle  e  sinks  between  /  q.  The  lever  h 
now  moves  about  its  pivot  x  downward  and  lifts  the  arm  n  by  means  of  the 
arm  b.  But  the  arms  n  and  k  will  also  turn  with  n,  and  thus  set  the  fan 
and  also  the  wheel  Fj  free  from  k;  that  is  to  say,  the  clockwork  will  be 
liberated.  The  disc  now  moves  through  an  angle  of  90  degrees.  Before  this 
motion  is  quite  completed,  however,  the  pin  d^  of  the  disc  v  reaches  the 
arm  m  and  lifts  the  lever  h  to  the  palette  q  again,  while  k  falls  in  with  Fg 
and  n  catches  the  arm  c  of  the  fan,  and  arrests  the  clockwork.  The  sig- 
nalling disc  is  moved  from  the  position  which  means  "blocked"  into  the 
position  which  means  "  clear "  by  turning  the  key  to  its  former  position.  The 
current  is  thus  broken  and  made,  and  the  clockwork  is  liberated  in  the  way 
described.  The  arresting  of  the  clockwork  is  not  brought  about  by  means  of 
pin  d^  after  the  disc  v  has  moved  through  270^,  but  by  means  of  pin  d^. 

The  Electric  Steam  Whistle. — During  fogs,  snow-storms,  etc,  the  line 
signals  are  hidden  from  view,  and  therefore,  in  addition  to  the  optical  signals 
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already  described,  acoustical  signals  are  frequently  used.  Several  French  railways 
use  the  electric  automatic  steam  whistle  constructed  by  Lartigue  and  Digney 
Frferes,  and  shown  in  Fig.  833.  p  on  the  left  is  the  steam  whistle,  the  valve 
of  which  is  connected  with  an  electro-magnet  e  on  the  right  by  a  system  of  levers. 
Steam  can  only  be  admitted  to  the  whistle  p  from  the  tube  r,  through  the  valve 
d.  The  valve  rod  is  fastened  to  the  arm  of  the  lever  h,  and  the  latter  is  con- 
nected with  Hj  by  means  of  the  rod  v.  The  armature  of  the  Hughes  magnet 
M  £  is  attached  to  h^  at  a,  and  it  remains  in  the  position  shown  in  the  figure  as 
long  as  no  current  flows  through  the  coils  e  of  the  Hughes  magnet,  and  when 
this  is  the  case  the  valve  d  remains  closed ;  but  the  valve  is  opened  when  a 


Fig.  833, — Electric  Automatic  Steam  Whistle. 

current  flows  through  the  coils  e,  and  the  armature  a  is  forced  off  by  means  of 
the  spiral  spring  coiled  round  v.  The  whistle  is  silenced  by  pushing  the  knob 
K,  which  lifts  the  lever  Hi,  or  by  lowering  the  lever  g  «,  which  causes  n  to  lift 
the  lever  h.  In  this  case  the  armature  a  is  brought  so  near  the  magnet  that  it 
is  attracted,  assuming,  of  course,  the  current  has  meanwhile  been  broken. 

The  connection  of  the  automatic  steam  whistle  on  the  locomotive,  with  the 
distance  signal,  is  shown  in  Fig.  834.  One  end  of  the  Hughes  magnet  of 
the  whistle  p  has  leads  attached,  which  are  joined  to  a  copper  brush,  which  is 
insulated  and  hangs  below  the  engine  at  a.  The  other  end  is  connected  with 
the  metal  of  the  locomotive,  that  is  to  say,  it  is  connected  with  the  rails,  and, 
through  them,  with  the  earth.  A  contact  M  n  is  arranged  at  a  convenient 
distance  from  the  distance  signal,  which  consists  of  a  wooden  sleeper  placed 
lengthwise,  and  covered  with  thick  sheet  copper.  The  copper  is  connected  with 
a  contact  arrangement  c  of  the  signalling  disc  s,  by  means  of  the  insulated  leads 
L.     The  other  pole  of  c  is  joined  to  Lj,  which  goes  to  the  battery  and  thence  to 
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earth.  The  contact  arrangement  is  such  that  when  the  distance  signal  stands 
on  **  stop,"  contact  is  made  between  l  and  l'  ;  but  contact  is  broken  when 
the  signal  stands  at  "free."  As  soon  as  the  engine  has  passed  the  wooden 
piece  Q,  when  the  signal  stands  at  "  stop,'*  the  copper  brush  a  comes  into  con- 
tact with  M  N,  and  closes  the  circuit.  The  current  passes  from  b  over  l^  to  the 
contact  c  and  l,  and  thence  through  the  contact  a  to  the  electro-magnet  of  the 
whistle,  then  through  the  metal  of  the  locomotive  to  earth,  and  back  through  b 
to  B ;  the  steam  whisde  then  begins  to  sound.  When,  however,  the  signalling 
disc  is  in  the  position  indicating  "free,"  thfe  contact  at  c  is  broken,  and  the 
whistle  cannot  be  made  to  sound  when  the  brush  a  is  passing  the  contact  m  n. 


Fig.  834.— Electric  Automatic  Steam  Whistle. 

The  signal  system  which  has  been  devised  by  Putnam,  and  is  made  use  of 
in  America,  has  also  been  tried  in  Austria.  Its  essential  parts  consist  of  a 
signalling  apparatus,  which  is  contained  in  a  box.  Its  arrangement  is  shown  in 
Fig.  835.  M  is  the  electro-magnet,  with  its  armature  a,  which  is  fixed  to  the 
engine.  The  armature,  the  arm  h,  which  carries  the  signalling  disc,  and  the 
hammer  K  of  bell  o,  are  movable  about  the  same  pivot  x^  while  the  spring  / 
sustains  the  hammer  k,  and  the  ball  z,  fastened  to  the  hammer  by  means  of 
a  string,  opposes  its  weight  to  the  tension  of  the  spring.  When  a  current  flows 
through  the  coils  of  the  electro-magnet,  and  the  armature  is  drawn  near  the 
magnet  by  means  of  the  string  and  weight  z,  it  is  held  fast  by  the  magnet.  This 
position  indicates  that  the  line  is  free,  and  the  signalling  disc  s  remains  within 
the  box,  that  is  to  say,  it  is  invisible.  When,  however,  the  coils  of  the  magnet  are 
currentless,  the  armature  falls  off,  and  the  lever  system  assumes  the  position 
shown  in  the  figure.  The  signalling  disc  is  pushed  outside  the  box,  and  the  bell 
rings.  The  bell-strokes  are  repeated  in  consequence  of  the  vibrations  of  the 
locomotive,  because  the  spring  /  pulls  the  hammer  upward,  whilst  the  ball  z 
pulls  it  downward.  In  this  manner  the  engine-driver  receives  the  signal  which 
tells  him  to  stop.     The  working  of  the  signal  may  be  better  understood  from 
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Fig.  836.  The  leads  i^  (Fig.  835)  are  conducted  to  the  metal  brush  p,  which 
is  in  front  of  the  locomotive  (Fig.  836),  and  thence  to  a  pole  of  a  small  electric 
machine  which  is  worked  by  the  locomotive ;  from  the  second  pole  of  the 
electric  machine  a  wire  leads  to  the  brush  Pj  or  to  the  metal  portions  of  the 
tender.  The  line  is  divided  according  to  the  amount  of  traffic  into  distances  of 
three  to  five  kilometres,  and  at  each  point  of  division  a  portion  c  of  the  rails  is 
insulated.  The  contact  brush  p  slides  over  the  rails,  and  at  each  point  of  division 
an  apparatus  is  placed  which  consists  of  electro-magnets  m  and  m^,  and  a  lever  h 
which  bears  an  armature,  and  which  is  movable  about  a  pivot  x  between  the 
two  magnets  and  between  two  pins,  a  contact  pin  x,  and  a  stop  pin  j^.     When 


0z 

Fig.  835.— Putnam's  Signal. 


the  lever  xy  lies  against  s,  the  length  of  rail  c  is  in  electrical  connection  with 
the  rail  s ;  but  when  the  lever  lies  against  jj,  the  connection  is  broken  at  y. 
The  connection  s  of  the  apparatus  at  the  several  division  points  is  shown  in  the 
figure.  When  a  train  moves  from  section  i  to  section  11,  and  the  brush  p^  slides 
over  the  insulated  rail  c  in  11,  whilst  the  brush  p  glides  over  the  non-insulated 
rails  s,  between  11  and  in,  the  following  circuit  is  closed :  From  the  brush  p  over 
the  rail  s  between  11  and  in,  through  the  apparatus  of  section  i  and  electro- 
magnet Ml  of  section  11,  and  then  through  s  and  c  to  p^.  The  magnet  Mj  now 
attracts  the  armature,  and  places  the  lever  x  y  oi  the  section  n  upon  the 
insulated  pin  s^.  When  the  train  reaches  from  section  in  to  section  iv,  that 
is  to  say,  bridges  over  the  gap  between  the  insulated  rail  c  at  in  and  the 
insulated  rail  s  leading  to  iv,  the  following  circuit  is  made:  Through  the 
contact  brush  p  to  ^  and  the  leads  Lj,  the  electro-magnet  m  of  section  n,  the 
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leads  L4,  the  electro-magnet  m^  of  section  iii,  s,  ^,  and  Pj.  The  magnet  m  of 
section  11  attracts  the  armature,  and  lays  the  lever  :c  j'  at  11  on  the  contact-pin  s, 
while  the  electro-magnet  Mj  of  section  iii  lays  the  lever  xy  upon  the  insulated 
pin  Sj.  The  train  travels  entirely  on  s  between  111  and  iv,  and  short-circuits 
its  signalling  apparatus  over  p^,  s^  and  p.  If,  however,  a  second  train  passes 
from  III  to  IV  whilst  the  first  train  is  still  between  in  and  iv,  the  circuit  in 
the  signalling  apparatus  of  the  second  train  is  broken  at  the  moment  when 
the  brush  p  reaches  c  of  in,  while  the  brush  p^  touches  a  at  in,  because  the 
leads  over  xy  only  reach  to  the  insulated  pin  s^.  The  signalling  apparatus  of 
the  second  train  is,  therefore,  affected  in  the  manner  already  described,  and 


Fig.  836.— Putnam's  Automalic  Signal  System. 

the  signal  "  stop "  is  given.  The  circuit  of  the  signal  of  the  second  train  will 
be  closed  again  when  the  first  train  has  passed  the  insulated  portion  of  iv, 
because  by  doing  so  a  current  is  sent  through  the  leads  Lj  L4,  betwet^n  in 
and  IV,  to  the  magnet  m  of  ni,  causing  the  lever  ^  >»  to  be  laid  upon  the  contact- 
screw  s. 

Any  system  of  signalling  in  which  the  apparatus  has  to  be  carried  by  the 
train  has  many  drawbacks,  and  stationary  signals  are  generally  preferred  in  Eng- 
land. When  trains  run  very  frequently,  the  distances  between  every  two  stations 
have  to  be  divided  into  a  corresponding  number  of  sections,  and  each  sub- 
division must  have  a  means  of  showing  the  stop  signal,  so  as  to  detain  the 
train  until  the  obstacle  to  its  further  progress  is  removed.  Such  an  arrange- 
ment of  signals  is  known  as  the  Block  system.  The  usual  signal  is  a  bell  very 
similar  to  that  shown  in  Fig.  786. 
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CONCLUSION, 

With  these  methods  of  automatic  signalling,  we  propose  to  conclude. 
Although  it  will  be  seen  that  we  have  collected  an  immense  fund,  of  in- 
formation bearing  on  the  applications  of  electricity,  yet  so  rapid  is  the  progress 
of  discovery,  and  so  numerous  are  the  workers  in  this  field  of  investigation  and 
enterprise,  that  we  cannot  hope  to  have  included  all  inventions  that  might  claim 
a  place  in  our  record.  We  have,  however,  succeeded  in  showing  how  electricity 
has  become  one  of  the  most  important  physical  agents  of  civilisation,  and 
applicable  to  a  great  number  of  the  conveniences  of  daily  life.  It  is  an  agent  at 
the  same  time  most  sensitive  and  most  powerful  Its  sensitiveness  b  shown  in 
the  delicate  action  of  the  telephone  and  microphone,  and  its  great  power  in 
the  giant  motors  of  the  day.  It  has  rendered  great  service  in  medicine  and 
surgery,  and  its  searching  qualities  and  powers  promise  for  it  in  these  sciences 
a  far  wider  use  than  has  hitherto  been  secured.  There  is  no  industry  that 
may  not  profit  by  its  aid,  and  no  art  with  which  it  may  not  possibly  be  con- 
nected. 

It  has  not  yet,  perhaps,  realised  the  dreams  of  those  who  have  expected  it  to 
furnish  a  means  of  utilising  the  power  of  the  Niagara  Falls  to  light  the  towns 
and  drive  the  mills  of  the  Northern  States,  or  of  such  smaller  falls  as  those  of 
the  Clyde  to  light  the  City  of  Glasgow,  and  to  work  the  steam-hammers  of  the 
ship-yard  forges.  It  may  not  yet  have  been  the  means  of  storing  up  the  power 
of  the  tides,  of  the  river-floods,  of  the  lightning-flash,  or  of  the  solar  heat. 
Nevertheless,  the  record  of  its  achievements  which  we  have  been  able  to 
detail,  is  sufficiently  great  to  show  how  extremely  rash  it  would  be  for  any  one  to 
assign  a  limit  to  what  it  may  possibly  accomplish  in  the  future.  Indeed,  nearly 
all  the  triumphs  of  science  mentioned  in  Macaulay's  eulogium  of  the  Philosophy 
of  Bacon  may  be  claimed  for  electricity : — 

''It  has  lengthened  life ;  it  has  mitigated  pain  ;  it  has  extinguished  diseases ; 
it  has  given  new  securities  to  the  mariner ;  it  has  furnished  new  arms  to  the 
warrior ;  it  has  guided  the  thunderbolt  innocuously  firom  heaven  to  earth ;  it  has 
lighted  up  the  night  with  the  splendour  of  the  day ;  it  has  extended  the  range 
of  human  vision ;  it  has  multiplied  the  power  of  the  human  muscles ;  it  has 
accelerated  motion;  it  has  annihilated  distance;  it  has  facilitated  intercourse, 
correspondence,  all  friendly  offices,  and  all  despatch  of  business ;  it  has  enabled 
man  to  descend  to  the  depths  of  the  sea,  to  penetrate  securely  into  the  noxious 
recesses  of  the  earth,  to  traverse  the  land  in  cars  which  whirl  along  without 
horses.  These  are  but  a  part  of  its  fruits,  and  of  its  first-firuits.  Its  law  is 
progress.  A  point  which  yesterday  was  invisible  is  its  goal  to-day,  and  will  be 
its  starting-post  to-morrow." 
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Mari6-Davy  Element,  406 
Matter,   Radiant,   when    Intercepted   bj   Solid 

Matter,  Casts  a  Shadow,  209 
Matthiessen's  Table  of  Resbtances  and    Con- 
ductivity, 126 
Maxim  (Incandescent  Lamps),  212 
Maxim's  bJectrometer,  381 

,,      Glow  Lamp,  463 

,,      Glow  Lamp  Bracket,  464 
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Browning,  An  Introdactlon  to  the  Study  of.    By  Arthur  Symonds.  as.  6d. 
Batterflles  and  Moths,  European.     By  W.  F.  Kirby.     With  61  Coloured 

Plates.     Demy  410,  35s. 

Canaries  and  Cage-Birds,  The  Illnstrated  Book  o£     By  W.  A.  Blakston. 

W.  SwAYSLAND,  and  A.  F.  Wiener.    With  56  Facsimile  Coloored  Plates,  35s. ; 
half-morocco,  £9  5s. 

Cannibals  and  Convlots.    By  Jih^ian  Thomas  ("The  Vagabond").    los.  6d. 

Cassell's  Fkmlly  Msgasine.    Yearly  Vol     Illustrated.    9s. 

Cathedral   Churches  of  England  and  Wales.     Descriptive,   Historical,  and 

Pictorial     With  150  Illustrations,    axs. 
Changing  Tear,  The.    With  Illustrations.    7s.  6d. 
China  Painting.    Bv  Florence  Lewis.    With  Sixteen  Coloured  Plates,  and  a 

selection  of  Wood  Engravings,  with  full  Instructions.     5s, 
Choice  Dishes  at  Small  Cost    By  A.  G.  Payne.    3s.  6d.    Cheap  Edition,  zs. 
Cities  of  the  World:  their  Origin,  Progress,  and  Present  Aspect.    Three  Vols. 

Illustrated.     7s.  6d.  each. 
ClvU  Service,  Onlde  to  Employment  in  the.  New  and  Enlarged  Edition,  3s.  6d. 
ClvU  Serrlce.  —  Gnlde   to  Female    Employment  In  Ooyemment  Offices. 

Qoth,  IS. 

Clinical  Manuals  for  Practitioners  and  Students  of  Medldne.    (A  List  of 

Volumes /orvMxrded  past  free  on  appiuation  to  thg  PMbiiskers.) 

Clothing,  The  Inflaence  of;  on  Health.  By  Frederick  Treves.  F.R.CS.  as. 
Cobden  Club,  Works  published  for  the :~ 

The  Trade  Depreaaion.  6d. 
Crown  Colonies,    xs. 
Our  Land  Iiawa  of  the  Fast.   3d. 
Popular  Fallaoles  Bagardlnff  Trade.  6d. 
Beolprooity  Oraae.   ad. 
W6st«m  Armer  of  America.   3d. 
Tranaflsr  of  Land  by  Baslatrauon.   6d. 
Beform  of  the  BnffUah  Land  Ssratem.   3d. 

C<flonles  and  India,  Our,  How  we  Ck>t  Them,  and  Why  we  Seep  Them 

By  Prof.  C  Ransoms,    is. 
Ctflnmhos,  Christopher,  The  life  and  Voyages  o£    By  Washington  Irving. 

Three  Vols.    7s.  6d. 

Cookery,  Cassell's  Dictionary  o£  ContainiDg  about  Nine  Thousand  Recipes. 
7a.  6d. ;  Roxbuis;h,  los.  6d. 

9O886. 


Wrltinga  of  Rlohard  Cobden.    68. 
Local  ooTemxnent  and  Taxation  In  the 

ITnlted  Kingdom,   ss* 
The  Depreasion  in  the  Weat  Indlea.   6d. 
The  Three  Fanloa.   n. 
Free  Trade  reraiia  Fair  Trade,   as.  6d. 
Fleaa  for  Froteotlon  examined.  6d. 
Free  Trade  and  Xni^h  Oommeroe.    By 

A.  Manfcredien.    6d. 
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Ckxdcery,  A  Tear's.    By  Phyllis  Browne.    Qoth  gilt  or  oiled  doth,  3s.  6d. 

CkH)k  Book.  Catherine  Owen's  New.    4s. 

Oo-operators,  Working  Men :  What  they  have  Done,  and  What  they  are 
Doing.    By  A.  H.  Dyke-Aclano,  M.P.,  and  B.  Jones. 

Ckmntrles  Of  the  World,  The.  By  Robert  Brown.  M.A.,  Ph.D.,  &c.  Com- 
plete in  Six  Vols.,  with  about  750  Illustrations.    410,  78.  6d.  eadi. 

CromweU,  OllTer :  The  Man  and  his  Mission.  By  J.  Allanson  Picton,  M.P. 
Cloth,  7S.  6d.  ;  morocco,  cloth  sides,  9s. 

Oydopaodla,  Cassell's  Concise,     with  13,000  subjects,  brought  down  to  the 

latest  date.    With  about  600  Illustrations,  Z5S. ;  Roxburgh,  18s. 
Dairy  Fanning.    By  Prof.  J.  P.  Sheldon.    With  25  Fac-simile  Coloured  Plates, 
and  numerous  Wood  Engravings.    Cloth,  3ZS.  6d. ;  half-morocco,  42s. 

DedslTe  Events  In  History.    By  Thomas  Archer.    With  Sixteen  Illustradons. 

Boards,  3s.  6d. ;  cloth,  5s. 

DecoratlYe    Design,    Principles    ot       By  Christopher    Dresser,    Ph.D. 

Illustrated.     5s.  , 

Deserted  Village  Series.  The.    Consisting  of  Editions  de  luxe  of  favourite  poems 
by  Standard  Authors.     Illustrated.    Cloth  gilt,  as.  6d.;  or  J^;Mmese  morocco,  5s.  each. 
Qoidsmith'B  Deaertad  Village.  j  Wordaworth**    Oda    on    ZnunoctaUtgr, 

Milton's  L'Allegro  and  n  Fenserova       I  and  Lines  on  Ttntem  Abbey. 

Songs  f^om  Shakeapeara. 

Dickens,  Character  Sketches  from.  Second  and  Third  Series.  With  Six 
Original  Drawings  in  each,  by  Frederick  Barnard.    In  Portfolio,  azs.  each. 

Diary  of  Two  ParUaments.  By  H.  W.  Lt7CY.  The  Disraeli  Parliament,  xas. 
The  Gladstone  Parliament,  12s. 

Dog,  The.    By  IDSTONE.     Illustrated,    ss.  6d. 

Dog,    niustrated   Book  of  the.    By  Vero  Shaw,  B.A.    With  38  Coloured 

Plates.    Cloth  bevelled,  35s. ;  half-morocco,  45s. 
Domestlo  Dictionary,  Tlie.    An  Encyclopaedia  for  the  Household.  Cloth,  7s.  6d. 
Dora's  Adventures  of  Munchausen.    Illustrated  by  Gustave  Dor£.    5s. 
Dord's  Dante's  Inferno.    Illustrated  by  Gustave  Dor^    Popular  Edition,  ais 
Dor6's  Don  Quixote.    With  about  400  Illustrations  by  Dor&    15s. 
Dora's  Fairy  Tales  Told  Again.    With  24  Full-page  Engravings  by  DoRfe    5s. 
Dord  Gallery,  The.     With  250  Illustrations  by  Gustave  Dor^    410,  42s. 
Dor6's  Milton's  Paradise  Lost    With  Full-page  Drawings  by  Gustave  Dore. 

4tO,  2XS. 

Edinburgh,  Old  and  New,  Cassell's.     With  600  Illustrations.     Three  Vols.. 

9s.  each  ;  library  binding,  ;Ci  los.  the  set. 

Educatlbnal  Tear-Book,  The.    6s. 

Egypt:    Descriptive,  Historical,  and    Picturesque.      By  Prof.  G.  Ebers. 

Translated  by  Clara  Bell,  with  Notes  by  Samuel  Birch.  LL.D.,  &c  ,  Two  Vols. 

With  800  Original  Engravings.    VoL  I.,  £»%  5s.  ;  Vol.  II..  £^  12s.  6d. 
Electricity  In  the  Service  of  Man.    With  nearly  850  Illustrations,    ais. 
Electrician's  Pocket-Book,  The.    By  Gordon  Wigan,  M.A.    5s. 
EncydopsBdic  Dictionary.  The.    A  New  and  Original  Work  of  Reference  to  all 

the  Words  in  the  English  Language.    Ten  Divisional  Vols,  now  ready,  xos.  6d.  each ; 

or  the  Double  Divisional  Vols.,  half-morocco,  ais.  each. 
Energy  In  Nature.    By  Wm.  Lant  Carpenter,  B.Sc    80  Illustrations.   3s.  6d. 
England,   Cassell's  Dlustrated   History  o£    With  2,000  Illustrations.    Ten 

Vols..  4to,  9s.  each. 

English  Hlstoiy,  The  Dictionary  ol    Qoth,  ais. ;  Roxburgh,  25s. 

BngHah  Literature,  Library  ot     By  Prof.  Henry  Morley.    Complete  in  5 

vols.,  7s.  6d.  each. 

Vol.     I.— Shorter  English  Poems. 
Vou   II.— Illi'stratigns  of  English  Religion. 
Vol.  III.— English  Plays. 
Vou  IV.— Shorter  Works  in  English  Prosb. 
Vol.    v.-  Sketches  of  Longer  Works  in  English  Verse  and  Prosb. 
Five  Volumes  handsomely  bouad  in  half-morocco,  jCs  5S> 
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Enffliflh  Literature,  Morleir'fl  Pint  Sketch.    Revised  Edition,  7s.  6d. 
EngUflh  Literature,  The  Dictionary  o£    By  W.  Davenport  Adams.     Cheap 
Edition,  T%.  6d. ;  Roxburgh,  xos.  6d. 

EngllBh  Literature,  The  Story  o£    By  Anna  Bucklanu    5s. 
Enfi^llflh  Poetesses.    By  Eric  S.  Robertson,  M.A.    5s. 
EngllBh  Writers.    By  Prof.  Henry  Morley.    VoL  I.    5s. 
JBsop's  Fahles.    Wiih  about  150  Illustrations  by  £.  Griset.    Cloth.  7s.  6d. ;  gilt 
ed((es.  106.  6d. 

Etching :  Its  Technical  Processes,  with  Remarks  on  Collections  and  Collecting. 

By  S.  K.  KoBHLBR.    Illustrated  with  30  Full-page  Plates.    Price  £^  4s. 

Btlqnette  of  Good  Society,    is. ;  cloth,  is.  6d. 

^e,  Ear,  and  Throaty  The  Management  of  the.    3s.  6d. 

Fkunlly  Phsrsldan,  The.    By  Eminent  Physicians  and  Surgeons.    Qoth,  21s. ; 

luiif- morocco,  ass. 
Fftlse  Hopes.    By  Prof.  Goldwim  Smith.  M.A..  LL.D..  D.C.L.    6d, 
Fenn,  0.  Kanyllle,  Works  by.    Popular  Editions,     Cloth  boards,  2s.  each. 
Sweet  Maoe.  I    The  Vioar**  People. 

Datoh  the  Diver;  or,  a  llan'e  Miatatee.  Cobweb'a  Father,  and  other  Storiea. 

Mj  Patienta.  I    The  Paraon  o'  Dumford. 

Poverty  Corner. 

Ferns,  European.    By  Tames  Britten,  F.L.S.    With  30  Fac-slmile  Coloured 

Plates  by  D.  Blair,  F.L.S.    21s. 
Field  Naturalist's  Handbook,  The.    By  the  Rev.  J.  G.  Wood  and  Theodore 

Wood.    5s. 

Flguler's  PopiUar  Sdentlflc  Works.     With  Several  Hundred  Illustrations  in 

each.    3s.  6d.  each. 
The  Human  Baoe.  I  The  Ocean  World. 

World  Before  the  Deluge.  The  Vegetable  World. 

Beptilea  and  Btrda.  I  The  Insect  World. 


Flgfure  Painting  In  Water  Colours.     With  16  Coloured  PLites  by  Blanche 

MacArthur  and  Jennie  Moorb.    With  full  Instructions.    7s.  6d. 
Pine-Art  Library.  The.     Edited  by  John  Sparkes,  Principal  of  the  South 

Kensington  Art  Schools.     Each  Book  contains  about  xoo  Illustrations.     5s.  each. 
Tapeetry.    By  Eugene  Mtinu.     Translated  by        The  Bduoatlon  of  th?  Artist.     By  Ernest 
Miss  L.  J.  Davis  Chenneau.     Translated   by  Clara    Bell.    Noo- 


Bnpravlng.    By  Le  Vicomte  Henri  Delaborde. 

Transttited  by  R.  A.  M.  Stevenson . 
The   English  School   of  Painting.     By  E. 

Chesiieau.     Translated  by  L.   N    Etherington. 

With  an  Introduction  by  I'rof.  Ruskin. 
The  Flemish  School  of  Painting.    By  A.  J. 

Waulcrs.    Translated  by  Mrs.  Henry  Ro^seL 


illustrated. 
Qreek   Arohaology.     By   Maxime   CoUienoo. 

Translated  by  Dr/|.  H.  Wrlifht. 
Artiatio  Anatomy.    By  Prof.  DuvoL    Translated 

byF.  E.  Kenton. 
The  j>utoh  School  of  Painting.     By  Henry 

Havard.     Translated  by  G.  Powell. 


Fisheries  of  the  World,  The.    Illustrated.    4to.  9s. 

Five  Pound  Note,  The,  and  other  Stories.    By  G.  S.  Jealous,    is. 

Flower  Painting  In  Water  Colours.  First  and  Second  Series.  With  20  Fac- 
simile Coloured  Plates  in  each  by  F.  E.  Hulmb,  F.L.S.,  F.S.A.  With  Instructions 
by  the  Artist.     Interleaved.     5s.  each. 

Flowers,  and  How  to  Paint  Them.  By  Maud  Naftel.  With  Coloured  Plates.  5s. 
Forging  of  the  Anchor,  The.    A  Poem.     By  Sir  Samuel  Ferguson,  LL.D. 

With  ao  Original  Illustrations.     Gilt  edges,  5s. ;  or  Japanese  morocco  padded,  6s. 

FossU  Reptiles,  A  History  of  British.    By  Sir  Richard  Owen,  K.C.B..  F.  R.S., 

&c.     With  a68  Plates.     In  Four  Vols,,  £\2  12s. 

Four  Tears  of  Irish  History  (1845-49).    By  Sir  Gavan  Duffy,  K.C.M.G.    21s. 
Franco-Oerman  War,  Cassell's  History  of  the.    Two  Vols.    With  500  Illus- 
trations.   OS.  each. 
Fresh-Water  Fishes  of  Europe,  The.   By  Prof.  H.  G.  Seeley,  F.  R.S.  Cloth,  21s. 
Garden   Flowers,    Familiar.     First,  Second.  Third,  and  Fourth  Serie.s. 

By  ^KtKLEY  HiBBERD.     With  40   Full-page   Coloiuvd  Plates  in   each.      By   F.  E. 
HuLME,  F.L.S.     Cloih  Rilt,  12s.  6d.  each. 

Gardening,  Cassell's  Popular,    illustrated.    Complete  in  4  Vols.,  5s.  each 
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Olidrtone,  UfB  of  the  Bt  Hon.  W.  EL     By  Basnett  SMrra.    Wlih  Portniu 

3$.  6d.    JubiUt  Editiam,  i» 

Gleaniiiffi  from  PoptUar  Anthon.     Two  V'oU.      With  Original  UlustradoQs. 

4to,  9t.  each.    Two  \<A%.  in  One,  15s. 
Gold  to  Orey.  From.     Being  Poems  and  Tictures  of  Life  and  Nature.    By  Makt 

D.  Brike.     lUtistnted.    7*.  6d.  ' 

Great  Zndiistriat  of  Great  Britain.    With  400  inostrations.    3  V'ols.,  7s.  6d.  each. 
Great  Hortlieni  BaUway.  Tbe  Offldal  mustrated  Guide  to  tlio.     is. ;  or  in 

cloth,  2S.  

Great  Palnten  of  Christendom,  Tlie,  from  Clmalme  to  WQkleL    By  John 

FoKBES-RoBEKTSOK.     lUustimtcd  tfaroa^hoaL    Poplar  Edition^  doth  gOc,  iss^  6d. 

Great  Western  BaUway,  Tlie  omdal  ninstrated  Gvide  to  tlie.    With  Uhis- 

tratioQt,  IS. ;  clodi.  2«. 
Onlliyer'e  TraTela.    With  88  Engravings  by  Morten.     Cheap  Edition.    5s. 
Gon  and  its  Derelopmentk  The.    By  W.  W.  Greenes.    IlhistratedL    los.  6d. 
Healtli  at  IcboOL    By  Clement  Dukes.  M.D.aS.    6s. 
Health,  The  Book  Ol     By  Eminent  Physicians  and  Surgeons.     Cloth.  21s. ;  half- 

rnorocco.  25*. 

Health,  The  Tnflnmioe  of  Clothing  on.    By  F.  Treves,  F.R.CS.    ss. 
HeaTena,  The  Story  of  tha    By  Sir  Robert  Stawell  Baix.  LL.D..  F.R.a. 

Ro]^  AstroDomer  of  Ireland.    Coloured  Plates  and  Wood  Engravings.     3t<.  6d. 
Heroes  of  Britain  In  Peaoe  and  War.    In  Two  Vols.,  with  300  Original  Ilhis- 

tratictts.    Oocb.  5s.  each.     In  one  Vol.,  Ubrarjr  binding,  los.  6d. 
Homes,  Our,  and  How  to  Hake  them  Healthy.     By  Eminent  Authorities. 

Illustrated.     15k.  ;  half-morocco,  21s. 

Horse-Keeper,   The   PracticaL     By  George  Fleming.   LL.D..  F.R.CV.Sw 

Illustrated.    Crown  8vo,  cloth,  7s.  6d. 

Horse,  the  Book  of  the.    By  Samuel  Sidney.     With  25  facsimile  Coloured 

Plates.     Demy  4to,  35s.  ;  half-nxHxxxo.  £1  5s. 
Hones,  the  Simple  Ailments  o£    By  W.  F.    Illustrated.    5s. 
Honsehold  Golde,  Cassell'a     With  Illustrations  and  Coloured  Plates.    New  and 

Reviud  Editifitt^  complete  in  Four  Vols.,  aos. 

How  Women  may  Earn  a  liTlncr.    By  Mercy  Grogan.    is. 

India,  CasMU's  History  ol     By  James  Grant.    With  400  lUustratioos.     15s. 

India,  the  Coming:  Stmgsrle  for.    By  Prof.  Arminius  Vamb^ry.    5s. 

India :  the  Land  and  the  People.    By  Sir  James  Caird,  K.C.R    ids.  6d. 

In-door  Amusements,  Cards  Games,  and  Fireside  Fun,  CasMU's.    as.  6d. 

Industrial  Bemnneratlon  Conferenoe.    The  Report  of.    2s.  6d. 

Insect  Variety :  Its  Propagation  and  Distribution.  By  A.  H.  Swinton.  7s.  6d. 

Invisible  US»,  Vignettes  from    By  J.  Badcock.  F.R.M.S.    lUustrated.   3s.  6d. 

Irish  Parliament,  The,  What  It  Was,  and  What  It  Did.     By  J.  a  Swift 

McNeill,  M.A.    is. 
Italy.    By  J.  W.  PROBYN.    7S.  6d. 

Kennel  Guide,  PracticaL    By  Dr.  Gordon  Stables.    lUustmted.    2s.  cxL 
Kidnapped.    By  R.  L.  Stevenson.    5s. 
Khiva,  A  Bide  ta    By  the  late  CoL  Fred  Burnaby.    is.  6± 
Ladles'  Physician,  The.    By  a  London  PhysiciaiL    6& 
Land  Qnestlon,  The.    By  ProC  J.  Elliot.  M.  R.  A.C.    105.  6d. 
Landscape  Painting  in  Oils,  A  Coarse  of  Lessons  In.    By  A.  F.  Grace. 

With  Nine  Reproductions  in  Colour.    CJuap  Edition,  95s. 

Law,  About  Going  ta    By  A.  J.  Williams,  M.P.    2s.  6d. 

Letts'8  Diaries  and  other  Time-saving  Publications  are  now  published  exda- 

sively  by  Cassbll  &  Compahy.    {A  list  tent  ^t/ret  on  applictUion,) 
Liberal,  Why  I  am  a.    By  Andrew  Reio.    as.  6d.    PeopUs  Edition,  is. 
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London  ft  Nortli-WeBtem  Railway  Official  ninatrated  aiiid&    is. ;  cloth,  as. 
London,  Greater.      By  Edward  Walford.     Two  Vols.     With  about  400 
Illustrations.    9s.  each. 

London,  Old  and  New.     By  Walter  Thornbury  and  Edward  Walford. 

Six  Vols.,  each  containing  about  200  Illustrations  and  Maps.    Cloth,  9s.  each. 
London's  Roll  of  Fame.    With  Portraits  and  Illustrations.    12s.  6d. 
Longfellow,  H.  W.,  Choice  Poems  by.     Illustrated  by  his  Son,  Ernest  W. 

Longfellow.    6s.  ^ 

Longfellow'B  Poetical  Works.     Illustrated.    Popular  Edition,  16s. 
Love's  Extremes,  At    By  Maurice  Thompson.    5s. 

Lnther,  Martin :  The  Man  and  Ids  Work.  By  Dr.  Peter  Batne.  Two  Vols.  24s. 
Mechanics,  The  Practical  Dictionary  o£    Containing  15,000  Drawings.    Four 

Vols.    a  IS.  each. 
Medicine,  Mannals  for  Students  o£    {A  List  forwarded  post  free  on  application,) 
Midland  Railway,  The  Official  niustrated  Guide  to  the.    is. ;  cloth,  2s. 
Modem  Artists,  Some.    With  highly-finished  Engravings.     12s.  6d. 
Modem  Europe,  A  History  ot    By  C.  A.  Fyffe.  M.A.    Vol  I.   From  1792  to 

18x4.     las.    Vol.  II.     From  1814  to  1848.     xas. 
Music,   Illustrated  History  of.      By  Emil  Naumann.     Edited  by  the  Rev. 

Sir  F.  A.  GoRR  Ouseley,  Bart.    Illanrated.    Two  Vols.    318.  6d. 
National  Uhrary,   Cassell's.    In  Weekly  Volumes,  each  containing  about  192 

pages.    Paper  covers,  3d. ;  cloth,  6d.    {A  List  sent  post  free  oh  application,) 

Natural  History,  Cassell's  Concise.    By  E.  Perceval  Wright,  M.A..  M.D., 

F.L.S.    With  several  Hundred  Illustrations.     78.  6d.     Roxburgh,  los.  6d. 

Natural  History,  CasseU's  New.    Edited  by  Prot  P.  Martin  Duncan,  M.E, 

F.R.S.,   F.G.S.    With  Contributions  by  Eminent  Scientific  Writers.     Complete  in 
Six  Vols.    With  about  2.000  high-class  illustrations.    Extra  crown  4to,  cloth,  qs.  each. 

Nature,  Short  Studies  firom.    Illustrated.    5s. 

Neutral  Tint,  A  Course  of  Painting:  in.  With  Twenty-four  Plates  by  R.  P. 
Lkitch.    With  full  Instructions  to  the  Pupil.     5s. 

Nlmrod  in  the  North ;  or.  Hunting  and  Fishing  Adventures  in  the  Arctic 
Regions.    By  Frederick  Schwatka.    Illustrated,  7s.  6d. 

Nursing  for  the  Home  and  for  the  Hospital,  A  Handbook  o£  By  Cathe- 
rine J.  Wood.    Cheap  Edition,    is.  6d. ;  .doth,  as. 

QUI  Painting,  A  Manual  ol    By  Hon.  John  Collier.    Qoth,  2s.  6d. 

On  the  Equator.    By  H.  Db  W.    Illustrated  with  Photos.    3s.  6d. 

Our  Own  Country.    Sbc  Vols.    With  1,200  Illustrations.     Cloth,  7s.  6d.  each. 

Outdoor  Sports  and  Indoor  Amusements.   With  nearly  1,000  Illustrations.  9s. 

Paris,  Cassell's  Hlustrated  Guide  ta    is. ;  cloth,  2s. 

Parliaments,   A  Diary   of  Twa    By  H.  W.  Lucy.    The  Disraeli  Parliament, 

1874-  1*^80.     X2S.    The  Gladstone  Parliament.    las. 
Paxton's  Flower  Garden.   By  Sir  Joseph  Paxton  and  Prof.  Lindley.  Revised 

by  Thomas  Baines,  F.R.H.S.    Three  Vols.  With  100  Coloured  Plates.   £\  is.  each. 

Peoples  of  the  World,  The.     By  Dr.  Robert  Brown.    Vols.  I.  to  V.  now- 
ready.    With  Illustrations.    78.  6d.  each. 
Perak  and  the  Mala3rs.    By  Major  Fred  McNair.    Illustrated.     los.  6d. 
Phantom  City,  The.    By  W.  Westall.    5s. 

Photography  for  Amateurs.  ByT.  C.  Hepworth.  Illustrated,  is. ;  or  cloth,  is.  6d. 
Phrase  and  Fable,  Dictionary  o£    By  the  Rev.  Dr.  Brewer.    Cheap  Edition, 

Enlarged,  cloth,  3s.  6d.  ;  or  with  leather  back,  4s.  6d. 
Picturesque  America.    Complete  in  Four  Vols.,  with  48  Exquisite  Steel  Plates. 

and  about  800  Original  Wood  Engravings.    £9  as.  each. 
Picturesque   Canada.      With  about  600   Original    Illustrations.     Two  Vols.. 
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Picturesque  Borope.  Complete  in  Five  Vols.  Each  containing  13  Exquisite  Steel 
Plates,  from  Original  Drawings,  and  nearly  aoo  Original  Illustrations.  £io  xos. ; 
half-morocco,  ;Ci5  »5»- ;  morocco  gilt.  £96  5s.  The  Popular  Edition  is  published  b 
Five  Vols.,  x8s.  each,  of  which  Four  Vols,  are  new  ready. 

ngeon  Keeper,  Tbe  Practical    By  Lewis  Wright.    Illustrated.    3s.  6d. 
Pigeons,  The  Book  ot  By  Robert  Fulton.   Edited  by  Lewis  Wright.  With 

50  Coloured  Plates  and  numerous  Wood  Engravings.    31s.  6d. ;  half-morocco,  £^  as. 
Poems  and  Pictures.    With  numerous  Illustrations.    5s. 
Poems,  Bepresentatiye  of  Living  Poets,  American  and  EnglislL    Selected  by 

the  Poets  themselves.     15s. 

Poets,  CasseU's  Miniature  Library  of  the  \— 

Btinu.    Two  Vols.    as.6d.  I  MOton.    Two  Vols.    9S.6d. 

Byron.    Two  Vote.    a*.  6d  fS9^^'^^^Y'^-,r-^.-^      «  .. 

Efood.    Two  Vols.    as.6d.  Sheridaa  and  GK>ld«mith.  a  Vols.  as.6d. 

I«on£fellow.    Two  Vols.    as.6d.  I  Wordsworth.    Two  Vols.    as.  6d. 

Shakespeaire.  Twelve  Vols.,  in  box,  xss. 

Police  CkHle,  and  Manual  of  the  Criminal  Law.  By  C.  £.  Howard  Vincent, 

M.P.,  late  Director  of  Criminal  Investigations,    as. 
Popular  Library,  Cassell's.  A  Series  of  New  and  Original  Works.  Qotb,  is.  each. 
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The  Younc  Man  in  the  Battle  of  I<lfb. 
John  Wealej) 


Doxneetio  Polk  Iiore. 

The  Bev.  Bowland  Hill:   Freaoher  and 

Wit. 
Boewell  and  Johnson:  their  Oompaaiona 

and  Contemporaries. 
The  ScottiBh  Covenanters. 
History  of  the  Pree-Trade  JCovement  In 

England. 

Poultry  Keeper,  The  Practical    By  L.  Wright.    With  Coloured  Plates  and 

Illustrations.    3s.  6d. 
Poultry,  The  Book  ol    By  Lewis  Wright.    Popular  Edition.    With  Illustra- 
tions on  Wood,  JOS.  6d. 

Poultry,  The  Illustrated  Book  o£      By  L.  Wright.     With  Fifty  Exquisite 

Coloured  Plates,  and  numerous  Wood  Engravings.  Cloth.  31s.  6d. ;  half-morocco,  £*  as. 

Rahbit-Seeper,  Ihe  Practical.    By  Cuniculus.    Illustrated.    3s.  6d. 
Rainbow  Series,  Cassell's.    Consisting  of  New  and  Original  Works  of  Romance 
and  Adventure  by  Leading  Writers.     19a  pages,  crown  8vo,  price  is.  each. 
As  it  was  Written.    By  S.  Luska.  |  A  Crimson  Stain.    By  A  Bradshaw. 

Morgan's  Horror.    By  G.  Manvillb  Fenn. 

Ba3rs  from  the  Realms  of  Nature.  By  the  Rev.  J.  Neil,  M.  A.  Illustrated.  2s.  6d. 
Red  Library  of  English  and  American  Classics,  The.    Stiff  covers,  is.  each ; 

cloth,  as  each ;  or  half-calf,  marbled  edges,  5s.  each. 
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Selected  Plays. 
American  Humour. 
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Macaulay*8  Ziays  and  Selected  Essays. 
Harry  Lorrequer. 
Old  Cnrioai^  Shop. 
BiensL 

The  Talisman. 
Pickwick  (Two  Vds.) 
Scarlet  Letter. 

Royal  River,  The:  The  Thames,  from  Source  to  Sea.    With  Descriptive  Text 

and  a  Series' of  beautiful  Engravings.    £1  as. 

Russia.    By  D.  Mackenzie  Wallace,  M.A.    5s. 

Russo-Tnrklsh  War,  Cassell's  History  ot    With  about  500  Illustrations.    Two 
Vols.,  9s.  each ;  library  binding,  One  Vol.,  15s. 

Sandwith,  Humphry.    A  Memoir  by  his  Nephew,  T.  Humphry  Ward.  7s.  6d. 
Saturday  Journal,  Cassell'a    Yearly  Volume.    6s. 

Science  for  AIL     Edited  bv  Dr.  Robert  Brown,  M.A.,  F.L.S.,  &c  With 
r^oo  Illustrations.     Five  Vols.,  qs.  each. 

Sea,  The:    Its  Stirring  Story   of  Adventure,  Peril,   and  Heroism.    By 

F.  Whymhbr.    With  400  Illustrations.    Four  Vols.,  7s.  6d.  each. 


Digitized  by 


Google 


Selecttons  Jrom  CassfU  f  Company  s  Publications, 

Sent  Back  by  the  Angels.    And  other  Ballads  of  Home  and  Homely  Life.    By 

Frederick  Langbridge,  M.A.    4s.  6d. 
Sepia  Palntlnff,  A  Course  ot    Two  Vols.*  with  Twelve  Coloured  Plates  in  each. 

and  numerous  Engravings.     Each,  3s. 

SliafteBlmTy,  Tlie  Barl  of;  K.O.,  The  life  and  Work  ol    By  Edwin  Hodder. 

With  Portraits.     Three  Vols.     36s. 
Shakespeare's  Romeo  and  Jnllet.    Edition  de  Luxe,    Illustrated  with  Twelve 

Superb  Photogravures  from  Original  Drawings  by  F.  Dickseb,  A.  R^  A.     £$  5s. 
Shakspere,  The  Leopold.    With  400  Illustrations,  and  an  Introduction  by  F.  J. 

FuRNiVALL.     Small  4to,  cloth,  6s. ;  cloth  gilt,  7s.  6d. ;  half-morocco,  xos.  6d.  ;  full 

morocco^j  xa, 
Shakspere,  Th»  RoyaL     With  Exquisite  Steel  Plates  and  Wood  Engravings. 

Three  Vols.    15s.  each. 

Shakespeare,  Cassell's  Quarto  Edition.  Edited  by  Ch.\rles  and  Mary  Cowden 

Clarke,  and  containing  about  600  Illustrations  by  H.  C  Sklous.  Complete  in 
Three  Vols. ,  cloth  gilt,  £2  3s. — Also  published  in  ITiree  separate  Volumes,  in  cloth, 
viz.  : — The  Comedies,  ais. ;  The  Historical  Plays,  18s.  6a. ;  The  Tragedies,  25s. 

Shakespearean  Scenes  and  Charactera  Illustrative  of  Thirty  Plays  of  Shake- 
/speare.  With  Thirty  Steel  Plates  and  Ten  Wood  Engravings.  The  Text  written  by 
Austin  Brereton.    Royal  4to,  21s. 

Sketching  firom  Nature  in  Water  Colours.  By  Aaron  PeiNley.  With  Illus- 
trations in  Chromo- Lithography.    15s. 

Skin  and  Hair,  The  Blanagement  of  the.    By  Malcolm  Morris,  F.  R. C.S.    2s. 

Smith,  The  Adventores  and  Discourses  of  Captain  John.    By  John  Ashton. 

Illustrated,     ss. 
Sports  and  Pastimes,  Cassell's  Book  ol    With  more  than  800  Illustrations  and 
Coloured  Frontispiece.     768  pages,  7s.  6d. 

Steam  Engine,  The  Theory  and  Action  of  the :  for  Practical  Men.    By  W.  H. 

Northcott,  C.  E.    3s.  6d. 

Stock  Exchange  Tear-Book,  The.    By  Thomas  Skinner     ios.  6d. 

Stones  of  London,  The.    ^  £.  F.  Flower.    6d. 

** Stories  from  Cassell'a"    6d.  each ;  cloth  lettered,  ^d.  each. 
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•<»•  The  above  are  also  issued,  Three  Volumes  in  One,  cloth,  price  as.  each. 
Snnllght  and  Shade.    With  numerous  Exquisite  Engravings.    7s.  6d. 
Sorg^ery,  Memorials  of  the  Craft  of,  in  England.     With  an  Introduction  by 

Sir  Jamks  Paget.    2xs. 
Telegraph  Onide,  The.    Illuatrated.    is. 
Thackeray,  Character  Sketches  from.     Six  New  and  Original  Drawings  by 

Frederick  Barnard,  reproduced  in  Photogravure,    a  is. 

Three  and  Sixpenny  Library  of  Standard  Tales,  fta    All  Illustrated  and  bound 

in  cloth  gilt.     Crown  8v«.     3s.  6d.  each. 
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Tot  Book  for  all  PaUlc  Examinations.    Ry  W.  S.  Thomson,  M.A.    is. 

Ttajan.    An  American  Novel     By  H.  F.  Keen  an.    7s.  6d. 

Ttansformations  of  Insects,  The.    By  Prof.  P.  Martin  Duncan.  M.a,  F.R.Sw 

With  240  Illustrations.    6s. 

Treasure  Island.    By  R.  L.  Stevenson.    Illustrated.    5s. 
Treatment^  The  Tear-Book  o£    A  Critical  Review  for  Practitioners  of  Medicine 
and  Surgery.    5s. 
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loU-page  Coloored  Pbtes,  from  Original  Paiadacs  by  W.  H.  J.  Boot.    laa.  6d. 
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IMtod  tta«M,  OuMirt  mvtory  «r  tHe.    By  £d3Cund  Oixies.    With  600 

IDotfatioos.    Three  Vols.,  9s.  each. 

VBtTinal   mnory,    Oiwuirt  IDiislratad.      With   nearly  One   Thousaud 

iLLumtATTOTvs.    Vol.  I.  Early  and  Greek  History.— VoL  IL  The  Roaaa  Ptenod — 
Vol.  ]  1 1.  The  Middle  Ages.— VoL  IV.  Modem  History.    9*.  each. 

yiearflfWakafliid  and  oOierWofki  by  Oliver  Goldsmith.  Hhistrated.  39^6d. 
WaUr-COkrar  fttaXOKi^  A  Coona  oC      With  Twenty-foar  Coioared  Plaies  by 

R.  P.  Latch,  aod  foil  lostnictiaDs  to  the  PupU.    5s. 
WMim  Creation.    By  A.  Mongredien.    5s. 
WoBtan,  W.,  VoTOls  I1J.    Popular  Editions.    Cloth.  2&  each. 
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Wliat  OMa  Gam  Do.    By  Phyllis  Browne,    as.  6d. 

Wild  InHBaU  and  Btrda:  tbeir  Hauta  and  HalML     By  Dr.  Aimuw 

WiLSOM.    lUnstrated.    7s.  6d. 
Wnd  Blrd%  FuDffltf.    First  and  Second  Series.     By  W^  Swatsland.    With  40 

Coloured  Plates  in  each.     xas.  6d.  each, 
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40  Coloured  Plates  in  each.     las.  6d.  each, 
inntor  In  India,  A.    By  the  Rl  Hon.  W.  E.  Baxter.  M.P.    5s. 
Wlae  Woman,  Tba    By  George  Macdonald.    as.  6d. 
Wood  Kagie:  A  Fable.    By  Richard  Jefferies.    6& 
World  of  tbo  Boa.    Translated  from  the  French  of  MoQUiN  Tandon.  by  the 

Very  Rer.  H.  Maitttm  Hart.  M.A.    Ulostzated.    Cloth.    6s. 
Wofld  of  Wit  and  Humour,  Tbo.  With  400  inostrations.    Cloth,  7s.  6d. ;  doch 

silt,  gilt  edges,  xos.  6d. 
Wofld  of  Wondon,  Tlia.    Two  Vols.     With  400  lUustrations.     7s.  6d.  each. 
Yolo  Tlda.    Cassell's  Christmas  Annual,    is. 
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The  Quiver,  for  Sunday  Reading.    Monthly,  6d. 
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Fublications,  numbtritur  upwards  cf  50    Works^  will  be  fbmnd  in 
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Booksellers',  or  will  be  sent  post  free  on  appUcatioo  to  the  Publishers :—  
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Blbto,  Tbe  Grown  XUiistrated.    With  about  i,ooo  Original  Illustrations.    With 

References,  &c.     1,348  pages,  crown  4to,  doth,  7s.  6d. 
Bible,   Cassell't  niOBtrated   FftmUy.    With  900  Illustrations.     Leather,  gilt 

edges,  /a  xos. ;  full  morocco,  £z  xos* 
Bible  Dictionary,  Oassell'i.    With  nearly  600  lUustrations.    7s.  6d. 
Bible  Educator,  The.    Edited  by  the  Venr  Rev.  Dean  Plumptre,  D.D.    With 

Illustrations,  Maps,  &c.    Four  Vols.,  cloth,  Gs.  each. 
Bible  Work  at  Home  and  Abroad.    Yearly  Volume,  3s. 
Bnnyan'a  Pilgrim's  Progress  (Oassell's  niostrated).     Demy  4to.     Illustrated 

throughout.    7s.  6d. 
Banyan's  Pilgrim's  Prog^ress.    With  Illustrations.    Popular  Edition,  3s.  6d. 
Clilld's  life  of  Christ,  The.    Complete  in  One  Handsome  Volume,  with  about 

900  Original  Illustrations.    Demy  4to.  gilt  edges,  axs. 
Oblld's  Bible,  Tlie.    With  200  Illustrations.   Demy  4to.  850  pp.   i43nf  Thousand, 

Cheap  Edition^  78.  6d. 

drarch  at  Home,  The.    A  Series  of  Short  Sermons.    By  the  Rt.  Rev.  Rowley 

Hill,  D.D.,  Bishop  of  Sodor  and  Man.    5s. 
Commentary,   The  New  Testament,  for  BngUsh  Readers.    Edited  by  the 
Rt.  Rev.  C  J  Ellicott,  D.D.,  Lord  Bishop  of  Gloucester  and  BristoL    In  Thre* 
Voliunes,  ais.  each. 
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VoL    II.— The  Acts,  Xlomana,  Oorinttaiaas,  Oalattans. 

Vol.  III.— The  remaining  Books  of  the  Irew  Teetamont. 

Commentary,  The  Old  Testament,  fbr  Eng^lish  Readers.'  Edited  bv  the  Rt 
Rev.  C.  J.  Ellicott,  D.D.,  Lord  Bishop  of  Gloucester  and  Bristol.     (Complete  in 
5  Vols.,  21S.  each. 
VoL    I.— Oeneeis  to  Numbera.  I         VoL  III.— Kings  I.  to  Bather. 

VoL  II.— Deuteronomy  to  Samuel  II.  |         VoL  IV.— Jooto  Isaiah. 

VoL  V.^Jeremiah  to  MalaohL 

Day-Dawn  in  Dark  Places ;  or  Wanderings  and  Work  in  Bechwanaland, 

South  Africa.     By  the  Rev.  John  Mackenzie.     Illustrated  throughout.    3s.  6d. 
Dlineulties  of  Belief;   Some.    By  the  Rev.  T.  Teignmouth  Shore,  M.A. 

New  and  Cheap  Edition,    ss.  6d. 
Dor6  Bible.    With  230  Illustrations  by  Gustave  Dor6.    2  Vols.,  doth,  jf  2  los. ; 

Persian  morocco,  ;£3  zos. ;  Original  Edition,  a  Vols.,  cloth,  £^. 
Early  Days  of  Christianity,  The.  By  the  Ven.  Archdeacon  Farrar,  D.D.,  F.  R.S. 
Library  Edition.    Two  Vols.,  24s. ;  morocco,  £,^  as. 

Popular  Edition.     Complete  in  One  Volume,  cloth,  66.  ;   cloth,  gilt  edges, 
7s.  6d. ;  Persian  morocco,  los.  6d. ;  tree-calf,  15s. 
Family  Prayer-Book,  The.    Edited  by  Rev.  Canon  Garbett,  M.A.,  and  Rev. 
S.  Martin.    Extra  crown  4to,  doth,  5s. ;  morocco,  x8s. 
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Bnterlne  on  UDe.   3s.  6d.  I  The  Llfs  and  Words  of  Christ.   Two  Vols.. 

The  Precious  Promisee,   as.  6d.  I             doth,  30s.     Students'  Edition^  Two  Vols., 

The  English  Beformation.   ss.  I             16s. 

Qlorles   Of  the   Man  of  Sorrows,   The.     Sermons  preadied  at  St  James's, 

Piccadilly.  By  the  Rev.  H.  G.  Bonavia  Hunt.  as.  6d. 
Oospel  Of  Grace,  The.  By  a  Lindesie.  Cloth,  3s.  6d. 
Helps  to  Beliel    A  Series  of  Helpful  Manuals  on  the  Religious  Difficulties  of  the 

Day.     Edited   bv  the   Rev.  Tbicnmouth  Shorb,  M.A.,  Chaplain  in  Ordinary  to 

the  Queen.    Clotn,  is.  each. 
Creation.   By  the  X«ord  Bishop  of  Oarliale.      t   The  MoRALrrv  op  the  Old  Testament.  By 
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Selections  from  Casseil  ds  Company  s  PubUcatums, 

"Heart  OhordB."    A  Series  of  Works  by  Eminent  Divines.    Bound  in  cloth,  red 
edges,  IS.  each. 


WsYWv..'  :  :<:i4tR«r. AshtooOzeadea, 

ble  Iiivh.jx..i"  V.Mr-*J. 
1^  Btblfl,    Br  t}ic  Kt.  Ker.  W.  Bojrd  Carpenter, 

Eidwp  of  Kipon. 
H^  ^Worlt  f<9T  Ch^d.    ^j  the  Right  Rer.  Bishcp 

Mj"  Ob^ecrt  In  Idftu     By  the  Ven.  Archdeacon 

Mr  A jplrailfjiM.  Bjrihc Rer.  G. Matheson, D. D. 
M^r  SSQOtjonil  Ufff.    by  the  Rer.  Preb.  Chad- 

widt,  tJ.D. 
My  Bodj-,     J^>  {Ise  Rer  rrof.  W.  G.  BlaiUe.  D  J>. 


JCySooL    Bjr  the  Rer.  P.  B.  Power,  M.A. 

Mj  Orowth  in  Divine   lJd»,     By  the  Rev. 

Prebendary  Reynolds,  M.A. 
Mj  Hereafter.    By  the  Very  Rev.  Dean  Bicker* 

steth. 
1C7  WaJk-witii  God.    By  the  Very  Rer.  Dean 

Xy  Aldji^to*&e  Divina  Ufo.     By  the  Very 

Rer.  Dean  Boyle. 
1C7  Sonroea  of  Strenffth.    By  the  Rer.  E.  E 

Jenkins,    M.A..    Secretary    of   the   Wesleyan 

'"  — • Society. 


USm  of  Christy  The.     By  the  Ven.  Archdeacon  Farrar,  D.D..  F.R.S.,  Chaplam 
in  Ordinary  to  the  Queen. 

Illustrated  Edition,  with  about  300  Original  Illustrations.     Extra  crown  410^ 

cloth,  eilt  edges,  ais.  ;  morocco  antique,  43s. 
Library  Cdition.    Two  Vols.    Cloth,  34s. ;  morocco,  438. 
Bijou  Edition.     Five  Volumes,  in  box,  los.  6d.  the  set. 

Popular  Edition,  in  One  Vol.   8vo,  cloth,  6s. ;   cloth,  gilt  edges,  7s.  6d. ;   Persian 
morocco,  gilt  edges,  los.  6d. ;  tree<alf,  25s. 

Kazrlas^e    Rin^:,    The.      By   William   Landels,    D.D.      Bound    in   white 
leatherette,  gilt  edges,  in  box,  68. ;  morocco^  8s.  6d. 

MoMB  and  Geology ;  or,  Tlia  Harmony  of  the  Bible  with  Science.     By 

Samuel  Kinns,  Ph.D.,  F.R.AS.     Illustrated.    Chta^  Edition.    6s. 
Mnaic  of  the  Bible,  The.    By  J.  Staines,  M.A.,  Mus.Doc    2s.  6d. 

Patriarchs,  The.     By  the  late  Rev.  W.  Hanna,  D.D.,  and  the  Ven.  Archdeacon 

NoRRis,  B.D.    as.  6d. 
Protestantism,  The  History  ol    By  the  Rev.  J.  A.  Wylie,  LL.D.    Con  taming 

upwards  of  600  Original  Illustxations.    Three  Vols.,  37s. ;  Library  Edition,  30s. 

^tniver  Tearly  VOlnme,  Tha    With  250  high-class  Illustrations.    7s.  6d.     Also 
Monthly,  6d. 

Revised  Version— Commentary  on  the  Berlsed  Version  of  the  New  TMta- 

ment.    By  the  Rev.  W.  G.  Humphry,  B.D.    7s.  6d. 

Saored  Poems,  The  Book  o£    Edited  by  the  Rev.  Canon  Baynes,  M.A.    With 
Illustrations.    Cloth,  gilt  edges,  5s. 

SI  George  for  England ;  and  other  Sermons  preached  to  Children.    By  the 

Rev.  T.  Teignmouth  Shore,  M.A.    5s. 
St  Panl,  The  Life  and  Work  of      By  the  Ven.  Archdeacon  Farrar,  D.D., 
F.R.S.,  Chaplain  in  Ordinary  to  the  Queen. 

Library  Edition.    Two  Vols.,  cloth,  34s. ;  morocco,  43s. 

Illustrated  Edition,  complete  in  One  Volume,  with  about  300  Illustrations. 

£\  IS. ;  morocco,  £,"2.  ss. 
Popular    Edition.     One  Volume,  Svo,  cloth,  6s. ;  cloth,  gilt  edges,  7s.  6d. ; 

Persian  morocco,  los.  6d. ;  tree-calf,  15s. 

Secular  Life,  The  Ck>spel  of  the.    Sermons  preached  at  Oxford.    By  the  Hon. 
W.  H.  Frbmantlb,  Canon  of  Canterbury.    5s. 

Sermons  Preached  at  Westminster  Abbey.  By  Alired  Barry,  D.D.,  D.C.L.. 

Primate  of  Australia.    5s. 

ShaU  We  Know  One  Another?    By  the  Rt.  Rev.  J.  C.  Ryle,  D.D.,  Bishop  of 

Liverpool.    New  euul  Enlargtd  Edition,    Cloth  limp,  xs. 

Simon  Peter:  His  Life,  Times,  and  PMends.    By  E.  Hodder.    5s. 

Twilight  of  Life,  The.    Words  of  Counsel  and  Comfort  for  the  Aged.    By 
John  Ellerton,  M.A    is.  6d. 

7oloe  of  Time,  The.    By  John  Stroud.    Cloth  gilt,  is. 
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.  SeUctums  from  Cassell  ds  Company^ s  Fublicattons, 

(Etrttrattonal  Moths  anir  ^tattt&%'  ^attnala. 

Alphabet,  Cassell's  PictoxlaL     Size,  35  inches  by  42^  inches.     Mounted  on 
Linen,  with  rollers.     3s.  6d. 

Algebra,  The  ElementB  ot    By  Prof.  Wallace,  M.A.,  is. 

Arithmetics,  The  Modem  SchooL    By  George  Ricks,  ESc.  Lond.    With  Test 

Cards.     {Ltst  oh  application.) 

Book-SeepliiiBr.    By  Theodore  Jones.    For  Schools,  as. ;  or  cloth,  3s.    For 

THE  Million,  as. ;  or  cloth,  3s.     Books  fdt  Jones's  System.    Ruled  Sets  of,  as. 
ChemlBtry,  The  Public  SchooL    By  J.  H.  Anderson,  M.A.    2s.  6d. 
Commentary,  The  New  Teatament     Edited  by  Bishop  Ellicott.     Handy 

Volume  Edition.    Suitable  for  School  and  general  use. 

Tltufl,  Fhilemon,  Habrews, 


St.  Katthew.   3s-  6d. 
St.  ICark.    3s. 
St.  Iiuke.    3S-  6d. 
St.  John.    3S.  6d. 
The  Aots   of  the    Apoetles. 
3s.6d. 


Bomane.   9s.6d. 
OoxinthianB  L  and  II.   ^. 
OalaUans,    EpheeianB,    and 

FhiUppians.   3s. 
ColosslanB,     Thessalonians, 

and  Timothy.    3s. 


and  James.   3s. 
Peter.  Jude,  and  John,    js 
The  Bevelatlon.   3s. 
An  Introduction  to  the  ITew 

Testament,   ss.  6d. 


Ckmimentary,  Old  Testament    Edited  by  Bishop  Ellicott.    Handy  Volume 

Edition.    Suitable  for  Sdiool  and  general  use. 

Genesis.  3s.  6d.  I       Levltious.   3s.  I         Deuteronomy.   as.6d. 

Bxodus.   3s.  I        Numbers,   as.  6d.  | 

Ck>py-Book8,  Cassell'B  Graduated.    Complete  in  18  Books.    2d.  each. 

Ck>pyBook8.    The  Modem  SchooL    Complete  in  12  Books.    2d.  each. 

Drawing:  Books  for  Toung  Artists.    4  Books.    6d.  each. 

Drawing  Books,  Superior.     3  Books.     Printed  in  Fac-simile  by  Lithography, 
price  5s.  each. 

Drawing:  Copies,  Cassell's  Modem  School  Freehand.    First  Grade,  is. ;  Second 

Grade,  as. 

Drawing  Copies,  Cassell's  Standard.    In  7  Books.    Price  2d.  each. 

Electricity,  PractioaL    By  Prof.  W.  E.  Ayrton.    Illustrated.    5s. 

Energy  and  Motion :  A  Text-Book  of  Elementary  Mechanics.    By  William 

Paice,  M.A.     Illustrated,    is.  6d. 
^"£rn«h  Literature,  A  First  Sketch  of;  from  the  Earliest  Period  to  the  Present 

Time.    By  Prof.  Henry  Morley.    7?.  6d. 
Encdld,  CasseU'a    Edited  by  Prof.  Wallace,  M.A.    is. 
Euclid,  The  First  Four  Books  ol    In  paper,  6d.  ;  cloth,  9d. 
French  Reader,  Cassell's  Public  School.    By  Guillaume  S.  Conrad.    2s.  6d. 
French,  CasseU's  Lessons  in.    New  and  Revised  Edition,   Parts  I.  and  II.,  each 

as.  5d. ;  complete,  4s.  6d.    Key,  zs.  6d. 
French-English  and  English-French  Dictionary.    Entirely  New  and  Enlarge 

Edition.     1,150  pages,  8vo,  cloth,  3s.  6d. 

Oalbralth  and  Haughton's  Sclentiflc  Manuals.    By  the  Rev.  Prof.  Galbraith 

M.A,  and  the  Kev.  Prof.  HauchtoN,  M.D.,  D.CL. 


_j>tlos.    a9.6d. 
Hydrostatics.   3s.  6d. 
Astronomy,  ss. 


Steam  Bnnne.   3s.  6d. 

AJf  ebra.   Part  L,  doth.  as.  6d.    Complete,  ts.  &iL 

^3ee  and  Tidal  Currents,  with  Tidal  Can 


▲rlthmetio.  3s.  6d. 

Plane  Trigonometry,   ss.  6d. 

Buolid.    Books  I.,  II.,  III.    as.  6d.    Books  IV., 

v.,  VI.    as.6d. 
Xathematioal  Tables.   3s.  6d.  __.  .         . 

Keohanlos.   3s.  6d.  TideeandTidal  Currents,  with  Tidal  Card*.  3*. 

German  of  To-day.    By  Dr.  Heinemann.    is.  6d. 
German-English  and  English-German  Dictionary*    3s.  6d. 
German  Beading,  First  Lessons  in.    By  A.  Jagst.    Illustrated,    is. 
Handbook  of  New  Code  of  Regulations.    By  John  F.  Moss.    is.  ;  cloth.  2s.' 
Historical  Course  for  Schools,  Cassell'a    Illustrated  throughout^     I.— Stories 

from  English    History,  zs.      II.— The  Simple  Outline  of  English  History,  xs.  3d. 
III.— The  Class  History  of  England,  as.  6d. 
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SeUctums  from  Cassell  ie  Comfcuty^s  Publications, 

Latin-Eiigliah  and  EngUsh-Latin  Dictionary.    By  J.  R.  Beard,  D.D..andC 
Beard,  B.A.    Crown  8vo,  9x4  pp.,  3s.  6<1. 

Little  Folka'  History  of  England.    By  Isa  CraigKnox.    With  30  Illustrations. 

IS.  6d. 
KaUng  of  tlie  Home,  The  :  A  Book  of  Domestic  Economy  for  School  and  Hon>e 
Use.    By  Mrs.  Samuel  A.  Barnbtt.    is.  6d. 

Marlborough  Books. 

Arittunetio  Bzampla*.  3s.  I  Fr«noh  ExeroiMs.   3s.  fld. 

Arithmetio  Aula*.  ■  zs.  6a.  '      |  Pronoh  Qranmuur.   «.  6d. 

Oerman  Grammar.   3s.  6d. 

Music,  An  Elementary  Manual  ot    By  Henry  Leslie,    is. 

Natural  Philosophy.    By  Rev.  Prof.  Haughton,  F.R.S.     Illustrated.    3s.  6d. 

Popular  Educator,  Cassell's.     New  and  Thoroughly  Revised Editum.    lUustrated 
throughout.    Complete  in  Six  Vols.,  5s.  each ;  or  in  Three  Vols.,  half  calf,  43s.  the  set. 

Physical  Sdenoe,  Intermediate  Text-Book  ot     By  F.  H.  Bowman,  D.Sc., 

F.R.A.S.,  F.LS.     Illustrated.    3s.  6d. 

Readers,  Cassell's  Readable.     Carefully  graduated,  extremely  interesting,  and 
illustrated  throughout.    (Lut  on  application,) 

Readers,  CaMell's  HlstorlcaL    Illustrated  throughout,  printed  on  superior  paper, 
and  strongly  bound  in  cloth.     {.List  ok  applicatum.) 

Readers  for  Ih&nt  schools,  Ck>loured.     Three  Books.     Each  containing  48 
pages,  including  8  pages  in  colours.    4d.  each. 

Reader,  The  citizen.     By  H.  O.  Arnold -Forster.    With  Preface  by  the  late 

Rt.  Hon.  W.  E.  Forster,  M.P.    xs.  6d. 
Readers,  The  Modem  OeographlcaL   Illustrated  throughout,  and  strongly  bound 

in  doth.     {List  on  application.) 

Readers,  The  Modem  EtohooL    Illustrated.    {List  on  application^ 

Reading  and  Spelling  Book,  Cassell's  Illustrated,    is. 

Right  Lines ;  or,  Porm  and  Colour.    With  Illustrations,    is. 

School  Manager's  Manual    By  F.  C.  Mills,  M.A.    is. 

Shakspere  Reading  Book.  Tha    By  H.  Courthope'Bowen,  M.A.    Illustrated. 

3s.  6d.    Also  issued  in  Three  Books,  xs.  each. 

Shakspere's  Plays  for  School  Use.    5  Books.    Illustrated.    6d.  each. 
Spelling.  A  Complete  Manual  ol    By  J.  D.  Morell,  LL.D.    is. 
Technical  Manuals,  Cassell's.    Illustrated  throughout  :— 


C4bta«t>M^ers,  Dr»Wliw  t^t*    9. 

Ltne4rX>r«wluff&Fra<rii(MU04a}tLDiry.  as. 
l4tuj«Lf   Brmwine    and    Pr<tj«etlon.     The 

Twn  V*7il5.  Irt  Onr,  js.  6rJ. 


Kaohiniata  ft  Bxifflneera,  Drawixiff  for.  4*.6d. 

Model  Drawing.   3s. 

Orthographloal   and   Zaometrioal  FroiJao- 

tion.   31. 
Praotioal  Ferapaotiva.   «. 
Stonemaaona,  Drawing  for.   38. 
AppUed    Meohanioa.      By   SuT  R.   S.    BaB. 

LL.D.    as. 
Syatematlo   Drawing   and     Shading.     By 

Charles  Ryan.    as. 


Technical  Educator,  CasseU's.    Illustrated  throughout.    Popular  Edition.    Four 
Vols.,  5s.  each. 

Technology,  Manuals  ol     Edited  by  Prof.  Ayrton.  F.R.S.,  and  Richard 

WoRMELL,  D.Sc,  M.A.     Illustrated  throughout 

Deaign  in  Textile  Fabrioa.    By  T.  R.  Ashen. 

hurst.    4s.  6d. 
FraoUoal  Maohanloa.    By  Prof.  Perry,  M.E. 

3s.  6d. 
Cutting  Toola  Worked  by  Hand  and  Ma- 

ohlne*    By  Prof.  Smith.    38. 6d. 
Fraotioal  Bfeotrioity.    By  Prof.  W.  E.  Ayi^ 

ton.    IDiutratcd.    5s. 


The  Dyeing  of  Textile  Fabrioa.    By  Prof. 

HummeL    5s. 
Watoh  and  Clook  Making.   By  D.  GLisi^w. 

4s.  6d. 
Steel  and  Iron.    By  W.  H.  Greenwood,  F.C.S. 

Ak<oc.  M.aCE..  &c.    Q. 
Spinning  Woollen  and  Worated.     By  W. 

S.  Bright  McLaren.    4s.  fid. 


Other  Volumss  in  preparation,    A  Prospectus  sent  post  free  on  ap^iiaUiom, 
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Selections  from  Cassell  4k  Company's  Publications, 

%00k2    for   ^Ottn0   ^e0})k. 

Under  Bayard's  Banner.    By  Henry  Frith.    Illustrated.    5s. 

The  Xing'8  ComTnanrt.  A  Story  for  Girls.  By  Maggie  Symington.  Illus- 
trated.   5s. 

The  Romance  of  Invention.    By  James  Burnley.    Illustrated.    5s. 

The  Tales  of  the  Sixty  Mandarins.  By  P.  V.  Ramaswami  Raju.  With  an 
Introduction  by  Prof.  Henry  Morley.     Illustrated.    5s.   . 

A  World  of  Girls :  A  Story  of  a  School    By  L.  T.  Meade.   Illustrated.  3s.  6d. 

Lost  among  White  Alrlcans:  A  Boy's  Adventures  on  the  Upper  Ckmga 

By  David  Ker.     Illustrated.    3s.  6d. 
Perils  Afloat  and  Brigands  Ashore.    By  Alfred  Elwes.   Illustrated.    3s.  6d. 
Freedom's  Sword :  A  Story  of  the  Dajrs  of  Wallace  and  Biuce.     By  Annie 

S.  Swan.    Illustrated.    3s.  6d. 
Strong  to  Suffer :  A  Story  of  the  Jews.     By  £.  Wynne.    Illustrated.   25.  6d. 
1  he  Merry-go-Round.    Poems  for  Children.     Illustrated  throughout    5s. 
Heroes  of  the  Indian  Empire;  or,  Stories  of  Valour  and  Victory.     By 

Ernest  Foster.    Illustrated,    as.  6d. 
In  Letters  of  Flame:  A  Story  of  the  Waldenses.     By  C.  L.  Mat^aux. 

Illustrated.    2s.  6d. 

Through  Trial  to  Triumph.    By  Madeline  B.  Hunt.    Illustrated.    2s.  6d. 
Sunday  School  Reward  Books.      By  Popular  Authors.     With  Four  Original 
Illustrations  in  each.    Cloth  gilt,  is.  6d.  each. 
JElhoda's  Bevrard;   or,  **If  Wiahea  were 

Horaee." 
Jack  Mamton's  Anchor. 

Frank's     Life-Battle;     or,    Tlie    Tbxee 
Friends. 


Baffs  and  Baitibows:  a  Story  of  Thanka- 

Unole  WUliam*a  Charge ;  or.  The  Broken 

Trust, 
fretty    Pink's   Purpose ;    or.    The    Little 

Street  Merchants. 


*' Golden  Mottoes"  Series,  The.    Each  Book  containing  208  pa^es,  with  Four 
full-page  Original  Illustrations.    Crown  8vo,  cloth  gilt,  as.  each. 
**N11  DefrperanQam.**    Ey  the  Rev.  F.  Lanj:> 

bridge. 
"  Bear  and  Porbear.**    By  Sarah  Pkt 


''Eonoixr  is  my  Guide."     By  Jeanle  Herinff 
'""    *-* — vAcr— ' 


(Mrs.  Adams-Acton). 
Aim  at  the  Sure  ^ud."  By  ErnOie  Searchfield. 
Be  Conquers  who  Jcudui-es."  By  the  Author 

of  *'  May  CunninKhara's  Trial,"  &c 


"  Foremost  if  I  Oan."    By  Helen  Atteridge. 

The  New  Children's  Album.  Fcap.  4to,  320  pages.  Illustrated  throughout 
3s.6d. 

The  History  Scrap  Book.    With  nearly  1,000  Engravings.    55. ;  doth,  7s.  6d. 

"  Little  FOllDi "  Half-Yearly  Voliune.  With  200  Illustrations,  3s.  6d.  ;  or  cloth 
gih,  5*- 

Bo-Feop.  A  Book  for  ijait  Little  Ones,  \^^lth  Original  Stories  and  Verses. 
Illustrated  throughout.     Boards,  as.  6d.  ;  cloth  gilt,  3s.  6d. 

The  World's  Lmnber  Room.    By  Selina  Gave.    Illustrated.    3s.  6d. 

The  "  Proverbs  **  Series.  Consisting  of  a  New  and  Original  Series  of  Stories  by 
Popular  Authors,  founded  on  and  illustrating  well-known  Proverbs.  With  Four  Illus- 
trations in  each  Book,  printed  on  a  tint.    Crown  8vo,  160  pages,  ckrth,  is.  6d.  each, 


Fritters ;  or.  **  It's  a  X«onar 
no  Tonuxyr.**    By  Sarah  Pitt. 

Trijcv-;  or,  **Tiu>se  who  Iiive  in  Olass 
HoTises  shouldn't  throw  Stones."  By 
Maggie  SymUigton. 

The  Two  Hardeastlesj  or,** A  Friend  in 
Need  is  a  Friend  Indeed."  By  Made- 
hue  BoaSYia  Hunt. 


Major  lCon]L*s  Motto:  or,  **Look  Before 

you  Iieap."    By  the  Rev.  F.  Lanubridgc. 
Tim  Thomson's  I'rlal;  or,  **  AU  Is  not  Oold 


that  Glitters."    By  Georgre  Weaiheriy. 
UrstOa's    Stumbling  -  Blook ;     or,  ''P 

oomes  before  a  Fall."    By  TuUa  Godd 

Ruth's    Life -Work;    or,  "No   Fains,  no 


The  "Gross  and  Ororwn"  Series.    Consisting  of  Stories  founded  on  incidents 
which  occurred  during  Religious  Persecutions  of  Past  Days.    With  Four  Illustrations 
in  each  Book,  printed  on  a  tint.    Crown  8vo,  256  pages,  as.  6d.  each. 
By  Fire   and   Sword:   a   Story  of  the    I    Ko.  XIII. ;   or,  The  Story  of  the  Lost 
Hu|nenots.    By  Thomas  Archer.  Vestal.    A  Tale  of  Early  Christian  Days.    By 

Adam  Sepbtim's  Vow  1  a  Tale  of  Kirk    I  Emma  MarshalL 

and  OoVenaat.    By  Annie  S.  Swan.  | 
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StUetiom  from  Ceusell  <t*  Company^s  Puhlications, 


The  World's  Workers.     A  Series  of 
Authors.    With  Portraits  printed  on  a 
0«naral  Oordon.    Bjr  the  Rev.  S.  A.  Swaine. 
CharlM  Dloktns.    By  his  Eldest  Dau^ter. 
Sir  Titos  Salt  and  Oeorge  Moora.    " 


Butnley. 
Ylorenco  ' 


By  J. 


nrenco  M1|^tlnffalo,  Catharine  ICarah, 
Tranoaa  Kldlej  HaTargal,  Mrs.  aaa« 
yard("I..N.K.-)    By  L&zie  AUdridge, 


Dr.  Ohttlirla.  F«thar  ICathaw,  Xlihu  Bur- 
ritt,Joaeph" «^.^-~      .  ... 

Kirtoo. 


L  IilTaaey.    By  the  Rev.  J.  W. 


Sir  Henry-  Hairelook  and  Oolin  Oampbell, 
Lord  Clyde.   By  E.  C.  PhOUps. 


New  and  Original  Volumes  by  Popular 
tint  as  Frontispiece,    zs.  each. 

Abraham  TdtTuw^iw.    By  Eniest  Foeter. 

David  IilTtngstone.    By  Robert  SmQes. 

Oeorge  Xuller  and  Andrew  Beed.  B) 
E.^.  Ptunan. 

Blohard  Oobden.   By  R.  Gowing. 

Bei^Jamin  Tranklin.    By  E.  M.  Tomkinsoo. 

HandeL    By  Ellsa  Clarice. 

Tuimer.  the  Arttot.    By  the  Rev.  S.  A.  Swmlao 

George  and  Robert  Stephenson.  By  C  L 
Matdaux. 


Ytu^  <*  Cliimes "  Series.    Each  containing  64  pages,  with  Illustrations  on  every 
page,  and  handsomely  bound  in  cloth,  zs. 
Bible  Chimes.  Cootains  Bible  Vanes  Ibr  Every    I    Boly  Chimes.    Veises  fbr  Every  Sunday  in  the 
Day  in  the  Month.  I  Year. 

-.._  ^-.^ ,, -^ „    ..      «    .     -  Old  World  Chimes.    Verses  from  old  writers  far 

Every  Day  in  the  Month. 


Dallj  Chimes.     Verses  from  the  Poets  for 
Every  Day  In  the  Month. 


New  Five  flMllIng  Books  for  Boys.    With  Original  Illustrations,  printed  on  a 
tint.    Cloth  gilt,  5s.  each. 
**  Follow  my  Leader;**  or,  the  Boys  of    l    The  Champion  of  Odin;  or.  Viking  Life  In 

Templetozi.    By  Talbot  Baines  R«>ed.  the  Days  of  Old.    By  J.  Fred.  Hod^etts. 

For  Fortune  and  Glory;  a  Story  of  the     I    Bound  by  a  Spell}  or,  the  Hunted  Wltoh 

Soudan  War.   By  LewU  Hough.  |  of  the  Forest.    By  die  Hon.  Mrs.  Creeiw. 


New  Tbree  and  Slzpenny  Books  for  Boys.    With  Original  Illustrati<ms.  printed 

on  a  tint.    Cloth  gilt,  3s.  6d.  each. 
On  Board  the  "Bsmeraldat"  or,  ICartin  I     In  Quest  of  Oold:  or.  ITnder  the  Whanga 
Lola's  Log.    By  John  C.  Hutcheson.  |  Falls.    By  Alfred  St.  Johnston. 

For  Queen  and  King;  or,  the  Loyal  Trentloe.    By  Henry  Fnth. 

The 


"Boy  Pioneer"  Series.     By  Edward  S.  Ellis.    With  Four  Full-page 

Illustrations  in  each  Book.    Crown  8vo,  cloth,  as.  6d.  each. 
Ked  In  the  Woods.      A  Tale  of  Early  Days   |     Ned  on  the  Biver.     A  Tale  of  Indian  Rhrer 


in  the  West. 


Ned  In  the  Block  House. 


I  Warfare. 

A  Story  of  Pioneer  Life  in  Kentucky. 


The  "Loff  Cabin  "Series.     By  Edward  S.  Ellis.    With  Four  Pull-page  Illus- 
trations in  each.    Crown  8vo,  cloth,  as.  6d.  each. 

The  Loat  TraiL  \  Camp-Flre  and  Wigwam. 

Footprints  In  the  Forest. 

Sixpenny  Story  Books. 

well-known  Writers. 


All  Illustrated,  and  containing  Interesting  Stories  bj 


Little  Content. 
The  Smtiggler^  Cave. 
Little  Lis^e. 
LitUe  Bird. 

The  Boot  on  the  Wrong 
Foot.  * 


Luke  Bamicott. 
Little  Ficklea. 
The  Boat  Club. 
The  Blohester  College 

Boys. 
My  F&st  Cruise. 


The  Little  Feaoemaker. 
The  Delft  Jug. 
Lottie's  White  Frock. 
Only  Just  Ones. 
Helpful  Nellie;  and  other 
Stories. 


Tbe  '*  Baby's  Albnm"  Series.    Four  Books,  each  containing  about  50  lUustra 
tions.     Price  6d.  each ;  or  cloth  gilt,  is.  each. 
Baby's  Album.        |       Dolly's  Album.       |       Fairsr^  Album.        I       Fuss3r*s  Album. 

Containing  interesting  Stories.    All 


mnstrated  Books  for  the  Little  One& 

Illustrated,    is.  each. 
Indoors  and  Out.  I    Little  Mothers  and  their 

—         —  •      -  Children. 

Our  Pretty  Pets. 


Some  Farm  Friends. 
Those  Golden  Sands. 


Our  Sohoolday  Hours 
Creatures  Tame. 
Creatiuvj  Wild. 


Shilling  story  Books.    AH  Illustrated,  and  containing  Interesting  Stories. 


Thorns  and  Tangles. 
The  Cuokoo  in  the  Bobin*B 

Nest. 
John's  Mistake. 
Pearl's  Fairy  Flower. 
Diamonds  in  the  Sand. 


The  History  of  Five  Little 

Pitchers. 
Surly  Bob. 
The  Qiant's  Cradle. 
Shag  and  DolL 
Aum  Luoia*a  Looket. 
A  Banished  Monarch. 


The  Magio  Mirror. 
The  Oon  of  Berenge. 
Clever  Frank. 
Among  the  Redskins. 
The  Ferrsrman  of  BrUL 
Harry  MaxweU. 
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Selections  from  Castell  A  Company  s  PubiicoHons, 


Oautil'B  Cldldreii's  Tteasnrlas.    Each  Volume  contains  Stories  or  Poetiy,  and 
is  profusely  Illustnued.    Cloth,  zs.  each. 
Oook  B^bln,  •xid.othflr  HSvatwvej  BhjmM. 


Old 


Queen  of  Hearts. 
Mother  Hubbard. 


Simple  Bhymee  fbr  Happy  Timet. 
Tuneful  Imj*  fbr  Merry  Days. 
Oheerftd  Songs  for  Touiic_Folks. 
Pretty  Poems  fbr  Toung  People. 


The  OhUdren's  Joy. 

Pret^  Piotures  and  Pleasant  Stories. 

Our  Piotnre  Book. 

•Tales  fbr  the  Iiittle  Ones. 

ICy  Sunday  Book  of  Pictures. 

Sunday  Oarland  of  Piotures  and  Stones. 

Sunday  Headings  for  Iiittle  Polks. 


"littto   Follui'*  Faintliig   BoolOk     \^ith  Text,  and  Outline  Illustrations  for 
Water-Colour  Painting,     zs.  each. 
Pruits  and  Blossoms  fbr  "Little  Polks**    I    The**Little  Polks**  Illuminating  Book. 

to  Paizit.  I    Piotures  to  Paint. 

The  **Iiittle  Pblks**  Prorerb   Painttzig    I    **Uttle  Polks**  Painting  Book. 

Book.  I    **Little  Polks**  NaturePainting  Book. 

ATiftfiim.  *«ijittle  Polks**  Painttng  Book. 


Blgliteenpeimy  Story  Books.    All  Illustrated  throughout. 


Three  Wee  Ulster  Iisssies. 

I^tUe  Queen  ICab. 

Up  the  Ijadder. 

~    k's  Hero;  and  other  Stories. 


The  Chip  B<^. 
Bsggles,  Bassles.  ax 
Hoses  from  xhoms. 


and  the  Xmperor. 


Toung  Berrtngtoas: 

eff  and  Iiefll  . 


Paith'a  Pather. 


By  IiMid  and^  Sea. 
The 

Jeff 

Tom  Morris's  Brror. 

Worth  more  than  Gold. 

*'  Through  Plood— Through  Pire  ( ** 

other  Stories. 
The  GHrl  with  the  Golden  Iiooks. 


Stories  of  the  Olden  Time. 


Tbs  "Cosy  Comer"  Berles. 

Onb  Hundred  Picturks. 
See-^ktw  Stories. 
Little  Chimes  for  All  Times. 
Wee  Willie  Wizikie. 
Pet's  Posy  of  Pictures  and  Stories. 
I>ot*s  Story  Book. 


Story  Books  for  Children.    Each  containing  neariy 
IS.  6d.  each. 

f  Plowers  fbr  Hainy  Hours. 
1  Talks  with  Little  People. 
•'-,  Bays  for  Dull  Days. 

for  Small  Chatterers 

Piotures  for  Happj  Hours. 

ITps  and  Downs  of  a  Donkey's  lilb. 


The  **  World  In  Ptctares  "  Series.    Illustrated  throughout    as.  6d.  each. 


▲  Bamble  Round  Praiuse. 

All  the  HuBsias. 

Chats  about  Qerznany. 

The  Land  of  the  Pyramids  (Bgypt). 

Peeps  into  China. 


The  Bastem  Wonderland  (Japan). 
Glimpses  of  South  Amerioa. 
Hound  Aflrioa. 

The  Lazid  of  Teznples  (India). 
The  Isles  of  the  PaoUla 


Two-ShUUng  Story  Boolok    All  Illustrated. 

fltoiies  of  the  Tower. 
Mr.  Burke's  Nieces. 
May  (Tunzilngham'a  TrisL 
The  Top  of  the    Ladder: 

How  to  Reach  it. 
Little  Flotsam. 
Madge  and  her  Priezids. 

Half-crown  Books. 


The  Children  of  the  Court. 
A  Moonbeam  Tan|^ 
.Maid  Maxjory. 
The  Pour  Cats  of  the  Tip- 

];>ertons. 
Marion's  Two  Homes. 
Little  Polks'  Sunday  Book. 


Two  Pourpenny  Bits. 
Poor  Nelly. 
Tom  Heriot. 
Through  Peril   to   Por> 

time. 
Aunt  Tabitha*s  WsUk 
In  Mischief  Again. 


Little  Hinges. 

Margaret's  Enemy. 

Pen's  Perplexities. 

Notable  Shipwrecks. 

Golden  Days. 

Wondeiv  of  Common  Thlzigs. 

Little  Bmpross  Joan. 

At  the  South  Pole. 


Truth  will  Out. 

Pictures  of  School  Life  and  Boyhood. 

The  Young  Man  in  the  Battle  of  Life.    By 

the  Rev.  Dr.  Landels. 
The  True  Glory  of  Woman.     By  the  Rev. 

Dr.  Landds. 
The  Wise  Woman.    By  George  Macdonald. 
Soldier  and  Patriot  (Gcort^  Wa^hrngtoa). 


Picture  Tea(!hlng  Series.    Each  book  Illustrated  throughout 
gilt,  coloured  edges,  2s.  6d.  each. 


Fcap.  4to,  clotli 


Through  Pioture-Land. 

Picttire  Teaohingfor  Young  and  Old. 

Picture  Natviral  History. 

bcraps   of   Knowledge    for  the   Little 

Ones. 
Great  Lessozis  flrom  Little  Things. 


Woodland  Romanoes. 

Stories  of  Girlhood. 

Prisk  and  his  Plook. 

Pussy  Tip-Toes*  Pamlhr. 

^*  5?Jr/o^«^  and  Model  MaXer. 

The  Children  of  Holy  Soripture. 
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SeUctions  Jrom  Cassdl  ds  Company s  Publications, 

Utoary  of  Wonders.    Illustrated  Gift-books  for  Boys.    as.  6d.  each. 
Wonderftil  Adventiires.  I  Wonders  of  Water. 

Wonders  of  Animal  Inatinot.  I         Wonderfiil  Baoapea. 

Wondera  of  Arohiteotnre.  I         BodUj  Strancth  and  SkilL 

1         Wonderftal  Balloon  Aaoenta. 


Wondera  of  Aoouatioa. 


Gift  Books  for  ChUdren.    \\lth  Coloured  Illustrations.    2s.  6d.  each. 


The  Story  of  Bobin  Hood. 
Bandford  and  Merton. 
PlajlniT  Tradea. 


The  Pl]Krim*a 


True  Bobinaon  Orosoea. 

Illustrations.) 
Beynard  the  Fox. 


Tlis  "Home  Oliat "  Series.  All  Illustrated  throughout  Fcap.  .410.  Boards,  3s.  Cd. 
each  ;  doth,  gilt  edges,  5s.  each. 

Home  Chat.  I  Half-Hoora  with  Barly  Bxplorers. 

Sunday  Ohata  with  Our  Tonne  FoDbb.  I  Stories  about  Animala. 

Peepa  Abroad  for  Folka  at  Home.  I  Storiea  about  Birda. 

Around  and  About  Old  Bngland.  I  Pavs  and  daws. 

Books  for  the  UtUe  Ones. 


The  Little  Doings  of  some  Little  Folks. 

Bjr  Chatty  CheerftU.    lUustnted.    5s. 
Thib  Sunday  Sortm  Book.    With  One  Thou. 

sand  Scripture  Pictures.    Boards,  ss.;  doth, 

7s.6d. 
Daiay  Dimple*a  Scrap   Book.     Containing 

about  1,000  Pictures.    Boards,  ss. ;  doth  ^, 

7S.  6d. 
Lealie*s  Songs  for  Little  Folks.  IDnstrated. 

is.6d. 
The  Little  Folk's  Out  and  About  Book. 

By  Chatty  CheerfiiL    Illustrated,    ss. 
Xyself  and  my  Friends.     By  Olive  Patch. 

With  numerous  Illustrations.    Crown  4to.    55. 
A  Parcel  of  Children.  By  Olive  Patch.  With 

numerous  Illustrations.    Crown  4to.    s>* 
LitUe  Folka*  Picture  Album.     With    t68 

Lazge  Pictures.    5s. 


With   sjo 


Little    Folka*  Picture   Oallery. 

Illustrations,    ss. 
The  Old  Fairy  Tales.    With  Original  lUnstn^- 

tions.    Boards,  xs. ;  doth.  is.  6d. 

ICy  Diary.  With  Twelve  Coloured  Plates  and 
366  Woodcuts.    IS. 

Three  Wise  Old  Oouples.  With  i5  Coloured 
Plates.    5s. 

Old  Proverbs  with  New  Pictures.  With 
64  Fac>sunile  Coloured  Plates  by  Lirrie 
Lawson.    The  Text  by  C.  L.  Matteux.    6s. 

Happy  Little  People.  By  Olive  Patch.  With 
lUustratioos.    51. 

•*LitUe    Folks      Album   of  Xusie,  The. 

Illustrated.    3s.  6d. 
Blfle  TTnder  the  Sea.  By  E.  L.  Pearson.  With 

tull-paffe  niustratioas.    3s.  6d. 


Books  for  Boys. 

Kidnapped.    By  R.  L.  Stevenson. 
The  Phantom  City.    By  W.  WestaU.    ss. 
King  Solomon's  Mines.   By  H.  Rider  Hag- 
Famous  Sailors  of  Former  Timea,  being 

The  Sea  Fathers.    By  Clemen.s  Markham. 

Illustrated,    as.  6d. 
Treasure  Island.    By  R.  L.  Stevenson.   With 

Full-page  Illustrations.    5s. 


Modem  Bzplorera.    By  Thomas  Frost.    IDuv 

trated.    9. 
Cruise  in  Ohinese  Waters.    By  Capt.  Lindley. 

Illustrated.    55 
Wild  Adventuree  in  Wild  Plaoea.    By  Dr. 

Cordon  Stables.  M.D..  R.N.    Illustrated,    ss. 
Jungle,  Peak,  and   Plain.     By   Dr.  Gordon 

Stables,  ILN.    lUustrated.    s»- 
0*er  Many  Lands,  on  Many  Seaa.  ByGordoa 

stables.  M.D.,  R.N.    lllumated.    s*. 


Books  for  all  Ohildren. 

Oaasell's  Bobinson  Crusoe.  With  too  strik- 
ing Illustratians.  Cloth.  3s.  6d. :  gUt  edges.  ss< 

Oaasell's  Swiss  Family  Bobinson.  Illus- 
trated.   Cloth,  «.  6d. :  gill  edges,  5s. 

Sunny  Spain;  Ita  People  and  Placea, 
with  T^limpses  of  its  History.  By 
Olive  Patch.     Illustrated.  _5s. 

Bamblea  Bound  London  Town.  By  C.  L. 
Mat^ux.    Illustrated.    $*• 

Favorite  Album  of  Fun  and  Fancy,  The. 
Illustrated.    3s.  6d. 

Familiar  Frienda.  By  OUre  Patch.  Illus- 
trated.   Ck)th  Kilt.  ss. 

Odd  Folks  at  Home.  By  C.  L.  Mat^auz. 
With  nearly  iso  Illustrations,    ss* 

Field  Friends  and  Forest  Foes.  By  Olive 
Patch.    Profusely  Illustrated.    $<• 


Silver  Wings  and  Golden  Scalea.     Illus- 
trated,  ss. 
The  Wonderland  of  Work.  By  C.  L.  Mattaux. 

Illustrated.    7s.  6d. 
Little  Folka'  Holiday  Albtvn.     lUustrated. 

3S.6d. 
Tiny   Houses   and  their  Bulldera.     lUos. 

trated.    4. 
Children  of  all  Nationa.    Tbdr  Homes,  their 

Schools,  thdr  Playgrounds.    Illustrated,    ss. 
Tim  Trumble's  "Little  Mother.**     By  C 

L.  Matteux.    lUustrated.    s^^ 
The  Wonderland  of  Work.  By  C.  L.  Mat^aoz. 

Illustrated.    7s.  6d. 
A  Moonbeam  Tangle.     Original  Fairy  Talck. 

By  Sydney  Shadbolt.     Bhatrated.    ^  6dL 


CASSELL  is   COMPANY,  Limited,   Ludgate  HiU,    London,  Paris,  New 
York  and  Mtlboume, 
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RETURN  TO  the  circulation  desk  of  any 

University  of  California  Library 

or  to  the 

NORTHERN  REGIONAL  LIBRARY  FACILITY 
BIdg.  400,  Richmond  Field  Station 
University  of  California 
Richmond,  CA  94804-4698 


NRLF 


ALL  BOOKS  MAY  BE  RECALLED  AFTER  7  DAYS 
2-month  loans  may  be  renewed  by  calling 

(415)  642-6753 
1-year  loans  may  be  recharged  by  bringing  books 

to  NRLF 
Renewals  and  recharges  may  be  made  4  days 

prior  to  due  date 
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